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FOKEWORD 

All  the  regulations  governiiio-  the  inspection  of  niex'chant  vessels  are  contained  in  Chapter  I,  Title  46 
(Shipping)  of  the  Code  of  Federal  Regulations  (46  CFR)  and  are  apjilicable  to  certain  merchant 
vessels  which  ore  subject  to  Title  52  of  the  Revised  Statutes  (sees.  4399-4500)  and  acts  amendatory 
thereof  or  su})plementary  tliereto. 

The  regulations  in  this  pamphlet,  ''Rules  and  Regulations  for  Tank  Vessels,"'  CG-123,  are  copied 
from  Subchapter  D  (Tank  Vessels)  of  Chapter  I,  Title  46  CFR,  and  si:)ecific  application  is  set  forth  in 
detail  throughout  the  text.  These  regulations  and  all  changes  thereto  have  been  published  in  various 
dail}'  issues  of  the  Federal  Register  prior  to  May  1,  1969.  This  pamphlet  replaces  the  prior  edition  of 
May  2,  1966. 

In  applying  these  regulations  to  merchant  vessels  certain  factors  have  to  be  considered,  among 
which  are  the  size  of  the  vessel,  the  service  in  which  the  vessel  is  engaged,  and  the  waters  upon  which 
the  vessel  is  operated.  In  this  regard,  shipowners,  operators,  builders,  vessels'  operating  personnel  and 
other  persons  affected  by  the  navigation  and  vessel  inspection  laws  should  familiarize  themselves  with  the 
regulations  contained  in  this  pamphlet.  To  this  end.  Coast  (xuard  i^ersonnel  concerned  with  the  admin- 
istration and  enforcement  of  these  laws,  namely,  the  Coast  Guard  District  Commander  and  the  Officer 
in  Charge,  Marine  Inspection,  who  have  jurisdiction  over  Coast  Guard  inspection  activities  in  the 
general  area  of  the  liort  in  which  he  is  situated,  will  extend,  upon  request,  every  possible  assistance. 

The  regulations  contained  in  other  subchapters  of  Chapter  I  of  Title  46  (CFR)  concerning  the 
materiel  inspection  of  merchant  vessels  are  also  reprinted  in  separate  pamphlets. 
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THE  TERMINOLOGY  FOR  NUMBERING 

This  is  an  explanation  of  the  numbering  system  used  in  Coast  Guard  pamphlets  containing  regula- 
tions and  is  the  same  as  that  used  in  the  Code  of  Federal  Regulations. 

The  regulations  in  regard  to  merchant  vessel  inspection  are  divided  into  chapters,  subchapters, 
parts,  subparts,  sections,  paragraphs,  subparagraphs,  and  subdivisions.  The  chapters  are  numbered 
with  a  Roman  numeral  and  the  subchapters  are  given  alphabetical  designations.  The  parts  in  this 
pamphlet  are  numbered  30  to  40,  inclusive.  The  terminology  for  numbering  may  be  described  as 
follows: 

Terminology  Example 

Part 30 

Subpart 30.01 

Section 30.01-1 

Paragraph 30.01-1  (a) 

Subparagraph 30.01-1  (a)(1) 

Subdivision 30.01-1  (a) (l)(i) 


(viii) 


Subchapter  D — Tank  Vessels^ 
PART  30— GENERAL  PROVISIONS 


SucPAKT  30.01 — Administration 

Sec. 

30.01-1     Purpo.se  of  reg;ulations. 

30.01-3     Assignment  of  fuuction.s— TB/ALL. 

30.01-5     Application  of  regulations — TB/ALL. 

30.01-6  Application  of  regulations  to  tankships  on  an 
international   voyage — T/ALL. 

30.01-7  Ocean  or  unlimited  coastwise  vessels  on  inland 
and  Great  Lakes  Routes— TB/OC. 

30.01-10  Application  of  regulations  governing  alterations 
or  repair.s — TB/ALL. 

30.01-15  Effective  date  of  regulations— TB/ALL. 

30.01-20  Portable  containers — interpretive  rulings — • 
TB/ALL. 

30.01-25  Application  to  vessels  concerning  nuclear  en- 
ergy—TB/ALL. 

SuBPAiiT  30.10 — Definitions 

30.10-1     Defitiition  of  terms— TB/ALL. 
30.10-3     Approved— TB/ALL. 
30.10-5     Cargo— TB/ALL. 
30.10-6     Cargo  handling  room— TB/ALL. 
30.10-7     Certificated— TB/ALL. 
30.10-9     Classification  requirements — TB/ALL. 
30.10-11  Coastwise— TB/C. 
30.10-13  Cofferdam— TB/ALL. 
30.10-15  Combustible  liquid— TB/ALL. 
30.10-17  Commandant— TB/ALL. 

30.10-19  Coast  Guard  District  Commander— TB/ALL. 
30.10-21  Flammable  or  inflammable— TB/ALL. 
30.10-22  Flammable  liquid— TB/ALL. 
30.10-23  Flame  arrester— TB/ALL. 
30.10-25  Flame  screen— TB/ALL. 
30.10-27  Flashpoint— TB/ALL. 
30.10-29  Gas  free— TB/ALL. 

30.10-31  General  rules  and  regulations— TB/ALL. 
30.10-33  Great  Lakes— TB/L. 
30.10-35  Headquarters— TB/ALL. 
30.10-36  International  voyage— TB/ALL. 
30.10-39  Liquefied  flammable  gas— TB/ALL. 
30.10-41  Lakes,  bays,  and  sounds- TB/B. 
30.10-43  Marine  inspector  or  inspector — TB/ALL. 
30.10-44  Nuclear   energy,    radioactive   material,   and    nu- 
clear vessel— TB/ALL. 
30.10-45  Ocean— TB/O. 

30.10-47  Officer  in  Charge,  Marine  Inspection— TB/ALL. 
30.10-49  Permit— TB/ALL. 

30.10-55  Pressure  vacuum  relief  valve — TB/ALL. 
30.10-57  Recognized  classification   society— TB/ALL. 
30.10-59  Reid  vapor  pressure— TB/ALL. 
30.10-61  Rivers- TB/R. 
30.10-62  Rules  of  the  Road— TB/ALL. 
30.10-63  Spark  arrester— TB/ALL. 
30.10-65  Tank  barge— B/ALL. 
30.10-67  Tankshii>— T/ALL. 
30.10-(J9  Tank  vessel— TB/ALL. 
30.10-71  Tankernian— TB/ALL. 

Subpart  30.15 — Equivalents 

30.15-1     Conditions    under 
used— TB/ALL. 


which    equivalents    may    be 


1  Thp  rpRulations  in  this  fianiiihlet  are  copied  from  the  Code  of 
Federal  Regulations  of  the  United  States  of  America,  as  amended, 
Title  46.  Chapter  I. 


Subpart  30.20 — Enforcement  and  Rights  of  Appeal 

Sec. 

30.20-1     Enforcement— TB/ALL. 

30.20-10  Penalties  for  violations  of  tank  vessel  regula- 
tions—TB/ALL. 
30.20-50    Right  of  appeal— TB/ALL. 

Authority  :  The  provisions  of  this  Part  HO  issued  under  R.S. 
440.'5,  as  amended,  4417a,  as  amended,  4462.  as  amended,  sec. 
6(b)(1),  80  Stat.  938;  46  U.S.C.  37.j,  391a,  416,  49  U.S.C. 
16.^5(b)  ;  49  CFR  1.4(a)(2).  Interpret  or  apply  sec.  3,  6S  Stat. 
675;  50  U.S.C.  198;  E.O.  11239,  July  31.  1965,  30  P.R.  9071, 
3  CFR,  1965  Supp.  Additional  authority  Is  cited  In  parentheses 
following  the  sections  affected. 

SUBPART  30.01— ADMINISTRATION 

30.01-1  Purpose  of  regulations,  (a)  Tlie 
rules  and  regulations  in  this  subchapter  are  pre- 
scribed for  all  tank  vessels  in  accordance  with  the 
intent  of  the  various  statutes  administered  by  the 
Coast  Guard  and  to  provide  for  a  correct  and  uni- 
form administration  of  the  vessel  inspection 
requirements  applicable  to  tank  vessels. 

30.01-3  Assignment  of  functions— TB/ALL. 
(a)  The  Department  of  Transportation  Act  (Pub- 
lic Law  89-670,  80  Stat.  931-950,  49  U.S.C.  1651- 
1659),  transferred  to  and  vested  in  the  Secretary 
of  Transportation  "*  *  *  all  functions,  powers, 
and  duties,  relating  to  the  Coast  Guard,  of  the  Sec- 
retary of  the  Treasury  and  of  other  officers  and  of- 
fices of  the  Department  of  the  Treasury"  (subsec- 
tion 6(b)  (1),  49_U.S.C.  1655(b) ).  This  transfer  is 
subject  to  certain  conditions,  modifications,  and 
exceptions  as  set  forth  in  such  act.  By  a  rule  in  49 
CFR  1.4(a)  the  Secretary  of  Transportation  dele- 
gated to  the  Commandant,  U.S.  Coast  Guard,  au- 
thority to  exercise  certain  functions,  powers,  and 
duties  as  set  forth  in  subsections  6(a)(4),  6(b) 
(1),  and  6(g)  of  such  act  (49  U.S.C.  1655),  subject 
to  conditions,  exceptions  and  modifications  as  de- 
scribed in  49  CFR  Part  1.  By  a  rule  in  49  CFR  1.9 
the  Secretary  of  Transportation  continued  in  effect 
actions  taken  prior  to  April  1, 1967. 

(b)  The  Commandant,  U.S.  Coast  Guard,  in  a 
notice  dated  March  31,  1967,  and  effective  April  1, 
1967  (32  F.R.  5611),  approved  the  continuation  of 
orders,  rules,  regulations,  policies,  procedures, 
privileges,  waivers,  and  other  actions,  which  had 
been  made,  allowed,  granted,  or  issued  prior  to 
April  1,  1967,  and  provided  that  they  shall  con- 
tinue in  effect  according  to  their  terms  until  modi- 
fied, terminated,  repealed,  superseded,  or  set  aside 
by  appropriate  authority. 

30.01-5  Application  of  regulations— TB/ 
ALL.    (a)  The  regulations  in  this  subchapter  cou- 
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§  30.01-5 


TANK  VESSELS 


tain  requirements  for  materials,  design  cons! ruc- 
tion, inspection,  mannino',  ami  operation  of  tank 
vessels,  including  handling  and  stowage  of  cargo 
and  duties  of  officers  and  crew.  However,  vessels 
certificated  as  passenger,  cargo  or  miscellaneous 
vessels,  where  the  principal  purpose  or  use  of  the 
vessel  is  not  for  the  carriage  of  flammable  or 
combustible  liquid  cargo  in  bulk,  may  be  granted 
a  permit  to  carry  limited  quantities  of  flammable 
or  combustible  liquid  cargo  in  bulk  in  the  grades 
indicated : 

( 1 )  Passenger  vessels : 

(i)  Grade  E  in  integral  tanks  or  in  approved 
portable  containers  of  the  type  described  in  Sub- 
part 98.35  in  Part  98  of  Subchapter  I  (Cargo  and 
^liscellaneous  Vessels)  of  this  chapter. 

(ii)  Grade  D  in  portable  containers  in  accord- 
ance with  Part  146  of  Subchapter  N  (Dangerous 
Cargoes)  of  this  chapter. 

(2)  Cargo  vessels: 

(i)  Grades  D  and  E  in  integral  tanks  or  in  ap- 
proved portable  containers  in  accordance  with 
Subpart  98.35  in  Part  98  of  Subchapter  I  (Cargo 
and  Miscellaneous  Vessels)  of  this  chapter. 

(ii)  Grades  A  and  lower  in  portable  containers 
in  accordance  with  Part  146  of  Subchapter  N 
(Dangerous  Cargoes)  of  this  chapter. 

(3)  Miscellaneous  vessels,  such  as  cable,  salvage, 
pile  ch-iving,  and  oil  drilling  rig  vessels: 

(i)  Grades  B  and  lower  in  fixed  independent 
or  integral  tanks  when  specially  authorized  by  the 
Commandant. 

(b)  The  requirements  of  this  subchapter  are 
divided  into  parts  as  follows: 

(1)  Inspection  and  certification. 

(2)  Special  equipment,  machinery,  and  hull  re- 
quirements. 

(3)  Lifesaving  appliances. 

(4)  Firefighting  equipment. 

(5)  Opeiations. 

(6)  Elevated  temperature  cargoes. 

(7)  Liquefied  flainniable  gases. 

(8)  Flammable  or  combustible  liquids  having 
lethal  characteristics. 

(9)  Special  construction,  airangement,  and 
other  provisions  foi-  can-ying  cei'tain  flammable 
or  combustible  dangerous  cai-goes  in  bulk. 

((•)  The  vessels  and  seivices  to  which  each  regu- 
lation anplies  ai-e  indicated  by  letters  in  the  head- 
ing of  liie  section  or  paiagraph.  The  first  letter 
or  two  letters  indicate  the  type  of  vessel  and  the 
letter  or  letters  following  the  oblique  line  indicate 
(he  waters  in  which  sncli  vessels  may  operate. 
'Hiese  letters  are  described  as  follows: 

(1)  "T"  signifies  a  tankship. 

(2)  "IV  signifies  a  tank  barge  when  it  precedes 
an  oblifjue  line;  or  it  signifies  service  on  bays, 
sounds,  and  lakest other  than  the  Great  I^akes  when 
it  follows  an  obliqne  line. 

(3)  "ALI/"  Hignilies  servir-e  on  all  uatei's. 
M)   "O"  signifies  service,  on  oci'a;i  waters. 


(5)  "C"  signifies  services  on  coastwise  waters. 

(6)  "L'"  signifies  service  on  Gi'eat  Lakes"  waters. 

(7)  "R''  signifies  service  on  i-iver  waters. 

(d)  This  subchapter  shall  be  applicable  to  all 
United  States  flag  vessels  indicated  in  Column  3 
of  Table  30.01-5  (d),  except  as  follows: 

(1)  xVny  vessel  operating  exclusively  on  inland 
waters  which  are  not  navigable  waters  of  the 
United  States. 

(2)  Any  vessel  while  laid  up  and  dismantled 
and  out  of  commission. 

(3)  With  the  exception  of  vessels  of  the  V.  S. 
Maritime  Administration,  any  vessel  with  title 
vested  in  the  L^nited  States  and  which  is  used  for 
public  i^urposes. 

(e)  This  subchapter  shall  be  applicable  to  all 
foreign  flag  vessels  cariynng  combustil)le  or  flam- 
mable liquid  cargo  in  bulk  while  in  the  navigable 
waters  over  which  the  Ignited  States  has  jurisdic- 
tion, except  that: 

(1)  A  vessel  of  a  foreign  nation  signatory  to 
the  International  Convention  for  Safety  of  Life  at 
Sea,  1960,  which  has  on  board  a  current  valid 
Safety  Equipment  Certificate;  or  a  vessel  of  a  for- 
eign natioii  having  inspection  laws  approximating 
those  of  the  ITnited  States,  together  with  reciprocal 
inspection  arrangements  with  the  United  States 
and  wliich  has  on  board  a  current  valid  Certifi- 
cate of  Inspection  issued  by  its  government  under 
such  arrangements;  in  eitlier  case,  shall  be  sul)ject 
only  to  the  requirements  of  Section  35.01-1  of  Sub- 
part 35.()1,  and  the  safety  ixnd  cargo  handling  re- 
quirements in  Subparts  35.30  and  35.35. 

(f)  Notwithstanding  the  exceptions  previously 
noted  in  paragraph  (e)  of  this  section,  foreign  ves- 
sels of  novel  design  or  construction,  or  whose  op- 
eration involves  i)otential  unusual  risks,  shall  be 
subject  to  inspection  to  the  extent  necessary  to  safe- 
guard life  and  property  in  United  States  ports,  as 
further  provided  by  Section  2.01-13  of  Subchapter 
A  (Procedures  applicable  to  the  Public)  of  this 
chapter. 

30.01-6  Application  of  regulations  to  tank- 
ships  on  an  international  voyage — T/ALL. 
(a)  Where,  in  various  places  or  portions  of  this 
subchaplei',  reciuirements  are  stipulated  specifi- 
cally for  "tankships  on  an  intei'national  Noyage,"' 
it.  is  intended  that  these  recpiirements  upply  only 
to  tankships  subject  to  the  Inteinational  Conven- 
tion for  Safely  of  Life  at  Sea,  1960,  which  are 
mechanically  ))i'opelled  tankships  of  500  gross  tons 
and  o\-er  on  an  inlenial  ional  voyage,  as  defiiuMl  in 
Section  .".().  1();'>6. 

(b)  In  accordance  wilh  K(>giilafion  4,  Chapter 
I  ((ieneral  Pi'o\'isions),  of  (  he,  Inlei-nat  ional  Con- 
\('nlion  for  Sa  f'cly  of  Li  I'e  al  Sea,  19(i().  a  tankship 
which  is  not  normally  engaged  on  an  international 
voyage  bul  which  in  e.xcepliomil  circumslances, 
is  re<|nii'ed  (o  tnidei'take  a  single  infei'na- 
t  ional  \ovage,  miiy  lie  cxcmplcd  hy  I  he  ( 'oni- 
mandiint    from    iinv   of    I  lie    iccniircmcnls   of   tho 
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Size  or  other 

Classes  of  vessels  (including  motorboats)  examined  or  inspected  under  various  Coast  Guard  regulations  i 

Arethod  of 

Vessels  inspected  and 

Vessels  inspected  and  certifi- 

Vessels inspected  and 

Vessels  subject  to 

Vessels  subject  to 

propulsion 

limitations  ' 

certificated  under 

cated    under    either    Sub- 

certificated under 

provisions  of  Sub- 

provisions of  Sub- 

Subchapter D— 

chapter  II— Piissenger  Ves- 

SulKhapter I— Cargo 

chapter  C— Unin- 

chapter U— 

Tank  Vessels  2 

sels  2  3 1  s  or  Subchapter  T— 

and  Miscellaneous 

spected 

Oceanographic 

Small  Passenger  Vessels  2  3  4 

Vessels  2  s 

Vossels238'« 

Vessels  2  5 » 7  a 

Column  1 

Column  2 

Colunm  3 

Column  4 

Column  5 

Column  6 

Column  7 

Steam 

Vessels  not  over 

All  vessels  carrying 

All  vessels  carrying  more 

All  tugboats  and 

All  vessels  except 

None. 

65  feet  in 

comlmstible  or 

than  6  passengers.' 

towboats. 

those  covered  by 

length. 

flammable  liquid 
cargo  in  bulk. 

columns  3,  4,  5, 
and  7. 

Vessels  over  65 

All  vessels  carrying 

1.  All  vessels  carrying  more 

All  vessels  except 

None 

All  vessels  engaged 
in  oceanographic 

feet  in  length. 

combustible  or 

than  12  passengers  on  an 

those  covered  by 

flammal.ilc  liquid 

international  voyage,  e.\- 

columns  3  and  4. 

research. 

cargo  in  bulk.s 

cept  yachts. 

2.  All  vessels  of  not  over  15 
gross  tons  which  carry 
more  than  6  passengers.' 

3.  All  other  vessels  carrying 
passengers.'  except: 

a.  Yachts. 

b.  Documented  cargo  or 
tank  vessels  issued  a 
permit  to  carry  not 
more  than  16  persons 
in  addition  to  the 
crew. 

c.  Towing  and  fisliing 
vessels,  in  otlier  than 
ocean  and  coastwise 
service,  may  carry 
persons  on  the  legiti- 
mate business  of  the 
vessel,  in  addition  to 
crew,  but  not  to  ex- 
ceed one  for  each  net 
ton  of  the  vessel. 

Motor 

Vessels  not  over 

All  vessels  carrying 

All  vessels  carrying  more 

Those  vessels  carry- 

All vessels  except 

None. 

15  gross  tons. 

combustiljle  or 
flammable  liquid 
cargo  in  bulk. 

than  6  passengers.' 

ing  dangerous  car- 
goes when  required 
by  46CFR  Part  98 
or  146. 

tliose  covered  by 
columns  3,  4,  5, 
and  7. 

Vessels  over  15 

All  vessels  carrying 

1.  All  vessels  carrying  more 

All  vessels  carrying 

All  vessels  except 

None. 

gross  tons 

combustible  or 

than  12  passengers  on  an 

freight  for  liii-e 

tliose  covered  by 

except  seagoing 

flammable  liquid 

international  voyage,  e.x- 

except  those 

columns  3,  4,  6, 

motor  vessels  of 

cargo  in  bulk.' 

cept  yachts. 

covered  by  colurmis 

and  7. 

300  gross  tons 

2.  All  vessels  not  over  65  feet 

3  and  4. 

and  over. 

in  length  which  carry  more 
than  6  passengers.' 
3.  All  other  vessels  of  over  65 
feet  in  length  carrying  pas- 
sengers for  hire  except  doc- 
umented cargo  or  tank 
vessels  issued  a  permit  to 
carry  not  more  tlian  16  per- 
sons in  addition  to  the 
crew. 

Seagoing  motor 

All  vessels  carrying 

1.  All  vessels  carrying  more 

All  vessels  except 

All  vessels  except 

All  vessels  engaged 

vessels  of  300 

combustible  or 

than  12  paj^sengers  on  an 

those  covered  by 

those  covered  by 

in  oceanographic 

gross  tons  and 

flammable  liquid 

international  voyage,  ex- 

columns 3  and  4, 

columns  3,  4,  5, 

research. 

over. 

cargo  in  bulk.' 

cept  yachts. 
2.  All  other  vessels  carrying 
passengers,'  except: 

a.  Yachts. 

b.  Documented  cargo  or 
tank  vessels  issued  a 
permit  to  carry  not 
more  than  16  persons 
in  addition  to  the 

and  those  engaged 
in  the  fishing, 
oystering,  clam- 
ming, crabbing,  or 
any  other  branch 
of  the  fishery,  kelp, 
or  sponge  industry. 

and  7. 

crew. 

SaU --- 

Vessels  not  over 
700  gross  tons. 

All  vessels  carrying 
comljustible  or 

All  vessels  carrying  more 
than  6  passengers.' 

Those  vessels  carrying 
dangerous  cargoes 

None. 

flammable  liquid 

when  required  by 

cargo  in  bulk. 

46CFR  Part  98  or 
146. 

Vessels  over  700 

All  vessels  carrying 

All  vessels  carrying  passen- 
gers for  hire. 

Those  vessels  carry- 

None 

None. 

gross  tons. 

combustible  or 

ing  dangerous  car- 

flammable liquid 

goes  when  required 

cargo  in  bulk. 

by  46CFR  Partes 
or  146. 

See  footnotes  at  end  of  table. 
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Table  30.01— 5(d)  (continued) 


Size  or  other 
limitations  ' 

Classes  of  vessels  (including  motorboats)  examined  or  inspected  under  various  Coast  Guard  regulations  ' 

Method  of 
propulsion 

Vessels  inspected 
and  certificated 
under  Subchapter 
D— Tank  Vessels  2 

Vessels  inspected  and  certifi- 
cated   under    either    Sub- 
chapter H— Passenger  Ves- 
sels 2  3  <  s  or  Subchapter  T— 
Small  Passenger  Vessels  2  3  * 

Vessels  inspected  and 
certificated  under 
Subchapter  I— Cargo 
and  Miscellaneous 
Vessels  2 ' 

Vessels  subject  to 
provisions  of  Sub- 
chapter C— Unin- 
spected 
Vessels  2  3  8" 

Vessels  subject  to 
provisions  of  Sub- 
chapter U— 
Oceanographic 
Vessels  2 1 » ' » 

Column  1 

Column  2 

Column  3 

Colunm  4 

Column  5 

Column  6 

Column  7 

Non-self- 
propelled. 

Vessels  less  than 
100  gross  tons. 

All  vessels  carrying 
combustible  or 
liquid  cargo  in 
bulk. 

All  vessels  carrying  more 
than  6  passengers.' 

Those  vessels  carry- 
ing dangerous 
cargoes  when  re- 
quired by  46  CFR 
Part  98  or  146. 

All  barges  carrying 
passengers  except 
those  covered  by 
column  4. 

None. 

Vessels  100  gross 
tons  or  over. 

All  vessels  carrying 
combustible  or 
flammable  liquid 
cargo  in  bulk. 

All  vessels  carrying  passen- 
gers for  hire. 

All  seagoing  barges 
except  those 
covered  by  columns 
3  and  4;  and  those 
inland  barges  carry- 
ing dangerous  car- 
goes when  required 
by  46  CFR  Part  98 
or  146. 

All  barges  carrying 
passengers  except 
those  covered  by 
columns  4  and  7. 

All  seagoing  barges 
engaged  in  ocean- 
ographic research. 

'Where  length  is  used  in  this  table  it  means  the  length  measured  from  end  to 
end  over  the  deck,  excluding  sheer.  This  expression  means  a  straight  line  meas- 
urement of  the  overall  length  from  tlie  foremost  part  of  the  vessel  to  the  after- 
most part  of  the  vessel,  measured  parallel  to  the  centerline. 

2  Subchapters  E  (Load  Lines),  F  (Marine  Engineering),  J  (Electrical 
Engineering),  and  N  (Dangerous  Cargoes)  of  this  chapter  may  also  be  appli- 
cal)le  under  certain  conditions.  The  provisions  of  46  U.S.C.  170  and  Sub- 
chapter N  (Dangerous  Cargoes)  of  this  chapter  apply  whenever  explosives 
or  dangerous  articles  or  substances  are  on  board  vessels  (including  motor- 
boats),  except  when  specifically  exempted  by  law. 

3  Public  nautical  schoolships,  other  than  vessels  of  the  Navy  and  Coast 
(iuard,  shall  meet  the  requirements  of  Part  167  of  Subchapter  R  (Nautical 
Schools)  of  this  chapter.  Civilian  nautical  schoolships,  as  defined  by  46  U.S.C. 
1331,  shall  meet  the  requirements  of  Subchapter  H  (Passenger  Vessels)  and 
Part  168  of  Subchapter  R  (Nautical  Schools)  of  this  chapter. 

'  Subchapter  H  (Passenger  Vessels)  of  this  chapter  covers  only  those  vessels 
of  100  gross  tons  or  more.  Subchapter  T  (Small  Passenger  Vessels)  of  this 
chapter  covers  only  those  vessels  of  less  than  100  gross  tons. 

s  Vessels  covered  by  Subchapter  II  (Passenger  \essels)  or  I  (Cargo  and 
Miscellaneous  \essels)  of  this  chapter,  where  the  principal  purpose  or  use  of 
the  vessel  is  not  for  the  carriage  of  liquid  cargo,  may  be  granted  a  permit  to 
carry  a  limited  amount  of  flammable  or  combustible  liquid  cargo  In  bulk. 


The  portion  of  the  vessel  used  for  the  carriage  of  the  flammable  or  combus- 
tible liquid  cargo  shall  meet  the  requirements  of  Subchapter  D  (Tank  Vessels) 
in  addition  to  the  requirements  of  Subchapter  11  (Passenger  \essels)  or  I 
(Cargo  and  Miscellaneous  Vessels)  of  this  chapter. 

«  Any  vessel  on  an  international  voyage  is  subject  to  the  requirements  of 
the  International  Convention  for  Safety  of  Life  at  Sea,  1960. 

'  The  meaning  of  the  term  "passenger"  is  as  defined  in  the  Act  of  May  10. 
1956  (Sec.  1,  70  Stat.  151;  46  IT.S.C.  390).  On  oceanographic  vessels  scientific 
personnel  on  board  shall  not  be  deemed  to  be  passcngeis  nor  seamen,  but  for 
calculations  of  lifesaving  equipment,  etc.,  shall  be  counted  as  persons. 

*  Boilers  and  machinery  are  subject  to  examination  on  vessels  over  40  feet 
in  length. 

9  Under  46  U.S.C.  441  an  "oceanographic  research  vessel"  is  a  vessel  "*  *  • 
being  employed  exclusively  in  instruction  in  oceanography  or  limnology,  or 
both,  or  exclusively  in  oceanographic  research,  '  *  *."  Under  46  U.S.C.  443, 
"an  oceanographic  research  vessel  shall  not  be  deemed  to  lie  engaged  in  trade 
or  commerce."  If  or  when  an  oceanographic  vessel  engages  in  trade  or  com- 
merce, such  vessel  cannot  operate  under  its  certificate  of  inspection  as  an 
oceanographic  vessel,  but  shall  be  inspected  and  certificated  for  the  service  in 
which  engaged,  and  the  scientific  personnel  aboard  then  become  persons 
employed  in  the  business  of  I  lie  vessel. 


regulations  of  tliis  Convention:  Provided,  That 
it  coiiiplies  with  safet}'  requirements  which  are 
adetjuate,  in  liis  opinion,  for  tlie  voyage  which  is 
to  lie  undertaken. 

(c)  In  acconhmce  with  Kegulation  1  (c),  Ciiap- 
ter  II  (Construction),  of  tlie  International 
Convention  for  Safety  of  Life  at  Sea,  1960,  the 
Coniiiiandant  may,  if  he  considers  that  the 
.sheltered  nature  and  conditions  of  the  voyage  are 
.such  as  to  render  the  a[)pli(ation  of  any  specilic 
refjuiremeiils  of  Chapter  II  of  this  Convention 
inireasonahle  or  unnecessary,  e.xempt  fioiii  (hose 
requirements  indivichial  taiikships  oi'  chisses  of 
tanksliips,  which  in  the  course  of  their  voyage  do 
not  proceed  more  than  20  mile.s  from  the  nearest 
land. 

(d)  In  accordance  with  Keguhilion  ;5(a),Cliap- 
♦  er  III  (Life.saving  Appliances,  elc),  of  the  In- 
ternational Convention  for  Safety  of  Life  at  Sea, 
IJidO,  the  Commandant,  if  he  considers  that  the 
shehered  nature  and  (■ondilif)ns  of  the  voyage  are 
Hiich  as  to  render  the  application  C)f  the  full 
reqnirement.s  of  Chapter  111  of  litis  Convention 
unreawHiahle  or  nnner-eKsary,  may  to  that  extent 
exempt  from  the  icf|iiiremenls  f»f  Chaptei-  III  in- 


dividual tanksliips  or  classes  of  tankships  which, 
in  the  course  of  their  voyage,  do  not  go  more  than 
20  miles  from  the  nearest  land. 

30.01-7  Ocean  or  unlimited  coastwise  ves- 
sels on  inland  and  Great  Lakes  Routes — 
TB/OC.  (a)  Vessels  inspected  and  certiticated 
for  ocean  or  unlimited  coastwise  routes  shall  be 
considered  suitable  for  navigation  insofar  as  the 
provisions  of  this  subchapter  are  concerned  on  any 
inland  route,  including  the  Gi'eat  T^akes. 

30.01-10  Application  of  regulations  govern- 
ing alterations  or  repairs — TB/ALL.  When 
major  altei'ations  or  major  repairs  of  tank  vessels 
Ijecome  necessary  the  work  shall  be  done  under 
the  direction  of  the  Ollicer  in  Charge,  Marine  In- 
spection, and  shall  be  in  accordance  with  the  reg- 
ulations in  effect  for  new  construction  insofar  as 
possible.  When  minor  alterations  or  minor  re- 
pairs of  tank  vessels  become  necessary  such  work 
shall  be  under  the  dii'ection  of  the  Oflicer  in 
Charge,  Mai'ine  Inspt^-tioii,  and  shall  be  in  ac- 
cordance with  the  regidalions  in  eil'ect  at  the  time 
the  vessel  was  contracted  for'  or  built,  oi'  in  ac- 
cordance with  (he  i-egidations  in  eU'ect  for  new 
construction   insofai'  as  po.ssible. 


(4) 


GENERAL  PROVISIONS 


§  30.10-19 


30.01-15    Effective  date  of  regulations— TB/ 

ALL.  (a)  The  regulations  in  this  subchapter  are 
effective  on  and  after  November  10,  1936:  Pro- 
vided^ That  amenchnents,  revisions,  or  additions 
shall  become  effective  ninety  (90)  days  after  the 
date  of  publication  in  the  Federal  Register  unless 
the  Commandant  shall  fix  a  different  time. 

(b)  The  regulations  in  this  subchapter  are  not 
retroactive  in  effect  unless  specifically  made  so  at 
the  time  the  regulations  are  issued.  Changes  in 
specification  requirements  of  articles  of  equip- 
ment, or  materials  used  in  construction  of  tank 
vessels,  shall  not  apply  to  such  items  which  have 
been  passed  as  satisfactory  until  replacement  shall 
become  necessary,  unless  a  specific  finding  is  made 
that  such  equipment  or  material  used  is  unsafe 
or  hazardous  and  has  to  be  removed  from  tank 
vessels. 

30.01-20  Portable  containers — interpretive 
rulings — TB/ALL.  (a)  The  phrase  "drums,  bar- 
rels, or  other  packages,"  as  used  in  R.S.  4417a,  as 
amended  (46  U.S.C.  391a),  and  in  R.S.  4472,  as 
amended  (46  U.S.C.  170),  is  interpreted  to  mean 
portable  containers  having  a  maximimi  capacity 
of  110  U.S.  gallons  and  ICC  specification  cylinders 
having  a  water  capacity  of  not  more  than  1,000 
pounds,  which  are  actually  loaded  and  discharged 
from  vessels  with  their  contents  intact. 

(b)  The  phrase  "inflammable  or  combustible 
liquid  cargo  in  bulk"  as  used  in  R.S.  4417a,  as 
amended  (46  U.S.C.  391a),  and  in  R.S.  4472,  as 
amended  (46  U.S.C.  170),  is  interpreted  to  include 
such  cargo  in  portable  containex'S  of  a  capacity  of 
more  than  110  U.S.  gallons. 

(c)  The  phrase  "liquid  cargo"  as  used  in  R.S. 
4417a,  as  ainended  (46  U.S.C.  391a) ,  is  interpreted 
to  mean  flammable  or  combustible  liquids. 

(Interpret  or  apply  R.S.  4472,  as  amended;  46  U.S.C.  170) 

30.01-25  Application  to  vessels  concerning 
nuclear  energy — TB/ALL.  (a)  Pertinent  defini- 
tions ai-e  in  Section  30.10-44. 

(b)  Special  provisions  for  "nuclear  vessels"  are 
in  Part  37  of  this  subchapter. 

(c)  The  regulations  covering  the  transportation 
and  handling  of  radioactive  materials  as  cargo  are 
in  Part  146  of  Subchapter  N  (Dangerous  Cargoes) 
of  this  chapter. 

(d)  The  regulations  covering  pressure  contain- 
ing portions  of  nuclear  vessel  systems  are  in  Part 
55  of  Subchapter  F  (Marine  Engineering)  of  this 
chapter.  See  Section  56.04-20  of  Subchapter  F 
(Marine  Engineering)  of  this  chapter  for  nuclear 
piping.  See  Subpart  61.25  of  Subchapter  F 
(Marine  Engineering)  of  this  chapter  for  require- 
ments regarding  periodic  tests  and  inspections  of 
nuclear  reactor  power  plants. 

SUBPART  30.10— DEFINITIONS 
30.10-1    Definition  of  terms— TB/ALL.    Cer- 


tain terms  used  in  the  regulations  in  this  subchap- 
ter are  defined  in  this  subpart. 

30.10-3  Approved— TB/ALL.  The  term  "ap- 
proved" means  approved  by  the  Commandant 
unless  otherwise  stated. 

30.10-5  Cargo— TB/ALL.  The  term  "cargo" 
means  combustible  liquid,  flammable  liquid,  or 
liquefied  flammable  gas  unless  otherwise  stated. 

30.10-6  Cargo  handling  room— TB/ALL. 
The  term  "cargo  handling  room"  means  any  en- 
closed space  where  cargo  is  pumped,  compressed, 
or  processed.  Examples  of  "cargo  handling  rooms" 
are  pump  rooms,  compressor  I'ooms,  and  cargo 
valve  rooms. 

30.10-7  Certificated— TB/ALL.  The  term 
"certificated"  when  applied  to  tank  vessels  refers 
to  a  vessel  covered  by  a  certificate  of  inspection 
issued  by  the  Coast  Guard ;  when  applied  to  men 
employed  on  tank  vessels,  the  term  refers  to  a 
certificate  of  ability  issued  by  the  Coast  Guard. 

30.10-9  Classification  requirements — TB/ 
ALL.  The  term  "classification  requirements" 
means  applicable  rules  and  supplementary  re- 
quirements of  the  American  Bureau  of  Shipping, 
or  other  recognized  classification  society. 

30.10-11  Coastwise— TB/C.  Under  this  des- 
ignation shall  be  included  all  tank  vessels  nor- 
mally navigating  the  waters  of  any  ocean  or  the 
Gulf  of  Mexico  20  nautical  miles  or  less  offshore. 

30.10-13  Cofferdam  —  TB/ALL.  The  term 
"cofferdam"  means  a  void  or  empty  space  separat- 
ing two  or  more  compartments  for  the  purpose  of 
isolation  or  to  prevent  the  contents  of  one  com- 
partment from  entering  another  in  the  event 
of  the  failure  of  the  walls  of  one  to  retain 
their  tightness. 

30.10-15  Combustible  liquid— TB/ALL.  The 
term  "combustible  liquid"  means  any  liquid  hav- 
ing a  flashpoint  above  80°  F.  (as  determined 
from  an  open-cup  tester,  as  used  for  test  of  burn- 
ing oils).  Combustible  liquids  having  lethal 
qualities  are  those  having  the  characteristics  of 
class  "B"  or  "C"  poisons  as  defined  in  Sections 
146.25-10  and  146.25-15  of  Subchapter  N  (Dan- 
gerous Cargoes)  of  this  chapter.  In  the  regula- 
tions of  this  subchapter,  combustible  liquids  are 
referred  to  by  grades,  as  follows : 

(a)  Grade  D.  Any  combustible  liquid  having 
a  flashpoint  below  150°  F.  and  above  80°  F. 

(b)  Grade  E.  Any  combustible  liquid  having 
a  flashpoint  of  150°  F.  or  above. 

30.10-17  Commandant— TB/ALL.  The  term 
"Commandant"  means  the  Commandant  of  the 
Coast  Guard. 

30.10-19  Coast  Guard  District  Command- 
er—TB/ALL.    The  term  "Coast  Guard  District 
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Commander"  means  an  officer  of  the  Coast  Guard 
designated  as  such  by  the  Commandant  to  com- 
mand all  Coast  Guard  activities  within  his  district 
"which  include  the  enforcement  and  administration 
of  Title  52.  R.  S.,  acts  amendatory  thereof  or  sup- 
plemental thereto,  rules  and  regulations  there- 
under and  the  inspections  required  thereby. 

30.10-21  Flammable  or  inflammable— TB/ 
ALL.  The  words  "flannnable"  and  ''inflamma- 
ble'" are  interchangeable  or  synonymous  terms  for 
the  purpose  of  the  reaulations  in  this  subchapter. 

30.10-22  Flammable  liquid— TB/ALL.  The 
term  "flammable  liquid"  means  any  liquid  which 
gives  otf  flammable  vapors  (as  determined  by 
flashpoint  from  an  open-cup  tester,  as  used  for 
test  of  bnrning  oils)  at  or  below  a  temperature  of 
80°  F.  Flammable  liquids  having  lethal  quali- 
ties are  those  having  the  characteristics  of  class 
''B"  or  '"C"  poisons  as  deflned  in  Sections  146.25- 
10  and  146.25-15,  of  Subchapter  N  (Dangerous 
Cargoes)  of  this  chapter.  Flammable  liquids  are 
referred  to  by  grades  as  follows : 

(a)  Grade" A.  Any  flammable  liquid  having  a 
Eeid  ^  vapor  pressure  of  14  pounds  or  more. 

(b)  Grade  B.  Any  flammable  liquid  having  a 
Reid  *  vapor  pressure  under  14  pounds  and  over 
814  pounds. 

(c)  Grade  C.  Any  flammable  liquid  having  a 
Reid  ^  vajior  pressure  of  Sy^  pounds  or  less  and  a 
flashpoint  of  80°  F.  or  below. 

30.10-23  Flame  arrester— TB/ALL.  The 
term  "flame  arrester"  means  any  device  or  assem- 
l)ly  of  a  cellular,  tubnlar,  pressure,  or  other  type 
used  for  preventing  the  passage  of  flames  into 
enclosed  s])aces. 

.30.10-25  Flame  s  c  r  e  e  n— TB/ALL.  The 
tei-m  "flame  screen"  means  a  lilted  single  screen  of 
cori-osion-i'esistant  wire  of  at  least  30  by  30  mesh, 
or  two  fitted  screens,  both  of  corrosion-resistant 
wire,  of  at  least  20  by  20  mesh,  spaced  not  less  than 
I/2  inch  oi-  moi-e  than  U/)  inches  apart. 

.30.10-27  Flashpoint— TB/ALL.  The  f  erm 
'•flaslij)oiiif"  indicates  tlie  temperature  in  degrees 
Fahreiilieit  at  wbicli  a  rKpiicl  gives  ofi'  a  flam- 
nialilc  vapor  wlieii  heated  in  an  oi)en-cup  tester. 
For  the  pnipose  of  llie  regulations  in  this  siib- 
rliapter,  flashpoints  determined  by  other  testing 
iiM'lliods  will  be  e(|nivalent  to  those  determined 
willi  an  fjpen-ciip  fester,  as  follows: 

'J'aiii.k  ;i0.10-'J7  -Kyi  ivai.k.nt  Ki-AHiU'oiNTfi 


Open-cup  tett«r 

Tag  clowcl-oup  teller 
(A.B.  T.  M.) 

PntiHky-Mnrtens 

cloM!(l  IcMlcr  (A.  S. 

T.  M.) 

"  F. 

SO 

150 

'P. 
76 

•>  F. 

140 

«  AmcrWnn  H.rfl«-fv  for  T«'Htlfitt  Mnlcrliilt.  Hfnndiird  I)  TJ.'J  (ipohI 
pent  r<'Vl«l<.ii(.  .MillKxl  of  Ti»l  for  Vji|ii.r  I'ri'HHiirc  of  I'l-troliiim 


I'ri«lii'-» 


i|{<'l>l  .M<-lli»il) 


30.10-29  Gas  free— TB/ALL.  The  term  "gas 
free"  means  free  from  dangerous  concentrations 
of  flammable  or  toxic  gases. 

30.10-31     General    rules   and    regulations — 

TB/ALL.  The  term  "general  rules  and  regula- 
tions" means  the  requirements  contained  in  this 
chapter. 

30.10-33  Great  Lakes— TB/L.  Under  this 
designation  shall  be  included  all  tank  vessels  navi- 
gating the  Great  Lakes. 

30.10-35  Headquarters  —  TB/ALL.  The 
term  "Headquarters"  means  the  Office  of  the  Com- 
mandant, U.S.  Coast  Guard,  "Washington,  D.C., 
20591. 

30.10-36  International  v  o  y  a  g  e— TB/ALL. 
(a)  The  term  "international  voyage,"  as  used  in 
this  subchapter,  sliall  have  the  same  meaning  as 
that  contained  in  Regulation  2(d),  Chapter  I,  of 
the  International  Convention  for  Safety  of  Life 
at  Sea,  1960;  i.e.,  "  'International  voyage"  means  a 
voyage  from  a  country  to  which  the  present  Con- 
vention applies  to  a  port  outside  such  country,  or 
conversely;  and  for  this  purpose  every  territory 
for  the  international  relations  of  which  a  Con- 
tracting Government  is  responsible  or  for  which 
the  United  Nations  is  the  administering  authority 
is  regarded  as  a  separate  country." 

(b)  The  International  Convention  for  Safety 
of  Life  at  Sea,  1960,  does  not  apply  to  tank  ves- 
sels "solely  navigating  the  Great  Lakes  of  North 
America  and  the  River  St.  Lawrence  as  far  east  as 
a  straight  line  drawn  from  Cap  de  Rosiers  to  West 
Point,  Anticosti  Island  and,  on  the  north  side  of 
Anticosti  Island,  the  63d  Meridian."  Accord- 
ingly, such  tank  vessels  shall  not  be  considered  as 
being  on  an  "international  voyage"  for  the  pur- 
poses of  this  subchapter. 

(c)  For  the  purposes  of  this  subchapter  the  term 
"territory"  as  used  in  paragraph  (a)  of  this  sec- 
tion shall  be  considered  to  include  the  Comnu)n- 
wealth  of  Puerto  Rico,  the  Canal  Zone,  all  })osses- 
sions  of  the  United  States,  and  all  laiuls  held 
by  the  United  States  under  a  protectorate  or 
maiulafe. 

(d)  Although  voyages  between  (he  continental 
United  States  and  Hawaii  or  Alaska,  and  voyages 
between  Hawaii  and  Alaska  are  not  "international 
voyages"  under  the  provisions  of  the  Internat  ional 
Convention  foi-  Safety  of  Life  at  Sea,  1960,  such 
voyages  are  similar  in  luiture  and  siiall  be  con- 
sidei-ed  as  "international  voyages"'  and  subject  lo 
liie  same  ivciuiremenls  for  the  purposes  of  this 
subchapter. 

.30.10-39  Liquefied  flammable  gas— TB/ALL. 
'I'he  term  "li(|uciic(l  llauininhic  gas"  means  any 
llannnahle  gas  ha\  ing  a-  IJcid  \;i|)or  pressure 
exceeding  Kt  pounds,  which  has  been  rKiuelied. 
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30.10-41    Lakes,    bays,   and    sounds— TB/B, 

Under  tliis  designation  sliall  be  included  all  tank 
vessels  navigating  the  waters  of  any  of  the  lakes, 
bays,  or  sounds  other  than  the  waters  of  the  Great 
Lakes. 

30.10—43  Marine  inspector  or  inspector — 
TB  ALL.  The  terms  ''marine  inspector''  or  ''in- 
spector" mean  any  person  from  the  civilian  or 
military  branch  of  the  Coast  Guard  assigned  un- 
der the  superintendence  and  direction  of  an  Officer 
in  Charge,  Marine  Inspection,  or  any  other  per- 
son as  may  be  designated  for  the  j^erformance  of 
duties  with  respect  to  the  enforcement  and  ad- 
ministration of  Title  52,  R.  S.,  acts  amendatory 
thereof  or  supplemental  thereto,  rules  and  regu- 
lations thereunder,  and  the  inspections  required 
theieby. 

30.10-44  Nuclear  energy,  radioactive  ma- 
terial, and  nuclear  vessel — TB/ALL.  (a)  The 
term  "nuclear  energy"  means  all  forms  of  energy 
released  by  nuclear  fission  or  radioactive  decay,  or 
by  any  other  form  of  nuclear  transformation. 

(b)  The  term  "radioactive  material"  means  any 
material  or  combination  of  materials  that  sponta- 
neously emits  ionizing  radiation. 

(c)  The  term  "nuclear  vessel"'  means  any  vessel 
in  which  power  for  propulsion,  or  for  any  other 
purpose,  is  derived  from  nuclear  energy;  or  any 
vessel  handling  or  i:)rocessing  substantial  amounts 
of  radioactive  material  other  than  as  cargo. 

30.10-4.5  Ocean— TB/0.  Under  this  designa- 
tion shall  be  included  all  tank  vessels  normally 
navigating  the  waters  of  any  ocean  or  the  Gulf 
of  Mexico  more  than  20  nautical  miles  otfshore. 

30.10—47  Officer  in  Charge,  Marine  Inspec- 
tion—TB  ALL.  The  term  "Officer  in  Charge, 
Marine  Inspection,"  means  any  person  from  the 
civilian  or  military  branch  of  the  Coast  Guard 
designated  as  such  by  the  Commandant  and  who 
vmder  the  superintendence  and  direction  of  the 
Coast  Guard  District  Commander  is  in  charge  of 
an  inspection  zone  for  the  performance  of  duties 
with  respect  to  the  enforcement  and  administra- 
tion of  Title  52,  R.  S.,  acts  amendatory  thereof  or 
supplemental  thereto,  rules  and  regulations  there- 
under and  the  ins]:)ections  required  thereby. 

30.10-49  Permit— TB/ALL.  The  term  "per- 
mit" refers  to  endorsement  on  the  certificate  of 
inspection,  authorizing  the  presence  on  board  of 
liquid  flammable  or  combustible  cargoes  in  bulk, 
issued  by  an  Officer  in  Charge,  Marine  Inspection, 
for  a  tank  vessel  which  is  found  to  be  in  substan- 
tial compliance  with  the  i-egulations  in  this  sub- 
chapter. 

30.10-5.5  Pressure  vacuum  relief  valve — 
TB  ALL.  The  term  "pressure  vacuum  relief 
valve"  means  any  device  or  assembly  of  a  mechani- 


cal, liquid,  weight,  or  other  type  used  for  the  au- 
tomatic regulation  of  pressure  or  vacuum  in  en- 
closed places. 

30.10-57  Recognized  classification  society — 
TB/ALL.  The  term  "recognized  classification  so- 
ciety" means  the  American  Bureau  of  Shipping 
or  other  classification  society  recognized  by  the 
Connnandant. 

30.10-59  Reid  vapor  pressure— TB/ALL. 
The  term  "Reid  vapor  pressure"  means  the  vapor 
pressure  of  a  liquid  at  a  temperature  of  100°  F. 
expi'essed  in  pounds  per  square  inch  absolute,  as 
determined  by  the  "Reid  Method"  as  described  in 
the  American  Society  for  Testing  Materials 
Standard  D-323  (most  recent  revision) ,  Method  of 
Test  for  Vapor  Pressure  of  Petroleum  Products. 
This  Standard  is  available  at  ITeadquai'ters  for 
reading  purposes  or  it  may  be  purchased  from 
the  Society  at  1916  Race  Street,  Philadelphia,  Pa., 
19103. 

30.10-61  Rivers— TB/R.  Under  this  desig- 
nation shall  be  included  all  tank  vessels  whose 
navigation  is  restricted  to  rivers  and/or  to  canals, 
exclusivelv. 

30.10-62  Rules  of  the  Road— TB/ALL.  (a) 
The  term  "Rules  of  the  Road'"  means  the  statutory 
and  regulatory  rules  governing  navigation  of  ves- 
sels. These  rules  are  also  published  by  the  Coast 
Guard  in  pamphlet  form  as  follows : 

(1)  Rules  of  the  Road — International — Inland 
(CG-169). 

(2)  Rules  of  the  Road— Great  Lakes  (CG-172). 

(3)  Rules  of  the  Road— Western  Rivers  (CG- 
184). 

(b)  The  current  editions  of  the  "Rules  of  the 
Road"  pamphlets  may  be  obtained  from  any 
Marine  Inspection  Office. 

30.10-63  Spark  arrester— TB/ALL.  The 
term  "si)ark  arrester"'  means  any  device,  assem- 
bly, or  method  of  a  mechanical,  centrifugal,  cool- 
ing, or  other  type  and  of  a  size  suitable  for  the 
retention  or  quenching  of  sparks  in  exhaust  pipes 
from  internal  combustion  engines. 

30.10-65  Tank  barge— B/ALL.  The  term 
"tank  barge"  means  any  tank  vessel  not  equipped 
with  means  of  self-propulsion. 

30.10-67  Tankship— T/ALL.  The  term  "tank- 
ship""  means  any  tank  vessel  propelled  by  power  or 
sail. 

30.10-69  Tank  vessel— TB/ALL.  The  term 
"tank  vessel"  means  any  vessel  especially  con- 
structed or  converted  to  carry  liquid  bulk  cargo 
in  tanks. 

30.10-71  Tankerman— TB/ALL.  The  term 
"tankerman""  means  any  person  holding  a  certifi- 
cate issued  by  the  Coast  Guard  attesting  to  his 
competency  in  the  handling  of  flammable  or 
combustible  liquid  cargo  in  bulk  or  is  any  person 
holding  a  valid  license  as  master,  mate,  pilot,  or 
engineer. 
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SUBPART  30.15— EQUIVALENTS 

30.15-1  Conditions  under  which  equivalents 
may  be  used — TB/ALL.  (a)  Where  in  this  sub- 
chapter it  is  provided  that  a  particuhir  fitting, 
material,  appliance,  apparatus,  or  equipment,  or 
type  thereof,  shall  be  fitted  or  carried  in  a  vessel, 
or  that  any  particular  provision  shall  be  made  or 
arrangement  shall  be  adopted,  the  Commandant 
may  accept  in  substitution  therefor  any  other 
fitting,  material,  apparatus,  or  equipment,  or  type 
thereof,  or  any  other  arrangement:  Provided, 
That  he  shall  have  been  satisfied  by  suitable  trials 
that  the  fitting,  material,  appliance,  apparatus,  or 
equipment,  or  type  thereof,  or  the  provision  or 
arrangement  is  at  least  as  effective  as  that  specified 
in  this  subchapter. 

(b)  In  any  case  Avhere  it  is  shown  to  the  satis- 
faction of  the  Commandant  that  the  use  of  any 
particulai'  equipment,  apparatus,  or  arrangement 
not  specifically  required  by  law  is  unreasonable  or 
imj^racticable,  the  Conunandant  may  permit  the 
use  of  alternate  equipment,  apparatus,  or  arrange- 
ment to  such  an  extent  and  upon  such  conditions 
as  will  insure,  to  his  satisfaction,  a  degree  of  safety 
consistent  with  the  minimum  standards  set  forth 
in  this  subchapter. 

SUBPART  30.20— ENFORCEMENT  AND   RIGHTS  OF 
APPEAL 

30.20-1  Enforcement— TB/ALL.  The  Offi- 
cer in  Charge,  ^Marine  Inspection,  under  the  su- 
perintendence of  tlie  ("oast  Guard  District  Com- 
mander, is  responsible  for  the  performance  of 
duties  within  his  jurisdiction  with  respect  to  the 
enforcement  and  administration  of  Title  52,  R.  S., 
acts  amendatory  thereof  or  supplemental  thereto, 


rules  and  regulations  thereunder,  and  the  inspec- 
tions required  thereby. 

30.20-10  Penalties  for  violations  of  tank  ves- 
sel regulations — TB/ALL.  (a)  The  provisions 
of  R.  S.  4-H7a,  as  amended  (46  U.  S.  C.  391a)  pro- 
vide the  following  penalty: 

(7)  The  owner,  master,  or  person  in  charge  of  any 
vessel  subject  to  the  provisions  in  tliis  section,  or  any  or 
all  of  them,  who  shall  violate  the  provisions  of  this  sec- 
tion, or  of  the  rules  and  regulations  established  hereunder, 
shall  be  subject  to  a  fine  of  not  more  than  .Sl.OOO  or  im- 
prisonment for  not  more  than  one  year,  or  both  such  tine 
and  penalty. 

(b)  Certificates  of  inspection  for  tank  vessels 
may  also  be  revoked  or  suspended  by  the  Coast 
Guard  where  such  process  is  authorized  by  law. 
This  may  occur  if  the  vessel  does  not  meet  the  re- 
quirements of  law  or  regulations  in  this  chapter  or 
if  there  is  a  failure  to  maintain  the  safety  require- 
ments requisite  to  the  issuance  of  a  certificate  of 
insi)ection. 

30.20-50  Right  of  appeal— TB/ALL.  AMien- 
ever  any  person  directly  interested  in  or  affected 
by  any  decision  or  action  of  any  Officer  in  Cliarge, 
INIarine  Inspection,  shall  feel  aggrieved  by  such 
decision  or  action,  he  may  appeal  therefrom  to 
the  Coast  Guard  District  Commander  having  ju- 
risdiction and  a  like  appeal  shall  be  allowed  from 
any  decision  or  action  of  the  Coast  Guard  District 
Commandei-  to  the  Conunandant,  whose  decision 
shall  be  final :  Provided^  Jiowcvcr,  That  applica- 
tion for  such  reexamination  of  the  case  by  a  Coast 
Guard  District  Commander  or  by  the  Comman- 
dant shall  be  made  within  30  days  after  the  de- 
cision or  action  appealed  from  shall  have  been 
rendered  or  taken. 

(U.S.  4453,  as  amendea  ;  40  I'.S.C.  435) 
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Subpart  31.01 — General 
Sec. 

31.01-1     Inspection.s  required — TB/ALL. 
31.01-5     Scope  of  initial  inspection — TB/ALL. 
31.01-10  Antliority  of  marine  inspectors — TK/ALL. 
31.01-15  Application  for  in.spection — TB/ALL. 
31.01-20  Application  for   inspection  of  new   tank  vessel 

or  conversion  of  a  vessel  to  a  tank  vessel — 

TB/ALL. 

Subpart  31.05 — Certificates  of  Inspection 

31.05-1  Issuance  of  certificate  of  inspection — TI5/ALL. 
31.0.")-5  Posting  the  certificate  of  inspection— TB/ALL. 
31.05-10  Period  of  validity  of  certificate  of  inspection — 

TB/ALL. 
31.05-15  Certificate  of  inspection  ;  terms  ;  endorsements — 

TB/ALL. 

Subpart  31.10 — Inspections 

31.10-1     Recognized  classification  society — TB/ALL. 

31.10-5     Inspection  of  new  tank  vessels — TI!/ALL. 

31.10-10  Vessels  converted  to  tank  vessels — TB/ALL. 

31.10-15  Inspection  for  certification— TB/ALL. 

31.10-16  Inspection  and  certification  of  cargo  gear — 
TB/ALL. 

31.10-17  Reinspection— TB/ALL. 

31.10-18  Firefighting  equipment :  general— TB/ALL. 

31.10-19  All  firefighting  equipment  may  be  tested — 
TB/ALL. 

31.10-20  Drydocking  or  hauling  out— TP,/ALL. 

31.10-23   (Deleted) 

31.10-25  Inspection  covering  repairs  and  alterations  in- 
volving safety — TB/ALL. 

31.10-30  Stability  requirements— TB/ALL. 

31.10-35  Permit  to  proceed  to  another  port  for  repair — 
TB/ALL. 

31.10-40  Inspection  during  trial  trip — T/ALL. 

31.10-45  Inspection  of  crew   accommodations — TB/ALL. 

31.10-.50  Inspection  of  bilges— TB/ALL. 

Subpart  31.15 — Manning  of  Tank  Vessels 

31.15-1     Licensed  officers  and  crews — TB/ALL. 

31.1.5-5     Tank  barges— B/ALL. 

31.15-6  Tank  barges  carrying  bulk  cargoes  having  dan- 
gerous characteristics  in  addition  to  flamma- 
bility  or  combustibility — B/ALL. 

31.15-10  Towing  vessels  may  carry  persons  in  addition 
to  crew— B/LBR. 

Subpart  31.20 — Waters  Operated  Over 

31.20-1     Waters— TB/ALL. 

Subpart  31.25 — Load  Lines 

31.2.5-1     Load  lines  required— TB/()CL. 

Subpart  31.30 — Marine  Engineering 

31.30-1  Marine  engineering  regulations  and  material 
specifications — TB/ALL. 

Subpart  31.35 — Electrical  Engineering 

31.35-1  Electrical  installations,  lighting  and  power  equip- 
ment, batteries,  etc. — TB/ALL. 


Sec. 

31.35-5     Communications ;  alarm  systems,  telephone  and 

voice  tube  systems,  engine  telegraph  svstenis, 

etc.— TB/ALL. 

Subpart  31.37 — Inspection  of  Cargo  Gear 

31.37-1     When  made— TB/ALL. 

31.37-3  Definitions  of  terms  and  words  used  in  this 
subpart— TB/ALL. 

31.37-5  Tests  and  examinations  of  shipboard  cargo 
gear— TB/ALL. 

31.37-15  Cargo  gear  plans  required  when  plans  are  n(»t  ap- 
proved by  a  classification  society  or  recognized 
cargo  gear  organization — TB/ALL. 

31.37-20  Cargo  gear  plans  approved  by  a  classification 
society— TB/ALL. 

31.37-23  Cargo  gear  plans  approved  by  a  recognized  cargo 
gear  organization — TB/ALL. 

31.37-25  Factors  of  safety— TB/ALL. 

31.37-30  Loose  gear  certificates  and  tests — TB/xVLL. 

31.37-35  Test  and  certification  of  wire  rope — TB/ALL. 

31.37-40  Proof  test  of  cargo  gear  as  a  unit — TB/ALL. 

31.37—45  Marking  of  booms  and  cranes — TB/ALL. 

31.37-50  Use  of  wire  rope  and  chains — TB/ALL. 

31.37-55  Annealing- TB/ALL. 

31.37-60  Additions  to  gear— TB/ALL. 

31.37-65  Alterations,  renewals,  or  repairs  of  cargo  gear — 
TB/ALL. 

31.37-70  Responsibility  of  ship's  oflicer  for  inspection  of 
cargo  gear— TB/ALL. 

31.37-75  Records  regarding  cargo  gear — TB/ALL. 

31.37-80  Advance  notice  that  cargo  gear  testing  is  de- 
sired—TB/ALL. 

31.37-85  Responsibility  for  conducting  required  tests  and 
examinations — TB/ALL. 

Subpart  31.40 — Certificates  Under  International 
Convention  for  Safety  of  Life  at  Sea,  1960 

31.40-1     Application— T/ALL. 

31.40-5     Cargo    Ship    Safety    Construction    Certificate — 

T/ALL. 
31.40-10  Cargo     Ship     Safety     Equipment     Certificate— 

T/ALL. 
31.40-15  Cargo  Ship  Safety  Radiotelegraphy  Certificate — 

T/ALL. 
31.40-20  Cargo  Ship  Safety  Radiotelephony  Certificate— 

T/ALL. 
31.40-25  Exemption  Certificat(^T/ALL. 
31.40-30  Nuclear  Cargo  Ship  Safety  Certificate— T/ALL. 
31.40-35  Posting  of  Convention  certificates — T/ALL. 
31.40-40  Duration  of  Convention  certificates— T/ALL. 
31.40-45  American  Bureau  of  Shipping — T/ALL. 

Authority  :  The  provisions  of  this  Part  81  issued  iinrler  R.S. 
440,^,  as  amended,  4417a,  as  amended.  4462,  as  amended,  see. 
6(b)(1),  80  Stat.  938;  46  U.S.C.  375,  391a,  416,  49  U.S.C. 
16.j5(b)  ;  49  CFR  1.4(a)(2).  Interpret  or  apply  sec.  3,  68  Stat. 
67.-);  .-)0  U.S.C.  19S;  E.O.  11239,  .Tul.v  31,  1965,  30  F.R.  9671, 
3  CPK,  1965  Supp.  Additional  authority  is  cited  in  parentheses 
following  the  sections  affected. 

SUBPART  31.01— GENERAL 

31.01-1     Inspections  required — TB/ALL. 

(a)   Every  tank  ve-ssel  subject  to  the  regulations 
in  this  subchapter  shall  be  inspected  biennially,  or 
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anniuill}',  or  oftener,  if  necessary,  by  tlie  Coast 
Guard  to  see  that  the  hull,  boilers,  machinery, 
equipment,  apparatus  for  storage,  and  appliances 
of  the  vessel  comply  with  the  marine  inspection 
laws,  and  the  regulations  in  this  subchapter,  and 
Subchapter  E  (Load  Lines),  Subchapter  F  (Ma- 
rine Engineering).  Subchapter  J  (Electrical  En- 
gineering), and  Subchapter  Q  (Specifications)  of 
this  chapter  where  a2:)plicable. 

(b)  Tank  vessels  while  laid  up  and  dismantled 
and  out  of  commission  are  exempt  from  any  or  all 
inspections  required  by  law  or  regulations  in  this 
subchapter. 

(c)  For  inspection  and  tests  of  tanks  containing 
certain  dangerous  cargoes  in  bulk,  see  Part  98  of 
Subchapter  I  (Cargo  and  Miscellaneous  Vessels) 
of  this  chapter. 

(R.S.  4418.  as  amended,  4433,  as  amended,  4472.  as  amended, 
44SS,  as  amended  ;  46  U.S.C.  3!I2,  411,  170,  481) 

31.01-5  Scope  of  initial  inspection — TB/ 
ALL.  (a)  The  initial  inspection,  which  may  con- 
sist of  a  series  of  inspections  during  the  construc- 
tion of  a  vessel,  shall  include  a  complete  inspection 
of  the  structure,  including  the  outside  of  the  ves- 
.sel's  bottom,  the  machinery,  mifired  pressure  ves- 
sels, equipment  and  the  inside  and  outside  of  the 
boilers.  The  inspection  shall  be  such  as  to  insure 
that  the  arrangements,  material,  and  .scantlings  of 
the  structure,  boilers  and  other  pressure  vessels  and 
their  appurtenances,  piping,  main  and  auxiliary 
machinery,  electrical  installations,  lifesaving  ap- 
pliances, fire-detecting  and  extinguishing  equip- 
ment, i)ilot  ladders  and  other  equipment  fully  com- 
ply with  the  applicable  regulations  for  such  vessel 
and  are  in  accordance  with  approved  plans,  and 
determine  tliat  the  vessel  is  in  possession  of  a 
valid  certificate  issued  by  the  Federal  (Communi- 
cations Commission,  if  any.  The  inspection  shall 
also  1)6  such  as  to  insure  that  the  woi-kmanshij)  of 
all  pai-ts  of  the  vessel  and  its  e(iui2)nient  is  in  all 
respects  satisfactory  and  that  the  vessel  is  pro- 
vided with  lights,  and  means  of  making  sound 
signals  an<l  disti'ess  signals  as  refpiircd  \)\'  applica- 
I»Ie  i-egulations  and  the  applicabh^  Rules  o(  the 
lioad. 

(1»)  For  nuclear  vessels,  tiie  inspections  i'e(|uire(l 
by  this  seftir)n  shall  l)e  made  except  insolar  as  they 
may  be  limited  i)y  tiie  presence  of  ladiation.  In 
addition,  tlie  inspect  ir)ii  shall  include  any  special 
preoperational  tests  and  inspections  prescribed  in 
the  Atomic  Energy  Connnission  operating  license, 
by  the  nnclejir  plant  operating  procedures,  or  by 
the  \e--er.-  Safety  A  — <'ssnienl . 

.'JLOl-10  Authority  of  marine  inspectors — 
TB/ALL.  InsjX'ctors  ni;iy  at  any  lime  hiufiilly 
in-pcci  ;iny  tatiK  vessel. 

.'{LOl-l.'i     Application     for    inspection — TB/ 
ALL.      (a)  Application  in  writing  foi' I  he  inspec 
firm  incifjeut  to  the  is>iiance  or  reissuanci'  of  a  cci 
lifiral*'  rjf  inspection  to  every  lank  vessel  i('(|uiie(| 


to  be  inspected  by  law  and  the  regulations  in  this 
subchapter  .shall  be  made  by  the  master,  owner,  or 
agent  to  the  Officer  in  Charge,  Marine  Inspection, 
at  any  local  marine  inspection  office,  U.S.  Coast 
Guard,  where  the  vessel  may  be  operated. 

(b)  The  application  should  be  on  Form  CG- 
3752,  Application  for  Inspection  of  LLS.  Vessel, 
which  requires  information  on  name  and  type  of 
vessel,  nature  of  employment  and  route  in  which  to 
be  operated,  grade  or  type  of  cargo  to  be  carried, 
place  where  and  date  when  the  vessel  may  be  in- 
spected, and  that  no  other  application  has  been 
made  to  any  Officer  in  Charge,  Marine  Inspection, 
since  the  issuance  of  the  last  valid  certificate  of 
inspection. 

31.01-20  Application  for  inspection  of  new 
tank  vessel  or  conversion  of  a  vessel  to  a  tank 
vessel — TB/ALL.  Prior  to  the  commencement 
of  the  construction  of  any  new  tank  vessel,  or  prior 
to  the  commencement  of  the  conversion  of  any 
vessel  to  a  tank  vessel,  application  for  the  approval 
of  contract  plans  and  specifications  and  for  a  cer- 
tificate of  inspection  shall  be  made  in  writing  to 
the  Coast  Guard  and  no  such  construction  or  con- 
version shall  be  proceeded  with  until  such  ap- 
proval is  granted.     (See  Section  31.10-1.) 

SUBPART  31.05— CERTIFICATES  OF  INSPECTION 

31.05-1  Issuance  of  certificate  of  inspec- 
tion— TB/ALL.  ( a )  When  a  tank  vessel  is  found 
to  comply  Avith  law  and  the  regulations  in  this 
subchapter,  and  Subchapter  E  (Load  Lines),  Sub- 
chapter F  (Marine  Engineering),  Subchapter  J 
(Electrical  Engineering),  and  Subchapter  Q 
(Specifications)  of  this  chapter,  a  certificate  of 
in.spection  shall  be  issued  to  it,  or  to  its  owners, 
by  the  Officer  in  Charge,  INIarine  Ins2:)ection. 

(b)  Certificates  of  insi>ection  for  tank  vessels 
shall  be  similar  in  form  to  certificates  issued  to 
other  cargo  vessels,  and  in  addition  to  the  manning 
lequirements  and  waters  over  which  they  may  be 
opei-ated,  they  shall  be  a])i)ro])i'iately  endorsed 
"Inspected  and  ajjproved  for  the  carriage  of 
flauunable  or  combustible  liquids  of  (Jrade  A,  H, 
C,  I),  oi'  E"  (as  the  case  may  be),  and  such  en- 
dorsement shall  serve  as  a  permit  for  such  vessel 
to  o|)ei'ate.  The  endorsement  for  the  carriage  of 
rKjuelied  flammable  gases  is  set  forth  in  Section 
.'>S.()l-.5  of  this  subchapter.  The  endorsement  for 
the  carriage  of  Class  "IV  or  "C"'  poisonous  liquids 
is  set  forth  in  Section  ;>!).01-r>  of  this  subchaptei-. 

(c)  The  certificate  of  inspection  shall  be  deliv- 
ei'cd  to  the  mastei'  or  owner  of  the  lank  ves.sol  to 
which  it  rehites. 

.31.0.^)-.')  Posting  the  certificate  of  inspec- 
tion— TB/ALL.  The  ci'ilihcate  of  inspeclion 
shall  be  friimed  under  glass  and  posted  in  a,  con- 
spieiioiis  part  of  the  vessel,  except  that  where  it  is 
nol  practicable  to  so  expo.se  the  eeil  jficiile  of  in- 
spection  il,  shiill  be  cari'ied   in  I  he  vessel   in  such 
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manner  as  authorized  by  the  Officer  in  Charge, 
Marine  Insjiection. 

31.05-10  Period  of  validity  of  certificate  of 
inspection — TB/ALL.  (a)  CertiHcates  of  inspec- 
tion will  be  issued  for  periods  of  either  1  or  2  years. 
For  nuclear  vessels  it  shall  be  for  a  period  of  1 
3'ear:  see  also  Section  oT.lO-l  of  this  siihcliapter. 

(b)  Application  may  be  made  by  the  master, 
owner,  or  agent  for  inspection  and  issuance  of  a 
new  certificate  of  inspection  at  any  time  during  the 
period  of  validity  of  tlie  current  certificate.  For 
nuclear  vessels  see  Part  o7  of  this  subchapter. 

(c)  Certificates  of  inspection  may  be  revoked  or 
suspended  b3'  the  Coast  Guard  where  such  process 
is  authorized  by  law.  This  may  occur  if  the  vessel 
does  not  meet  the  requirements  of  law  or  regula- 
tions in  this  chapter  or  if  there  is  a  failure  to  main- 
tain the  safety  requirements  requisite  to  the  issu- 
ance of  a  certificate  of  inspection. 

31.05-15  Certificate  of  inspection;  terms; 
endorsements — TB/ALL.  The  terms,  endorse- 
ments and  conditions  set  forth  on  a  certificate  of 
inspection  shall  have  the  same  force  and  effect  as 
the  regulations  contained  in  this  subchapter. 

SUBPART  31.10— INSPECTIONS 

31.10-1    Recognized    classification   society — 

TB  ALL.  ( a )  In  the  inspection  of  hulls,  boilers, 
and  machinery,  the  current  standards  established 
by  the  American  Bureau  of  Shipping  and  desig- 
nated "Rules  for  Building  and  Classing  Steel  Ves- 
sels" respecting  material  and  construction  of  hulls, 
boilers,  and  machinery,  except  as  otherwise  pro- 
vided for  by  law  and  regulations  in  this  chapter, 
shall  be  accepted  as  standard  by  the  Coast  Guard. 

(b)  The  current  standards  established  by  the 
American  Bureau  of  Shipping  in  effect  at  the  time 
of  construction  of  the  vessel,  or  otherwise  as  ap- 
plicable, shall  be  used.  The  book  ''Rules  for 
Building  and  Classing  Steel  Vessels"  is  usually 
published  annually  and  may  be  purchased  from 
the  American  Bureau  of  Shipping,  4.5  Broad 
Street,  New  York,  N.Y.,  10004.  These  standards 
may  be  also  examined  at  the  office  of  the  Com- 
mandant (M),  r.S.  Coast  Guard,  Washington 
D.C,  20591,  or  at  the  office  of  any  (^oast  Guard 
District  Connnander  or  Officer  in  Charge,  Marine 
Inspection. 

(c)  The  approved  plans  and  certificate  of  the 
American  Bureau  of  Shipping,  or  other  recog- 
nized classificatiou  society  for  classed  vessels,  may 
be  accepted  In'  the  Coast  Guard  as  evidence  of 
the  structural  efficiency  of  the  hull  and  reliability 
of  machinery  of  vessels  subject  to  the  regulations 
in  this  subchapter,  excejit  as  otherwise  provided 
for  by  laws  and  regidations  in  this  chapter. 

31.i0-5  Inspection  of  new  tank  vessels — TB/ 
ALL — (a)  Plans.  Triplicate  copies  of  contract 
plans  and  specifications  shall  be  forwarded  to  the 
Officer  in  Charge,  Marine  Inspection,  in  whose  dis- 


trict the  construction  will  take  place,  for  submis- 
sion to  Headquarters  for  approval,  but  if  the  tank 
vessel  is  to  be  classed,  such  plans  and  specifications 
shall  first  be  approved  by  a  recognized  classifica- 
tion society.  If  the  plans  and  specifications  are 
found  to  be  in  substantial  agreement  with  the 
regulations  in  this  chapter,  they  shall  be  approved, 
properly  stamped  and  dated  and  distributed  as 
follows:  one  set  to  owner  or  builder;  one  set  to 
Officer  in  Charge,  JNIarine  Inspection,  of  the  dis- 
trict in  which  the  vessel  is  to  be  built ;  and  one 
set  shall  be  retained  at  Headquarters.  If  such 
plans  and  specifications  are  not  approved.  Head- 
quarters shall  notify  the  owner  or  builder 
promptly  wherein  they  fail  to  comply  with  the 
regulations  in  this  chapter.  For  list  of  electrical 
plans  see  Section  111.05-5  of  Subchapter  J  (Elec- 
trical Engineering)  of  this  chapter. 

(1)  The  plans  and  specifications  shall  include 
the  arrangement  of  the  cargo  gear.  The  principal 
details  of  the  gear  and  the  safe  working  load  for 
each  component  part  shall  be  shown.  (See  Section 
81.10-16  and  Subpart  31.37  for  applicable  re- 
quirements.) 

(b)  Inspection.  During  construction,  and 
upon  completion  of  each  tank  vessel,  it  shall  be 
ins])ected  by  the  Officer  in  Charge,  Marine  Inspec- 
tion, to  determine  whether  it  has  been  built  in  ac- 
cordance with  the  approved  plans  and  specifica- 
tions, and,  if  so,  a  certificate  of  inspection  endoi'sed 
as  a  pei'mit  for  the  carriage  of  flammable  or 
combustible  liquids  in  bulk  for  the  proper  grade 
or  grades  of  cargo  shall  be  issued  to  the  vessel  or 
its  owner. 

(c)  Certificate  of  class  may  be  accepted.  In 
the  event  such  tank  vessel  is  classed  by  the  Ameri- 
can Bureau  of  Shipping  or  other  recognized  classi- 
fication society,  the  approved  plans  and  certificates 
of  such  society  may  be  accepted  by  the  Coast 
Guard  as  evidence  of  the  structural  efficiency  of 
the  hull  and  reliability  of  machinery,  except  as 
otherwise  provided  for  by  law  and  the  rules  and 
regulations  in  this  subchapter. 

31.10-10  Vessels  converted  to  tank  vessels — 
TB/ALL.  The  procedure  for  the  inspection  of 
vessels  converted  to  tank  vessels  shall  conform  to 
the  inspection  for  new  tank  vessels  as  called  for 
in  Paragraph  31.10-5  (b),  and  such  vessels  shall 
comply  with  the  requirements  of  inspections  for 
converted  vessels  as  set  forth  in  the  regulations 
in  this  subchapter. 

31.10-15  Inspection  for  certification — TB/ 
ALL.  (a)  The  Officer  in  Charge,  Marine  Inspec- 
tion, shall  once  in  every  2  years,  at  least,  and  in 
the  case  of  nuclear  vessels,  at  least  once  every  year 
carefully  inspect  such  tank  vessel  within  his  juris- 
diction and  shall  satisfy  himself  that  every  such 
vessel  so  inspected  is  of  a  structure  suitable  for  the 
carriage  of  flammable  and/or  combustible  liquids 
in  l)ulk  and  for  the  proper  grade  or  grades  of  such 
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cargo  in  the  service  in  which  she  is  employed.  If 
the  Officer  in  Charoe,  Marine  Inspection,  deems  it 
expedient,  he  may  direct  the  vessel  to  be  put  in 
motion,  and  maj-  adopt  any  other  suitable  means 
to  test  her  sufficiency  and  that  of  her  equipment. 

(b)  Tlie  inspection  for  certification  shall  include 
an  inspection  of  the  structure,  boilers,  and  other 
pressui'e  vessels,  machinery  and  eciuipiiient.  The 
inspection  shall  be  such  as  to  insure  that  the  ves- 
sel, as  regards  the  structure,  boilers,  and  other 
pressure  vessels  and  their  appurtenances,  piping, 
main  and  auxiliary  machinery,  electrical  installa- 
tions, life-saving  appliances,  fire-detecting  and  ex- 
tinguishing equipment,  pilot  ladders,  and  other 
equipment  is  in  satisfactory  condition  and  fit  for 
the  service  for  which  it  is  intended,  and  that  it  com- 
plies with  the  applicable  regulations  for  such  ves- 
sels, and  determine  that  the  vessel  is  in  possession 
of  a  valid  certificate  issued  by  the  Federal  Connnu- 
nications  Commission,  if  required.  The  lights  and 
means  of  making  sound  signals  and  the  distress 
signals  carried  b}-  the  vessel  shall  also  be  subject 
to  the  above  mentioned  inspection  for  ceitification 
for  the  purpose  of  insuring  that  they  comply  with 
the  requirements  of  the  applicable  regulations  and 
of  the  applicable  Rules  of  the  Road. 

( c )  For  nuclear  vessels,  the  inspections  required 
by  this  section  shall  l;e  made  except  insofar  as  they 
may  be  limited  by  the  presence  of  radiation.  See 
also  Suljpart  37.10  of  this  sul)chapter. 

31.10-16  Inspection  and  certification  of 
cargo  gear — TB/ALL.  (a)  An  inspection  of  the 
cargo  gear  shall  be  required.  The  inspection  may 
consist  of  tests  and  examiiuttions  to  determine  the 
condition  and  suitability  of  the  cargo  gear.  Cur- 
rent valid  certificates  and  registers  of  cargo  gear, 
issued  by  recognized  nonprofit  organizations  or 
associations  approved  by  the  Commandant  may 
be  accepted  as  prima  facie  evidence  of  the  condi- 
tion and  suitability  of  the  cargo  gear.  Cargo  gear 
certificates  and  registers  will  not  be  issued  by  the 
Coast  fiuard. 

(b)  P2very  acceptable  cargo  gear  certificate 
and/or  register  shall  be  properly  executed  by  a 
person  authorized  to  do  so  and  shall : 

(1)  Certify  as  to  the  tests  and  examinations 
conducted: 

(2)  .Sliow  the  dates  on  which  the  tests  and  ex- 
aminations were  conducted;  and 

(.'>)  Indicate  that  the  c-argo  gear  therein  de- 
scribed complies  witli  standards  eipial  to  or  ex- 
ceeding those  set  fortli  in  Subpart  .'51. .'57. 

((•)  Competent  persons  fortJie  puij)0.ses  of  this 
section  and  Subpart  .'>1.;>7  are  : 

(1)  Coast  (inard  marine  inspectors; 

(2)  Surveyors  of  tlie  organizations  or  assofia- 
tions  approved  by  the  Conuiianclanl ; 

('4)  .Such  other  fw'rwjns  as  are  authorized  by 
the  regulations  in  Snbf)ait  ''A.'M  as  may  be  re- 
quirerl :  and, 

(4)   ]{esponsible  officials  or  employees  of  (he 


testing  laboratories,  companies,  or  organizations 
who  conduct  tests  of  pieces  of  loose  cargo  gear, 
wire  rope,  or  the  annealing  of  gear  as  maj-  be  re- 
quired. 

(d)  The  registers  issued  in  conaection  with 
cargo  gear  certification  must  have  all  required  en- 
tries fully  completed  as  of  the  dates  indicated, 
shall  be  kept  current,  and  shall  include  the  follow- 

( 1 )  A  register  of  the  cargo  handling  machinery 
and  tlie  gear  accessory  thereto  carried  on  the  vessel 
named  therein ; 

(2)  Certification  of  the  testing  and  examination 
of  winches,  derricks,  and  their  accessor}^  gear; 

(3)  Certification  of  the  testing  and  examination 
of  cranes,  hoists,  and  their  accessory  gear; 

(4)  Certification  of  the  testing  and  examination 
of  chains,  rings,  hooks,  shackles,  swivels,  and 
blocks ; 

(5)  Certification  of  the  testing  and  examination 
of  wire  rope ; 

(6)  Certification  of  the  heat  treatment  of 
chains,  rings,  hooks,  shackles,  and  swivels  which 
require  such  treatment :  and, 

(7)  Certification  of  the  annual  thorough  ex- 
aminations of  gear  not  required  to  be  periodicall}' 
heat  treated. 

(e)  It  is  the  responsibility  of  the  master  to  have 
a  ship's  officer  inspect  cargo  gear  when  required 
by  Subpart  31.37.  For  those  inspected  vessels 
which  do  not  have  valid  cargo  gear  certificates  and 
registers  as  provided  bj-  this  section,  such  vessels 
will  be  required  to  have  their  shipboard  cargo 
gear  undergo  tests  and  inspections  in  accordance 
with  the  provisions  of  Subpart  31.37. 

31.10-17  Reinspection  —  TB/ALL.  (a)  At 
least  one  reins])ection  shall  be  made  on  each  vessel 
holding  a  certificate  of  inspection  valid  for  two 
years.  This  reinspection  will  be  made,  where  pos- 
sible, between  the  tenth  and  fourteenth  month  of 
the  period  for  which  the  certificate  is  valid.  Xo 
written  application  for  reinspection  will  be  re- 
quired. 

(b)  The  inspector  shall  examine  all  accessible 
parts  of  the  vessel's  hull,  machinery,  and  equip- 
ment to  be  assured  that  it  is  in  a  satisfactory 
condition. 

(c)  In  general,  the  scope  of  the  reinspection 
shall  be  the  same  as  for  the  insjjection  for  certifi- 
cation, but  will  be  in  less  detail  unless  it  is  deter- 
mined that  a  nuijor  change  has  occurred  since  the 
last  ins|)ection. 

(d)  Nothing  in  this  subpart  shall  be  construed 
as  limiting  tlie  inspector  from  making  such  tests 
ov  inspections  as  he  deems  necessary  to  be  assured 
of  the  seaworthiness  of  the  vessel. 

(e)  If  the  reinspection  reveals  deficiencies  in 
the  maintenance  as  called  for  by  the  regulations  in 
thissub(hapter,such  neces.sary  repaiisor  imj)rove- 
ments  shall  be  made  as  may  bo  ordered. 
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31.10-18    Firefighting  equipment:  General — 

TB/ALL.  (a)  It  shall  be  the  duty  of  the  owner, 
master,  or  pei'son  in  charge  of  a  tank  vessel  to  re- 
qiiii'e  and  have  performed  at  least  once  in  every 
12  months,  the  tests  and  inspections  of  all  hand 
portable  fire  extinguishers,  semiportable  fire  extin- 
guishing systems,  and  fixed  fire  extinguishing 
systems  on  board,  as  described  in  paragraphs  (b), 
(c),  and  (d)  of  this  section.  The  owner,  master, 
or  person  in  charge  shall  keep  records  of  such  tests 
and  inspections  showing  the  dates  when  per- 
formed, the  number  and/or  other  identification  of 
each  unit  tested  and  inspected,  and  the  name(s)  of 
the  pei'son(s)  and/or  company  conducting  the 
tests  and  inspections.  Such  records  shall  be  made 
available  to  the  marme  inspector  upon  request  and 
shall  be  kept  for  the  period  of  validity  of  the  ves- 
sel's current  certificate  of  inspection.  Where 
practicable,  these  records  should  be  kept  in  or  with 
the  vessel's  logbook.  The  conduct  of  these  tests 
and  inspections  does  not  relieve  the  owner,  master, 
or  person  in  charge  of  his  responsibility  to  mam- 
tain  this  firefighting  equipment  in  proper  condi- 
tion at  all  times. 

(b)   The  following  tests  and  inspections  of  port- 
able fire  extinguishing  equipment  shall  be  made  : 
Table  31.10-18(b) 


Type  unit 


Soda  acid. 
Foam 


Pump  tank  (water  or  anti- 
freeze). 

Cartridge  operated  (water, 
antifreeze  or  loaded 
stream). 


Stored  pres.sure  (water,  anti- 
freeze or  loaded  stream). 


Carbon  dioxide. 


Dry     chemical     (cartridge- 
operated  type). 


Dry  chemical  (stored  pres- 
sure type). 


Vaporizing   liquid  '    (pump 
type). 


Vaporizing   liquid  ■    (stored 
pressure  type). 


Test 


Discharge.  Clean  hose  and  Inside  of  ex- 
tinguisher thoroughly.     Recharge. 

Discharge.  Clean  hose  and  Inside  of  ex- 
tinguisher thoroughly.     Recharge. 

Discharge.  Clean  hose  and  Inside  of  ex- 
tinguisher thoroughly.  Recharge  with 
clean  water  or  antifreeze. 

Examine  pressure  cartridge  and  replace  if 
end  is  punctured  or  if  cartridge  is  otherwise 
determined  to  have  lealied  or  to  be  In 
unsuitable  condition.  Remove  liquid, 
clean  hose  and  inside  of  extinguisher  thor- 
ouglily.  Recharge  with  clean  water,  solu- 
tion, or  antifreeze.  Insert  charged  car- 
tridge. 

See  that  pressure  gage  is  In  operating  range. 
If  not,  or  if  seal  is  brolcen,  weigh  or  other- 
wise determine  that  full  charge  is  in  ex- 
tinguisher. Recharge  if  pressure  is  low  or 
if  extinguishing  agent  is  needed. 

Weigh  cylinders.  Recharge  if  weight  loss 
exceeds  10  percent  of  weight  of  charge. 
Inspect  hose  and  nozzle  to  be  sure  they 
are  clear.' 

E.xamine  presstire  cartridge  and  replace  if 
end  is  punctured  or  if  cartridge  is  otherwise 
determined  to  have  leaked  or  to  be  in 
unsuitable  condition.  Inspect  hose  and 
nozzle  to  see  if  they  are  clear.  Insert 
charged  cartridge.  Be  sure  dry  chemical 
is  freeflowmg  (not  caked)  and  chamber 
contains  full  charge. 

See  that  pressure  gage  is  in  operating  range. 
If  not,  or  if  seal  is  broken,  weigli  or  other- 
wise determine  that  full  charge  of  dry 
chemical  is  in  extinguisher.  Recharge  if 
pressure  is  low  or  if  dry  chemical  is  needed. 

Pump  a  few  strokes  Into  clean  pail  and  re- 
place liquid.  Keep  water  out  of  extin- 
guisher or  liquid.  Keep  extinguisher 
completely  full  of  liquid. 

See  that  pressure  gage  is  in  operating  range. 
Weigh  or  check  liquid  level  to  determine 
that  full  charpe  of  liquid  is  In  extinguisher. 
Recharge  if  pressure  is  low  or  If  liquid  is 
needed. 


'  Cylinders  shall  be  tested  and  marked  in  accordance  with  the  regulations 
of  the  Department  of  Transportation,  as  noted  in  Section  147.04-1  of  Sub- 
chapter N  (Dangerous  Cargoes)  of  this  chapter. 

-  Vaporizing-Uquid  type  fire  extinguishers  containing  carbon  tetrachloride 
or  chlorobromomethane  or  other  toxic  vaporizing  liquids  shall  be  removed 
from  all  vessels. 


(c)   The  following  tests  and  inspections  of  fixed 
fire  extinguishing  equipment  shall  be  made : 

Table  .31.10-18(c) 


Type  system 


Test 


Foam Systems  utilizing  a  soda  solution  shall  have  such 

.  solution  replaced.  In  all  cases,  ascertain  that 
powder  is  not  caked. 

Carbon  dioxide '  Weigh  cylinders.    Recharge  if  weight  loss  exceeds 

I      10  percent  of  weight  of  charge.' 

'  Cylinders  shall  be  tested  and  marked  in  accordance  with  the  regulations 
of  tlie  Department  of  Transportation,  as  noted  In  Section  147.04-1  of  Sub- 
chapter N  (Dangerous  Cargoes)  of  this  chapter. 

(d)  Deck  foam  systems  shall  be  tested  bien- 
nially by  discharging  foam  for  approximately  15 
seconds  from  any  nozzle  designated  by  the  marine 
inspector.  It  shall  not  be  required  to  deliver  foam 
from  all  foam  outlets,  but  all  lines  and  nozzles 
shall  be  tested  with  water  to  prove  them  to  be 
clear  of  obstruction.  Prior  to  the  biennial  in- 
spection of  deck  foam  systems  utilizing  a  me- 
chanical foam  system,  a  representative  sample  of 
the  foam  liquid  shall  be  submitted  to  the  manu- 
facturer who  will  issue  a  certificate  indicating 
gravity,  pH,  percentage  of  water  dilution  and 
solid  content. 

(e)  At  each  inspection  for  certification  and  at 
such  other  times  as  considered  necessary,  the  in- 
spector shall  determine  that  all  fire  extinguishing 
equipment  is  in  suitable  condition  and  that  the 
tests  and  inspections  required  by  paragraphs  (b) 
through  (i)  of  this  section  have  been  conducted. 
In  addition,  the  marine  inspector  may  require  such 
tests  as  are  considered  necessary  to  determine  the 
condition  of  the  equipment. 

(f)  On  all  fire  extinguishing  sj'Stems,  all  the 
piping,  controls,  valves,  and  alarms  shall  be 
checked  b^-  the  marine  inspector  to  ascertain  that 
the  system  is  in  good  operating  condition. 

(g)  The  fire  main  system  shall  be  operated  and 
the  pressure  checked  at  the  most  remote  and 
highest  outlets  by  the  marine  inspector.  All  fire 
hose  shall  be  subjected  to  a  test  pressure  equivalent 
to  the  maximum  pressure  to  which  thej-  may  be 
subjected  in  service,  but  not  less  than  100  p.s.i. 
The  marine  inspector  shall  check  that  the  hose 
couplings  are  securely  fastened  in  accordance  with 
the  regulations  of  this  subchapter. 

(h)  At  each  inspection  for  certification  and  at 
such  other  times  as  considered  necessary,  all  car- 
bon dioxide  cylinders  for  fixed,  semiportable.  and 
portable  systems  shall  be  examined  and  replaced 
if  any  corrosion  is  found.  They  shall  also  be 
checked  by  weighing  to  determine  their  contents, 
and  if  found  to  be  more  than  10  percent  under 
the  required  contents  of  carbon  dioxide,  they  shall 
be  recharged. 

(i)  Steam  smothering  lines  shall  be  tested  with 
at  least  50  pounds  per  square  inch  of  air  pressure 
or  by  blowing  steam  through  the  lines  at  the  work- 
ing pressure  and  a  surve}-  made  for  detecting  cor- 
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rosioii  and  defects  using  hammer  test  or  such  other 
means  as  ma}'  be  necessary. 

31.10-19  All  firefighting  equipment  may  be 
tested — TB/ALL.  (a)  During  tlie  inspection  of 
tiretighting  equipment,  tlie  Officer  in  Charge, 
^larine  Inspection,  may  require  fire  appai-atus  to 
be  tested,  and  used,  except  as  provided  under  Yynni- 
graphs  31.10-18 (h),  and  34.15-90 (a)  of  this  sub- 
cliapter. 

31.10-20  Drydocking  or  hauling  out— TB/ 
ALL.  (a)  Except  for  extensions  as  authorized  by 
tlie  Connnandant,  each  steel  liull  tank  vessel  shall 
be  placed  in  a  drydock  or  on  a  slipway  or  hauled 
out  for  examination  within  the  periods  set  forth  in 
this  paragraph,  depending  upon  the  service. 

(1)  Each  tank  vessel  shall  be  drj'docked  or 
hauled  out  at  intervals  not  to  exceed  24  months  if 
it  operates  in  salt  water  an  aggregate  of  more  than 
12  months  in  the  24-month  period  since  it  was  last 
drj'docked  or  hauled  out. 

(2)  Each  tank  vessel  shall  be  drydocked  or 
hauled  out  at  intervals  not  to  exceed  36  months 
if  it  operates  in  salt  water  an  aggregate  of  more 
than  3  months  but  not  more  than  6  months  in 
each  12-month  period  since  it  was  last  drydocked 
or  hauled  out.  AVlien  a  tank  vessel  exceeds  this 
aggregate  amount  of  service  in  salt  water  in  any 
12-month  period  since  it  was  last  drydocked  or 
hauled  out,  it  shall  be  drydocked  or  hauled  out 
within  6  months  after  the  end  of  that  period  or 
within  the  3f)-month  interval,  whichever  is  earlier. 

(3)  Each  tank  vessel  shall  be  drydocked  or 
hauled  out  at  intervals  of  48  months  if  it  operates 
in  salt  water  an  aggregate  of  more  than  1  month 
but  not  more  than  3  months  in  each  12-month  pe- 
riod since  it  was  last  drydocked  or  hauled  out. 

^4)  Each  tank  vessel  shall  be  drydocked  or 
hauled  out  at  intervals  not  to  exceed  00  months  if 
it  operates  exclusively  in  fresh  water  or  if  it  oper- 
ates in  salt  water  an  aggregate  not  exceeding  1 
njontli  in  each  12-nK)nth  pei'iod  since  it  was  hist 
dr\'do<ked  or  iiauled  out. 

(5)  Tank  barges  used  in  fresh  water  service  ex- 
clusively need  not  be  drydocked  or  hauled  out  dur- 
ing the  first  00-month  interval  after  date  of  build, 
l)Ut  shall  be  drydocked  oi-  hauled  out  between  that 
time  and  the  end  of  the  I20lh  montii  after  date 
of  liuild,  and  at  least  ontc  in  ciuh  (iO-mouth  in- 
terval thereafter. 

(li)  Each  woorl  hull  tank  vessel  shall  be  j)lace<l 
in  drydock  or  on  a  sli|nvay  oi-  hauled  out.  f(jr  ex- 
amination at  intervals  not  to  exr-eed  48  months. 

((■}  Each  tank  vessel,  irrespective  of  service 
which  lia.s  not  complied  with  these  drydocking 
rMjiiiremenfs,  either  because  it  was  on  voyage  or 
was  fifd  up,  shall  b«*  «lrydocke(|  or  hauled  out 
u\)<ii\  the  complef ion  of  such  voyage  ov  before  be- 
ing placed  in  s<'rvi<'e. 

(d)  Whenever  any  tank  vessel  is  placed  in  dry- 
dfK-k  or  on  a  slipway  or  hauled  out   i'ov  repairs  it 


shall  be  the  duty  of  the  master,  owner,  or  agent  to 
report  the  same,  together  witli  the  nature  of  any 
repairs  or  alterations  contemplated,  to  the  Officer 
in  Charge,  Marine  Inspection,  of  that  zone,  and 
if  the  condition  or  age  of  the  vessel,  in  the  judg- 
ment of  the  inspectors,  renders  an  examination 
necessary,  a  thorough  inspection  shall  be  made  by 
them  to  determine  what  is  necessary  to  make  such 
vessel  seaworthy  and  come  within  the  provisions 
of  the  regulations  in  this  subchapter. 

(e)  Sea  chests,  sea  valves,  sea  strainers  and 
bilge  injection  valves  shall  be  examined  at  the 
time  of  the  drydockings  required  by  Paragraphs 
(a),  (b),  and  (c)  of  this  section  and  shall  be 
opened  up  for  internal  examination  when  deemed 
necessary  by  the  Officer  in  Charge,  Marine 
Inspection. 

31.10-23    [Deleted] 

31.10-25  Inspection  covering  repairs  and  al- 
terations involving  safety — TB/ALL.  No  ex- 
tensive alterations  involving  the  safety  of  a  tank 
vessel  either  in  regard  to  hull  or  machinery  shall 
be  made  without  the  approval  of  the  Commandant. 
Before  such  alterations  are  carried  out,  copies  of 
plans  and  specifications  in  tri]:)licate  for  the  work 
involved  shall  be  forwarded  to  the  Officer  in 
Charge,  Marine  Inspection,  in  whose  zone  the 
repairs  will  be  made,  for  submission  to  Headquar- 
ters for  approval.  If  approved  one  set  of  the 
plans  and  specifications,  properly  stamped  and 
dated,  shall  be  returned  to  the  owner  or  to  the 
repair  yard  designated  by  the  owner;  one  set  to 
the  Officer  in  Charge,  JNIarine  Inspection,  who  for- 
warded the  plans  and  sjieciHcations  to  Headquar- 
ters ;  and  one  set  shall  be  retained  at  Headquarters. 
If  such  plans  and  specifications  are  not  approved, 
the  (^ommaiulant  shall  pi'omptly  notify  the  owner 
or  designated  shij)yard  wherein  they  fail  to  com- 
ply with  the  regulations  in  this  chapter.  No  ex- 
tensive repairs  to  the  hull  or  machinery  which 
all'ect  the  safety  of  a  vessel  shall  be  made  without 
the  knowledge  of  the  Officer  in  Charge,  Marine 
Inspect  ion. 

31.10-30  Stability  requirements— TB/ALL— 
(a)  Application.  Tiie  provisions  of  this  sec- 
tion shall  ap])ly  to  (he  following  tank  vessels: 

(1)  Any  tankshij)  of  TjOO  gross  tons  and  o\er 
on  an  inlei-nat  ional  voyage,  construct  ion  or  con\('i-- 
sion  of  which  is  started  on  or  aflei'  November  li), 
1952. 

(2)  Any  other  \essel  wliose  stability  is  (pies- 
lioned  by  the  Commandant,  or  the  Officer  iu 
(yjiai'ge,  .Maihie  Inspection. 

(b)  Sfability  lest.  (1)  The  stability  of  each 
new  tank  \cssel  or  class  of  vessels  to  which  this 
section  pertains  shall  be  subject  to  review  by  the 
Connnandant  to  (let ei'ii line,  whet  hei-  oi-  not  a  stabil- 
ity test  is  re(|iiire(l.  AVIiere  such  a  review  involv- 
ing a  coii:|)arison  with  existing  similai"  vessels, 
clearly   indicjites  thai    due  to  the  vessel's  pi'opor- 
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tions  and  arrangements  more  than  sufficient  meta- 
centric heiglit  will  be  available  in  all  probable  load- 
ing conditions,  a  stability  test  will  not  be  required. 
Consistent  with  the  foregoing  principle,  tank  ves- 
sels will  ordinarily  not  be  required  to  be  inclined 
if  they  have  a  molded  beam  in  excess  of  11  feet 
plus  1.5  times  the  molded  depth,  and  further,  if 
those  vessels  over  300  feet  in  length  have  two  or 
more  longitudinal  bulkheads  and  those  of  300  feet 
and  less  have  at  least  one  longitudinal  bulkhead. 
(2)  The  Commandant  may  allow  the  stability 
test  of  a  tank  vessel  to  be  dispensed  with  provided 
basic  stability  data  are  available  from  the  stability 
test  of  a  sister  vessel  and  it  is  shown  to  the  satis- 
faction of  the  Commandant  that  reliable  stability 
information  for  the  exempted  vessel  can  be  ob- 
tained from  such  basic  data. 

(c)  Plans  required.  (1)  The  following  j)lans 
are  essential  for  use  in  detei-mining  whether  or  not 
a  stability  test  is  to  be  required  and  should  be  made 
available  as  early  as  possible : 

Lines  plan. 

Curves  of  form. 

General  arrangement  plan  of  all  decks  and  levels. 

Inboard  and  outboard  profile. 

Midship  section. 

(2)  If  it  is  determined  that  a  stability  test  is 
required,  the  following  additional  plans  will  be 
required : 

Capacity  plan  showing  capacities  and  vertical  and  longi- 
tudinal centers  of  gravity  of  all  tanks  and  cargo  spaces. 
Tank  sounding  tables. 
Draft  mark  locations. 

(d)  Information    supplied    to    master.     (1) 

Vessels  which  are  exempted  from  a  stability  test 
in  accordance  with  the  provisions  of  subparagraph 
{b)(l)  of  this  section  will  be  provided  with  a 
stability  letter  recording  this  fact. 

(2)  Vessels  for  which  a  stability  test  is  required 
or  which  are  exempted  from  such  a  test  in  accord- 
ance with  subparagraph  (b)  (2)  of  this  sec- 
tion shall  be  provided  with  information,  based 
upon  the  results  of  the  applicable  stability  test, 
which  is  such  that  the  master  can,  by  rapid  and 
simple  process,  obtain  accurate  guidance  as  to  the 
stability  of  the  vessel  under  varying  conditions  of 
service.  Where  special  regard  to  particular  op- 
erating conditions  is  necessary  to  assure  safety 
of  the  vessel,  full  information  relative  thereto  shall 
be  included.  The  information  required  by  this 
paragraph  shall  be  submitted  to  the  Commandant. 
Upon  approval  of  this  information,  a  .stability 
letter  recording  this  fact  will  be  provided  to  the 
vessel. 

(e)  Stability  letter.  (1)  Each  tank  vessel  .sub- 
ject to  the  requirements  of  this  section  shall  have 
posted  under  glass  in  the  pilothouse  a  stability 
letter  issued  by  the  Coast  Guard  before  the  vessel 
is  placed  in  service. 

(2)  Stability  letters  issued  in  accordance  with 
subparagraph  (d)  (2)  of  this  section  will  set  forth 


the  master's  responsibility  for  maintaining  satis- 
factory stability  conditions  at  all  times. 

(f)  Alterations.  Wliere  any  alterations  are 
made  to  a  tank  vessel  so  as  to  materially  aft'ect  the 
stability  information  supplied  to  the  master, 
amended  stability  information  shall  be  provided. 
If  necessary  the  ve.ssel  shall  have  a  new  stability 
test. 

31.10-35  Permit  to  proceed  to  another  port 
for  repair— TB/ALL.  (a)  The  Officer  in  Charge, 
Marine  Inspection,  may  issue  a  permit  to  proceed 
to  another  port  for  repair.  Form  CG-948,  to  a 
vessel  if  in  his  judgment  it  can  be  done  with  safety 
even  if  the  certificate  of  inspection  of  the  vessel 
has  expired  or  is  about  to  expire. 

(b)  Such  permit  will  only  be  issued  upon  the 
written  application  of  the  master,  owner  or  agent 
of  the  vessel. 

(c)  The  permit  will  state  upon  its  face  the  con- 
ditions under  which  it  is  issued  and  whether  or 
not  the  vessel  is  permitted  to  carry  freight  or  pas- 
sengers. Passengers  may  not  be  carried  if  the 
certificate  of  inspection  has  expired. 

(d)  The  permit  shall  be  carried  in  a  manner 
similar  to  that  described  in  Section  31.05-5  for  a 
certificate  of  inspection. 

(R.S.  4453.  as  amended  ;  46  U.S.C.  435) 

31.10-40    Inspection    during    trial    trip — T/ 

ALL.  On  the  trial  trijD  of  each  new  or  converted 
tankship,  an  inspector  shall  be  present  to  observe 
from  the  standpoint  of  safety  in  the  carriage  of 
flammable  and/or  combustible  liquids  in  bulk, 
the  operation  of  boilers,  engines,  steering  gear, 
and  auxiliaries;  and  if  not  satisfied  with  the  per- 
formance of  such  boilers  and  machinery,  appli- 
ances, and  apparatus  for  stowage,  he  shall  make 
such  requirements  as  in  his  judgment  will  over- 
come any  deficiencies  which  may  have  come  under 
his  observation. 

31.10-45  Inspection  of  crew  accommoda- 
tions— TB/ALL.  Crew's  quarters  shall  be  in- 
spected to  determine  their  sanitar}-  condition.  The 
Officer  in  Charge,  Marine  Inspection,  upon  com- 
pleting such  inspection,  shall  notify  the  master  or 
officer  in  charge  of  the  vessel  of  his  findings,  which 
shall  be  entered  in  the  vessel's  logbook. 

(Sec.  4.  49  Stat.  1935.  as  amended;  46  U.S.C.  660a) 

31.10-50    Inspection     of     bilges— TB/ALL. 

(a)  When  inspecting  oil-burning  vessels,  either 
internal-combustion  type  or  steam-driven  type,  the 
marine  inspector  shall  examine  the  tank  tops  and 
bilges  in  the  fireroom  and  engineroom  to  see  that 
there  is  no  accumulation  of  oil  which  might  create 
a  fire  hazard. 

(Interpret  or  apply  R.S.  4488.  as  amended,  46  U.S.C.  481) 
SUBPART  31.15— MANNING  OF  TANK  VESSELS 

31.15-1     Licensed    officers   and    crews — TB/ 

ALL.  (a)  The  Officer  in  Charge,  .Marine  Inspec- 
tion, who  inspects  the  vessel,  shall  make  in  the 
certificate  of  inspection  for  each  tank  vessel  an 
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entry  of  such  complement  of  officers  and/or  crew 
as  required  by  law  and  regulations  in  this  sub- 
chapter, and  which  in  the  judgment  of  the  Officer 
in  Charge,  Marine  Inspection,  will  be  necessary 
for  her  safe  operation.  The  complement  may  be 
changed  from  time  to  time  by  endorsement  on  such 
certificate  by  an  Officer  in  Charge,  Marine  Inspec- 
tion, by  reason  of  change  of  conditions  or 
employment. 

(b)  In  all  cases  where  a  certificate  of  inspection 
does  not  require  at  least  two  licensed  officers,  the 
Officer  in  Charge,  Marine  Inspection,  shall  enter 
in  the  certificate  of  inspection  issued  to  any 
manned  tank  vessel  subject  to  the  regulations  in 
this  subchapter  the  number  of  the  crew  required  to 
be  certificated  as  tankermen.  If  the  total  comple- 
ment of  a  tank  vessel  is  either  one  or  two  persons, 
only  one  such  person  need  be  a  certificated  tanker- 
man.  If  the  total  complement  exceeds  two,  only 
two  such  persons  need  be  certificated  tankermen. 

(K.S.  4403.  as  amended,  sec.  2,  40  Stat.  549,  as  amended;  46 
U.S.C.  222.  223) 

31.15-5  Tank  barges— B/ALL.  (a)  Tank 
barges  need  not  be  manned  unless  in  tlie  judgment 
of  tlie  Officer  in  Charge,  ^larine  Inspection,  such 
manning  is  necessary  for  the  protection  of  life  and 
])roperty  and  for  the  safe  operation  of  the  vessel: 
Pi'oi'klcd,  hoirei'ei\  Tluit  towing  vessels,  while 
towing  barges  Avhich  are  not  required  to  be 
manned,  sliall  cany  in  the  regular  complement  of 
the  towing  vessel  and  shall  have  on  board  at  all 
times  while  towing,  at  least  one  licensed  officer  or 
certificated  tankerman. 

(b)  "Where  the  l)ulk  liquid  cargo  to  be  trans- 
ported is  covered  by  tlie  recpiirements  of  Section 
05.01-55  of  this  suhc-hapler,  the  person  in  charge 
of  the  towing  ve.ssel  or  bai-ge  shall  be  provided 
with,  and  have  on  board,  the  information  card  re- 
(|nii-('(l  by  .Section  .'55. 01-55. 

31.15-6  Tank  barges  carrying  bulk  cargoes 
having  dangerous  characteristics  in  addition  to 
flammabilily  or  combustibility — B/ALL.  (a) 
For  t  ho>('  lank  bai-gcs  canyiiig  a  bulk  li(|ui(l  cargo 
covered  by  the  re(|uir('iiients  of  Section  ;>5.01-55  of 
this  subchapter,  at  least  one  member  of  the  crew 
of  the  Itarge  i('(|uiie(|  to  be  manned  pursuant  to 
Seflion  .".1.15-5  shall  be  esjjecially  qualified  in  the 
handling  of  the  specific  cargo  to  be  cairicd.  The 
Officer  in  Charge,  .Marine  Inspection,  shall  be  fur- 
nished satisfactory  documentary  evideiu-e  that 
such  person  is  trained  in  ancl  caj)able  of  perform- 
ing coinpefenfly  the  necessary  opeialious  which 
relate  to  the  carriage  and  Iransfei-  of  such  cnrgo. 

(Iritirr.rft  or  n|.r>l.v  K  H.  4  IKS.  hh  (imi'ndi-d  ;  40  II.S.C,  4.S]  ) 

31.1.')-10  Towing  ve.s.sels  may  carry  persons 
in  addition  to  crew — B/LHR.  (a)  Towing  ves- 
.sfls  <'ng;igcd  ill  lowing  lank  barges  on  the  (Jreat 
lyiike.s,  inland  waters,  or  rivers,  may  be  aulhoii/ed 
by  the  Coast  (Jiiard  District  Comiiiaiider  of  the. 
district  to  cnvry  on  board  such  iiiimbei-  of  neisons 
in  adtiition  to  its  crew  as  shall  he  (leeiiie<l  neces- 


sary to  carry  on  the  legitimate  business  of  such 
towing  vessel  or  barge,  not  exceeding,  however, 
one  person  to  every  net  ton  of  the  towing  vessel, 
(b)  A  Coast  Guard  District  Commander  grant- 
ing a  license  to  a  vessel  engaged  in  towing  to  carry 
persons  in  addition  to  its  crew  shall  notify  the 
Officer  in  Charge,  Marine  Inspection,  in  whose 
jurisdiction  the  vessel  receiving  the  permit  is  en- 
gaged, and  the  Officer  in  Charge,  Marine  Inspec- 
tion, shall  keep  a  record  of  the  same. 

(Sec.  1.  24  Stat.  129,  as  amended;  46  U.S.C.  458) 

SUBPART  31.20— WATERS  OPERATED  OVER 
31.20-1  Waters— TB/ ALL.  The  certificate  of 
inspection  shall  show  the  waters  over  which  the 
tank  vessel  is  permitted  to  operate,  such  as:  all 
waters;  oceans;  coastwise;  Great  Lakes;  bays, 
sounds,  and  lakes  other  than  the  Great  Lakes; 
rivers;  or  inland  waters  tributary  to  the  Gulf  of 
Mexico. 

SUBPART  31.25— LOAD  LINES 

31.25-1    Load  lines  required— TB/OCL.    All 

tank  vessels  of  150  gross  tons  or  over  navigating 
the  oceans,  coastwise  waters,  and  Great  Lakes  are 
subject  to  the  regulations  in  Parts  43  to  45,  in- 
clusive. Subchapter  E  (Load  Lines)  of  this 
chapter. 

SUBPART  31.30— MARINE  ENGINEERING 
31.30-1  Marine  engineering  regulations  and 
material  specifications — TB/ALL.  (a)  All  tank 
vessels  are  subject  to  the  regulations  contained  in 
Parts  50  to  63,  inclusive,  of  Subchapter  F  (Marine 
Engineering)  of  this  chapter,  whenever  api)li- 
cable,  except  as  such  regulations  are  modified  by 
the  regulations  in  this  subchapter  for  tank  ve.ssels. 

(Sec.  2.  23  Stat.  118,  as  amended,  sees.  2,  633,  63  Stat.  496, 
545,  sec.  6(b)(1),  SO  Stat.  !I38  ;  46  U.S.C.  2.  14  U.S.C.  2.  633, 
49  U.S.C.  ](!.">.-.(l)l  ;  49  CI<M{  1.4(a)(2).  K.S.  4472.  as  amended, 
sec.  14,  29  Stat.  690,  us  amended.  41  Stat.  .'iO."i.  as  amended,  sees. 
1.  2.  49  Stat.  l.-)44.  as  amended  :  46  U.S.C.  170,  363,  367)  [CGFU 
68-82.  .33  U.K.  1,S,S04.  Oec.  IS,  I'.MiJS] 

SUBPART  31. .35— ELECTRICAL  ENGINEERING 
31.35-1     Electrical  installations,  lighting  and 
power    equipment,    batteries,    etc. — TB/ALL. 

All  tank  vessels  are  subject  to  the  regulations  con- 
tained in  Subchaptei- .1  (Electrical  Engineering) 
of  this  chapter  e.xcept  as  such  regulations  ai'e 
modified  by  the  regulations  in  this  .subchapter  for 
tank   \'essels. 

3L.'5.5-5  Communications;  alarm  systems, 
telephone  and  voice  tube  systems,  engine  tele- 
graph .systems,  etc. — TB/ALL.  All  tank  vessels 
are  siil)j(>cl  to  the  regulations  contained  in  Sub- 
chapter . I  (Electrical  Engineering)  of  this  chap- 
ter e.xcept  as  such  regiihit  ions  are  modified  by  the 
regiiiiil  ions  in  this  siihchapter  for  tank  vessels. 

SUm'AKT  31.37— INSPECTION  OF  CARGO  GEAR 

31.37-1    When  made— TB/ALL.    (a)Thespo- 

cilic  tests  and  cxMiniiiiil  i<»ns  shall  be  made  at   the 

intervals  slated  in  I  he  regiilalions  in  I  his  subpart. 

(b)    A   thorough  examination  of  tlu^  as.seinbled 

gear  sliall  he  niiMJe  at   l(';isl  once  in  every  yeai'. 
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(c)  An  inspection  to  determine  the  condition 
and  suitability  of  sliipboard  cargo  gear  will  be 
made  b}'  a  marine  inspector  at  each  inspection  for 
certification.  Inspections  may  be  made  at  such 
other  times  as  considered  necessary  by  the  Officer  in 
Charge,  Marine  Inspection. 

(d)  For  vessels  fitted  with  cargo  gear,  an  initial 
inspection  of  the  assembled  units  under  proof 
loads  shall  be  conducted,  followed  by  a  complete 
dismantling  or  disassembling  of  such  gear  and  a 
thorough  examination  of  the  parts  to  ascertain  its 
condition.  Subsequent  tests  of  the  assembled  units 
under  proof  loads,  followed  by  a  dismantling  or 
disassembling  of  such  gear  and  a  thorough  exami- 
nation shall  be  made  once  every  4  years,  or  oftener 
if  necessary. 

31.37-3  Definitions  of  terms  and  words 
used  in  this  subpart — TB/ALL.  (a)  Cargo 
gear.  The  term  "cargo  gear*'  includes  masts, 
stays,  booms,  winches,  cranes,  elevators,  conveyors, 
standing  and  running  gear  forming  that  part  of 
the  shipboard  cargo  gear  used  in  connection  with 
the  loading  or  unloading  of  dry  cargo.  This  term 
does  not  include  the  gear  used  for  handling  cargo 
hoses  or  ship  stores  only. 

(b)  Dismantling  or  disassembling  of  gear. 
The  "dismantling"  or  "disassembling'"  of  gear  con- 
templated is  the  taking  apart  of  units  of  gear  to 
the  extent  necessary  to  determine  the  suitability 
of  such  gear  for  continued  service  and  as  may  be 
specifically  required  to  carry  out  the  intent  of  a 
particular  provision  in  this  subpart.  After  proof 
load  tests,  the  disassembling  need  not  include  the 
sheaves  and  pins  of  the  blocks  included  in  the  test 
unless  there  appears  to  be  evidence  of  deforma- 
tion or  failure. 

(c)  Thorough  examination.  The  "thorough 
examination"  contemplated  is  a  visual  examina- 
tion, supplemented  if  necessary  by  other  means 
such  as  by  a  hammer  test  or  by  a  test  with  elec- 
tronic or  ultrasonic  devices. 

(d)  Ton.  The  word  "ton"  means  a  ton  of  2,240 
pounds. 

(e)  Safe  working  load.  The  "safe  working 
load"  (SWL)  contemplated  is  the  load  the  gear  is 
approved  to  lift,  excluding  the  weight  of  the  gear 
itself. 

31.37-5  Tests  and  examinations  of  shipboard 
cargo  gear — TB/ALL.  (a)  For  vessels  fitted 
with  cargo  gear  and  without  valid  cargo  gear  cer- 
tificates and  registers  issued  by  organizations  or 
associations  recognized  by  the  Coast  Guard,  in- 
spections shall  be  made  by  those  competent  per- 
sons described  in  subparagraph  (c)  (1)  and  (2)  of 
Section  .31.10-16,  to  determine  the  condition  and 
suitability  of  the  shipboard  cargo  gear.  For  the 
initial  and  subsequent  quadrennial  inspections,  all 
the  cranes,  winches,  hoists,  derrick  booms,  derrick 
and  mast  bands,  and  all  parts  used  in  loading  or 


unloading  cargo  shall  be  assembled  in  units  and 
such  assembled  miits  shall  then  be  tested  under 
proof  loads.  The  proof  loads  shall  be  handled  for 
various  types  of  units  as  required  by  specific  regu- 
lations in  this  subpart.  After  the  proof  load  tests 
of  the  assembled  units  of  gear  have  been  made,  such 
gear  shall  be  disassembled  or  dismantled  so  as  to 
permit  them  to  be  thoroughly  examined.  The 
sheaves  and  pins  of  the  blocks  included  in  these 
proof  load  tests  need  not  be  removed  unless  there 
appears  to  be  evidence  of  deformation  or  failure. 

(b)  For  vessels  fitted  with  cargo  gear  and  hold- 
ing valid  cargo  gear  certificates  and  registers  is- 
sued by  organizations  or  associations  recognized 
by  the  Coast  Guard,  the  marine  inspectors  may 
accept  such  certificates  as  prima  facie  evidence  of 
compliance  with  the  requirements  in  this  subpart. 
If  an  Officer  in  Charge,  Marine  Inspection,  is  in 
doubt  as  to  the  condition  and  suitability  of  ship- 
board cargo  gear  for  such  a  vessel,  the  tests  and 
examinations,  or  such  portions  thereof  as  deemed 
necessary,  provided  for  in  this  subpart  will  be 
required. 

(c)  If  any  part  or  portion  of  the  gear  fails  or 
becomes  defective  during  such  tests,  such  defective 
equipment  shall  be  satisfactorily  repaired  or  re- 
placed. 

31.37-15  Cargo  gear  plans  required  when 
plans  are  not  approved  by  a  classification 
society  or  recognized  cargo  gear  organization — 
TB/ALL.^  (a)  For  a  new  vessel  or  a  vessel  apply- 
ing for  initial  inspection,  the  following  plans  of 
cargo  gear  are  required  to  be  submitted  in  tripli- 
cate to  the  Officer  in  Charge,  Marine  Insi:)ection, 
for  approval : 

(1)  Plans  showing  a  stress  diagram  with  the 
principal  details  of  the  gear. 

(2)  Plans  containing  a  diagram  showing  the 
arrangement  of  the  assembled  gear  and  indicating 
the  safe  working  load  for  each  component  part. 

(b)  The  safe  working  load  on  which  the  design 
of  any  component  part  of  the  cargo  gear  is  to  be 
based,  shall  be  taken  as  the  maximum  resultant 
load  upon  the  component  part  in  the  desigii  condi- 
tions assumed.  The  safe  working  load  of  the  as- 
sembly is  the  load  the  gear  is  approved  to  lift, 
excluding  the  weight  of  the  gear  itself. 

(c)  One  approved  copy  of  each  set  of  cargo 
gear  plans  sliall  be  retained  on  the  vessel. 

31..37-20  Cargo  gear  plans  approved  by  a 
classification  society — TB/ALL.  (a)  The  plans 
required  by  Paragraph  31.o7-15(a)  need  not  be 
submitted  to  the  Officer  in  Charge,  Marine  Inspec- 
tion, for  approval  if  such  plans  are  or  have  been 
approved  by  the  American  Bureavi  of  Shipping  or 
similar  classification  society  recognized  by  the 
Commandant. 

(b)  One  approved  copy  of  each  set  of  cargo 
gear  plans  shall  be  retained  on  the  vessel. 


-.i-A  F.K.  14703,  Oct.  2,  1068. 
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31.37-23  Cargo  gear  plans  approved  by  a 
recognized  cargo  gear  organization — TB/ALL. 

(a)  Tlie  plans  required  by  paragraph  ;>l..")7-ir) 
(a)  need  not  be  submitted  to  tlie  Officer  in  Charge, 
Marine  Inspection,  for  a2)pr(n-al  if  such  plans  are 
or  have  been  approved  by  a  recognized  cargo  gear 
organization  listed  in  paragrapli  (b)  of  this 
section. 

(b)  The  following  cargo  gear  organizations  are 
recognized  as  having  the  technical  competence  to 
handle  the  required  review  of  cargo  gear  plans, 
including  stress  and  arrangement  diagrams,  and 
this  recognition  will  continue  in  effect  until  sus- 
pended, canceled,  or  modified  l)y  proper  authority : 

(1)  International  Cargo  Gear  Bureau,  Inc., 
with  home  office  at  17  Battery  Place,  Xew  York, 
N.Y.  10001. 

(c)  One  approved  copy  of  each  set  of  cargo  gear 
plans  shall  be  retained  on  the  vessel. 

(33  F.R.  14703,  Oct  2,  19G8) 

31.37-25    Factors  of  safety— TB/ALL.     (a) 

In  the  design  of  the  cargo  gear,  the  safety  factors 
in  Table  31.37-25 (a)  taken  in  association  with 
suitable  design  assumptions  for  actual  loading 
conditions,  shall  be  used  and  regai'ded  as  minima, 
(b)  The  Connnandant  will  give  consideration  to 
the  use  of  factors  of  safety  differing  from  those 
given  in  Table  31. .37-2.5  (a)  where  special  materials 
or  cargo  gear  of  special  design  are  to  be  used. 

Table  31.37-25(a) 


Safety  factors  based  on- 

Safe  working  loads  for  component  parts 

Ultimate 
strength 

Yield 
point 

Breaking 
test  load 

All   mf-tal   structural   parts,   except   steel 
booms: 
When  the  working  load  of  the  assembled 
gear  is  10  tons  or  less 

15 
'4 

When  the  working  load  of  the  ass<'mbled 
gear  Ls  13  tons  or  over.- 

St/-el  booms: 

Whin  the  working  load  of  the  assembled 
^eiir  is  10  tons  or  less    

'3 
'2M 

\\  hin  the  working  loa<l  of  the  assembled 
gear  is  13  tons  or  over 

WwHlen  structural  parts . , 

8 

Chains - 

Wire  roi*-: 
For  working  loads  10  tons  or  under 

6 

For  working  loads  over  10  tons 

4 

Fltnr  ro[,.-: 
When  Irjtended  for  runnhig  rigging 

7 
8 

When  Int^'oded  for  fixed  gear  and  vangs. 

■  For  working  loads  between  10  and  13  tons,  Inti-rmedlate  valueR  of  safety 
(actorK  niay  !«•  iwd. 

31.37-30    Loose  gear  certificates  and  tests — 

TB/ALL.  (a)(1)  E\i<l('iice.  of  coiiipliaiice  with 
llie  proof  load  lest  rer|iiiieiii('n(H  in  (his  seel  ioii  for 
nil  cliaiiiH,  rings,  hooks,  links,  shackles,  swivels, 
blocks,  and  any  (illicr  lf>ose  gear  whellicr  accessory 
ff)  a  machine  or  iio(,  but  wliicji  is  iiscfl  as  ship's 
cargo  gear,  .shall  be  listed  on  an  appropriate 
ceri  ilicate. 

(2)    'IIiiH   evidence   of   (est    and    (he   recf)i(liiig 
llirtiof  is  requiied  only  once  with  respect  (o  each 


article  of  gear  so  long  as  each  article  is  identified 
and  the  certificates  required  are  available  on  the 
vessel. 

(3)   Proof  loads  applied  to  the  articles  of  loose 
gear  shall  be  as  shown  in  Table  31.37-30 (a)  (3). 

Table  ,31.37-30(a)  (3) 

Article  of  iipiir 
Chains,    rings,    hooks,    links,    shackles, 
swivels. 

Single  slieave  block 


Multiple  sheave  block  with  safe  working 
load  up  to  and  including  20  tons. 

Multiple  sheave  block  with  safe  working 
load  over  20  tons  up  to  and  including 
40  tons. 

Multiple  sheave  block  over  40  tons 


Proof  load 

Twice  the  safe  working 
load. 

Four  times  the  safe 
working  load.i 

Twice  the  safe  work- 
ing load. 

20  tons  in  excess  of  the 
safe  working  load. 

One  and  a  half  times 
the  safe  working 
load. 

Chain  fall  blocks  used  with  roller  chains  Do. 

(pitched  chains),  and  rings,  hooks, 
shackles,  or  swivels  permanently  at- 
tached thereto. 

1  The  proof  load  applied  to  the  block  is  equivalent  to  twice 
the  maximum  resultant  load  on  the  eye  or  pin  when  lifting  the 
safe  working  load  attached  to  a  rope  which  passes  around  the 
sheave  of  the  block.  The  proof  load  is,  therefore,  equal  to  four 
times  the  safe  working  load  or  twice  the  safe  working  load  when 
the  load  is  attached  directly  to  the  block  instead  of  a  rope  passing 
around  the  sheave. 

(b)  All  chains,  rings,  hooks,  links,  shackles, 
swivels,  blocks  and  any  other  loose  gear,  whether 
accessory  to  a  machine  or  not,  but  which  are  used 
or  intended  for  use  as  ship's  cargo  gear,  shall  bear 
a  mark  or  number  by  which  each  piece  can  be 
identified  when  listed  on  a  loose  gear  certificate. 
The  safe  working  load  "SAVXi"  shall  be  marked  on 
all  blocks. 

(c)  The  loose  gear  certificate  shall  show  the 
distinguishing  number  or  mark  applied  to  the 
article  of  gear;  a  description  of  the  article  of  gear; 
the  date  when  tlie  test  proof  load  was  applied ;  and 
the  safe  working  load.  The  forms  for  loose  gear 
certificates  shall  be  as  prescribed  by  and  acceptable 
to  associations  or  organizations  approved  by  the 
Commandant  and  shall  be  suitable  for  the  pur- 
poses described  in  this  section. 

(d)  After  being  tested,  all  of  the  gear  shall  be 
examined  to  ascertain  whether  any  [)art  has  been 
damaged,  i)erinanently  deformed  by  the  test,  or 
has  other  visible  delects.  The  pins  and  sheaves  of 
all  tested  blocks  shall  be  removed  for  this  purpose. 
If  damaged  during  these  tests,  such  gear  shall  be 
satisfactorily  repaii-ed  or  replaced. 

(e)  The  retpiired  examinations  as  set  forth  in 
paragi'aph  (d)  of  this  sect  ion  may  be  accomplished 
by  mechiiiiical,  elect  lical  or  other  means  pro\ided 
tlie  method  employed  is  eipial  in  einciency  to  the 
visual   (■.xaiiiiiiat  ion  oC  disassembled  gear. 

31..37-35  Test  and  certification  of  wire  rope — 
TB/ALL.  (a)  All  wire  vo\)v>  used  as  shipboard 
cargo  gear  sliall  be  able  to  withstand  a  breaking- 
test  load  of  at  least  Tnc  times  the  safe  working 
load.  In  the  case  of  gear  with  a  lifting  capacity 
of  over  10  tons,  t  he  brciikiiig  test  load  of  wire  rope 
sliiill  beat  least  four  limes  the  sale  working  htad. 
All  wire  rope  shall  be  ideiitided  and  described  in 
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a  wire  rope  certificate.  Such  certificate  shall  be 
furnished  and  attested  to  by  tlie  manufacturer  or 
a  testing  agency  and  shall  certify : 

(1)  The  breaking  test  load  of  a  sample  of  the 
wire  rope,  whicli  should  be  at  least  five  times  the 
safe  working  load  or  at  least  four  times  the  safe 
working  load  if  part  of  gear  with  a  lifting  ca- 
pacity of  over  10  tons ; 

('2 )   The  name  and  address  of  the  manufacturer ; 

(3)  The  diameter  of  the  rope  in  inches  and/or 
fractions  thereof; 

(4)  The  number  of  strands  and  the  number  of 
wires  in  each  strand ; 

(5)  The  quality  of  the  wire  (e.g.,  improved 
plow  steel) : 

(6)  The  date  of  the  test:  and, 

(7)  Tlie  load  at  which  the  sample  broke. 

(b)  The  forms  for  the  wire  rope  certificate  shall 
be  prescribed  by  and  acceptable  to  associations  or 
organizations  approved  by  the  Commandant  and 
shall  be  suitable  for  the  purposes  described  in  this 
section. 

(c)  In  addition  to  the  manufacturers'  or  testing 
agencies'  attestations,  a  sample  of  the  wire  rope 
may  be  tested  to  destruction  if  required  by  the 
marine  inspector  when  a  visual  inspection  indi- 
cates an  apparent  defective  condition. 

31.37-40  Proof  test  of  cargo  gear  as  a  unit — 
TB/ ALL.  ( a )  "Winches  with  their  accessory  gear, 
including  the  derricks  and  attachments,  at  least 
once  in  each  four  years,  shall  be  tested  as  a  unit 
with  proof  loads  exceeding  the  safe  working  load 
as  set  forth  in  Table  31.37^0  (a) . 

Table  31.37-40 (a) 

Safe  working  Joacl  of  assemhletl  gear  Proof  load 

Not  exceeding  20  tons 25  percent  in  excess. 

Over  20  tons  but  not  exceeding  50  tons 5  tons   in  excess. 

Over  50  tons 10  percent  in  excess. 

(b)  The  proof  load  applied  to  winches  and 
their  gear  shall  be  lifted  with  the  ship's  normal 
tackle,  including  the  winches,  and  with  the  boom 
at  an  angle  which  should  not  be  greater  than  15 
degrees  to  the  horizontal  or  to  the  lowest  angle 
approved  in  association  with  the  design,  or  when 
tliese  angles  are  impracticable,  to  the  lowest  prac- 
ticable angle.  "When  the  load  has  been  lifted,  it 
shall  be  swung  as  far  as  possible  in  both  dii^ections. 

(1)  "\'\niere  electi-ical  winches  are  fitted  with 
electi-omagnetic  brakes,  or  where  electrohydraulic 
winches  are  fitted  with  electromagnetic  or  liy- 
draulic  brakes  at  the  winch,  mechanical  brakes  for 
manual  operation  will  not  be  required,  but  if  so 
fitted  shall  be  in  satisfactory  operating  condition. 

(2)  Current  for  electric  winch  operation  dur- 
ing the  test  shall  be  taken  from  the  ship's  circuits. 
Shore  current  may  be  used  if  it  passes  through 
the  ship's  switchboard. 


(c)  Cranes  and  other  hoisting  machines  with 
their  accessory  gear  at  least  once  in  each  four 
years,  sliall  be  tested,  witli  a  proof  load  which 
shall  exceed  the  safe  working  load  as  set  forth 
in  Table  31.37-40(a). 

(d)  The  proof  load  applied  to  cranes  and  hoists 
shall  be  lifted,  topped,  and  swung  (slewed)  as  far 
as  possible  in  each  direction.  If  the  boom  of  the 
crane  has  a  movable  radius,  it  shall  be  tested  with 
a  proof  load  as  set  forth  in  this  section  at  the 
maximum  and  minimum  radii  of  the  boom.  In 
the  case  of  hydraulic  cranes  whose  capacity  is 
limited  by  pi-essure,  and  with  which  it  is  not  pos- 
sible to  lift  a  load  25  percent  in  excess  of  the  safe 
working  load,  the  greatest  possible  load  in  excess 
of  the  safe  working  load  shall  be  used.  These 
tests  and  the  amounts  of  the  loads  shall  be 
recorded. 

(e)  After  satisfactory  completion  of  the  proof 
load  testing  of  the  cargo  gear  in  accordance  with 
paragraphs  (a)  through  (d)  of  this  section,  the 
cargo  gear  and  all  component  parts  shall  be  given 
a  thorough  visual  examination,  supplemented  as 
necessary  by  other  means  such  as  a  hammer  test 
or  with  electronic  or  ultrasonic  devices,  to  de- 
termine if  any  of  the  parts  were  damaged,  de- 
formed, or  otherwise  rendered  unsafe  for  further 
use.  If  found  defective,  such  gear  shall  be  re- 
placed. 

(1)  "When  the  test  is  being  conducted  for  the 
first  time  on  a  vessel,  accessory  gear  shall  be  dis- 
mantled or  disassembled  for  examination  after 
the  test.  The  sheaves  and  pins  of  the  blocks  in- 
cluded in  this  test  need  not  be  removed  unless 
there  appears  to  be  evidence  of  deformation  or 
failure. 

(2)  For  subsequent  tests  such  parts  of  the 
machinery  and  gear  shall  be  dismantled  and/or 
disassembled  after  the  test  as  necessary  to  deter- 
mine its  suitability  for  continued  sei'vice. 

(f)  Appropriate  means  shall  be  provided  to 
prevent  the  foot  of  the  boom  from  being  acci- 
dentally lifted  from  the  socket  during  the  test. 

(g)  "Vessels  whose  cargo  gear  has  been  in  use 
but  are  without  the  valid  registers  and  certificates 
described  in  Section  31.10-16  will  be  inspected  for 
defective  cargo  gear.  The  gear  shall  then  be  tested 
and  examined  as  prescribed  in  this  section.  If 
the  movable  weights  for  proof  testing  are  not  rea- 
sonably available,  a  spring  or  hydraulic  scale 
certified  for  accuracy  may  be  used.  "Whenever 
such  scales  are  used,  the  proof  load  shall  be  ap- 
plied with  the  boom  swung  out  as  far  as  possible 
in  one  direction  and  then  in  the  other  direction, 
and  at  such  intermediate  positions  as  may  be  indi- 
cated. At  any  position,  the  indicator  of  the  scale 
must  maintain  a  constant  reading  under  the  proof 
load  for  a  period  of  five  minutes. 

(h)  On  all  types  of  winches  and  cranes  efficient 
means  shall  be  provided  to  stop  and  hold  the  proof 
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load  in  any  position,  and  the  efficiency  of  such 
means  shall  be  demonstrated. 

(1)  Electric  winches,  electrohydraulic  winches 
fitted  with  electromagnetic  or  hydraulic  brakes  at 
rhe  winch,  or  cranes  shall  be  equipped  so  that  a 
failure  of  the  electric  power  shall  stop  the  motion 
and  set  the  brakes  without  any  action  on  the  part 
of  the  operator. 

(2)  Current  for  electric  winches  and  cranes 
operation  during  the  tests  shall  be  taken  from  the 
ship's  circuits.  Shore  current  may  be  used  if  it 
passes  through  the  ship's  switchboard. 

31.37-45  Marking  of  booms  and  cranes — TB/ 
ALL.  (a)  The  safe  working  load  (abbreviated 
''S'\^rL")  for  the  assembled  gear  shall  be  nuirked 
on  the  heel  of  each  boom,  with  the  minimum  angle 
to  the  horizontal  for  wliich  the  gear  is  designed. 
These  letters  and  figures  shall  be  in  contrasting 
colors  to  the  background  and  at  least  one  inch  in 
height. 

(b)  Where  booms  are  rated  at  varying  capac- 
ities depending  on  the  radii,  tables  indicating  the 
maximum  safe  working  loads  for  the  various 
working  angles  of  the  boom  and  the  maximum 
and  minimum  radii  at  which  the  boom  may  be 
safely  used  shall  be  conspicuously  posted  near  the 
controls  and  visible  to  the  operator  when  working 
the  gear. 

31.37-50  Use  of  wire  rope  and  chains — TB/ 
ALL.  (a)  An  eye  splice  made  in  any  wire  rope 
used  as  cai'go  gear,  with  or  witliout  a  thimble, 
shall  have  at  least  thi'oe  tucks  with  whole  strands 
and  two  tucks  with  one  half  of  the  wire  cut  from 
the  tucking  strand:  Provided,  That  this  require- 
ment shall  not  preclude  the  use  of  any  other  form 
of  splice  or  connection  if  it  is  as  efficient  as  the 
splice  specified. 

(b)  Single  wii-e  rope  cargo  falls,  wire  rope 
pendants,  topping  lifts  and  pi-eventers  sliall  con- 
sist of  clear  lengths  without  splices  except  at  the 
working  ends.  Wire  rope  clips  shall  not  be  used 
to  form  eyes  in  the  working  ends  of  single  wire 
rope  cargo  falls. 

(c)  Wire  rope  shall  not  be  used  for  shipboard 
cargo  gear  if  in  any  length  of  8  diameters,  the 
number  of  visible;  Ijrokcn  wires  exceeds  ten  jxMcent 
of  (lie  tot  ill  niiiiibcr  of  wiics  in  the  roi)e,  or  if  the 
rope  shows  other  signs  of  excessive  wear,  corro- 
sion, kinking,  or  defect. 

(d)  Hoisting  or  sling  chains  used  foi- shipboard 
cargo  gear  sliall  not  be  used  if  a  length  of  chain 
has  been  strete-licd  more  than  live  peicc^nt  of  the 
original  length,  or  (he  chain  has  become  unsafe 
(hrongh  overloading  oi-  faulty  heal  treat ineni,  or 
whenever  other  ex(ernal  defer^ls  are  evident. 

('«•)  Chains  used  for  shipboard  caigo  gear  shall 
\\it\  Im-  slior(ened  by  knotting,  bolting,  or  wiring 
the  links,  'i'he  use  of  chains  having  a  knot  or 
kink  as  shiplKKird  cargo  gear  is  prohibited. 


31.37-55  Annealing— TB/ALL.  (a)  Chains, 
hooks,  rings,  links,  shackles,  and  swivels  of 
wrought  iron  used  as  cargo  gear  shall  be  annealed 
at  tlie  following  intervals: 

(1)  Wrought  iron  chains  and  gear  in  general 
use  and  of  one  half  inch  or  less,  at  least  once  in 
every  six  months. 

(2)  All  other  wrought  iron  chains  and  gear, 
including  topping  lift  chains,  in  general  use,  at 
least  once  in  every  twelve  months. 

(b)  The  annealing  shall  be  done  in  a  suitable 
closed  oven  and  not  over  an  open  fire.  Wrought 
iron  shall  be  annealed  at  a  temperature  of  between 
1100°  and  1200°  Fahrenheit  for  a  period  of  be- 
tween 30  and  60  minutes.  After  being  annealed, 
the  article  shall  be  allowed  to  cool  slowly  and 
shall  be  then  tested  completely  for  defects. 

(c)  Heat  treatment  of  the  cargo  gear  shall  be 
done  only  by  reputable  firms  having  suitable 
equipment  and  personnel  trained  for  this  purpose. 
A  certificate  attesting  to  the  annealing  shall  be 
furnished  for  all  gear  so  treated. 

(d)  The  heat  treatment  of  chains,  hooks,  rings, 
links,  shackles,  and  swivels  of  materials  other  than 
wrought  iron  used  as  cargo  gear,  if  required,  shall 
be  eft'ected  in  accordance  with  the  manufactui'er's 
instructions. 

31.37-60  Additions  to  gear— TB/ALL.  (a) 
AVhen  articles  of  loose  gear  and/or  wire  rope  con- 
forming with  the  i^equirements  in  this  subpart  are 
added  to  mstalled  gear,  or  used  as  replacements  in 
such  gear  from  time  to  time,  a  record  shall  be 
maintained  on  the  vessel  which  shall  identify  each 
article  and  tlie  certificate  accompanying  it. 

31.37-65  Alterations,  renewals,  or  repairs  of 
cargo  gear — TB/ALL.  (a)  IVlienever  important 
repairs,  renewals,  or  alterations  are  indicated  or 
intended  for  the  masts,  booms,  and  permanent  fit- 
tings of  the  cargo  gear,  such  repairs,  renewals,  or 
alterations  shall  be  undertaken  oidy  after  compli- 
ance with  Section  31.10-25. 

(b)  Tests  and  examinations  of  the  repairs,  re- 
newals, or  alterations  will  l)e  in  accordance  with 
Section  31.37-40. 

(c)  When  welding  is  used  to  lengthen,  alter,  or 
repair  chains,  rings,  hooks,  links,  shackles,  or 
swivels,  they  shall  be  ])ro])erly  heat  treated  and 
shall,  befoi'e  being  again  put  into  use,  be  tested  and 
exainined  in  accordance  with  the  provisions  of 
Section  31.37-;'>0. 

31.37-70  Responsibility  of  ship's  officer  for 
inspection  of  cargo  gear — TB/ALL.  (a)  All 
wii-e  rope,  cliains  ot  hei'  I  liaii  biidlc  chains  attached 
to  booms  or  masts,  and  all  rings,  hooks,  links, 
shackles,  swivels,  and  blocks  nsed  in  loading  or 
unloading  shall  be  visually  inspected  by  a  shii)\s 
officer  designated  for  that   pnrpose  by  the  master. 

(b)  'I'hese  inspections  by  a  ship's  officer  shall 
be  made  ai  frequent  intervals,  and  in  any  event  not 
less  than  once  in  each  month. 
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(o)  Immediately  after  such  an  inspection  by  a 
ship's  officer  notations  of  such  an  inspection  shall 
be  made  in  record  form  which  shall  be  in  or  kept 
with  the  cariro  gear  register  if  carried.  In  addi- 
tion, the  same  notations  of  inspections  together 
with  the  dates  shall  be  entered  in  the  Official  Log- 
book for  those  vessels  required  to  carry  this  rec- 
ord, or  such  information  shall  be  kept  with  the 
log  records  maintained  on  vessels  not  required  to 
carry  the  Official  Logbook.  (See  Section  31.37-75 
for  entries  required  to  be  kept.) 

31.37-75  Records  regarding  cargo  gear — 
TB/ALL.  (a)  The  cargo  gear  records  described 
in  this  subpart  shall  be  maintained  on  the  vessel 
and  shall  be  made  available  to  Coast  Guard  offi- 
cials upon  request.  These  records  shall  be  kept  for 
the  periods  of  time  they  are  valid  and,  in  addition, 
until  the  next  Coast  Guard  inspection  for  certifica- 
tion of  the  vessel.  The  certificates  of  manufactur- 
ers and/or  testing  laboratories,  companies,  or  or- 
ganizations shall  be  maintained  on  the  vessel  so 
long  as  the  gear  described  in  such  certificates  is 
on  board  the  vessel. 

(b)  The  records  of  all  the  inspections  of  cargo 
gear  made  by  the  ship's  officers  in  accordance  with 
Section  31.37-70  shall  be  maintained  on  the  vessel 
for  periods  of  time  which  agree  with  those  periods 
as  covered  b}^  the  current  Coast  Guard  certificate 
of  inspection  issued  to  the  vessel.  These  records 
shall  show  the  dates  of  inspections,  identify  arti- 
cles inspected,  the  conditions  observed,  and  the 
name  of  the  officer  performing  the  inspection. 

(c)  The  records  of  all  tests  and  examinations 
conducted  by  or  under  the  supervision  of  survey- 
ors of  the  organizations  or  associations  approved 
by  the  Commandant  shall  be  maintained  on  the 
vessel. 

(d)  The  Coast  Guard  will  not  issue  cargo  gear 
certificates  and/or  registers.  The  Coast  Guard's 
records  of  inspections,  tests,  and  examinations  of 
a  particular  vessel's  cargo  gear  made  by  a  marine 
inspector  or  conducted  under  the  supervision  of 
the  Coast  Guard  will  be  maintained  in  tlie  Office 
of  the  Officer  in  Charge,  Marine  Inspection,  hav- 
ing jurisdiction  over  the  vessel  at  the  time  such 
work  was  performed.  The  original  certificates  or 
certified  copies  of  certificates  of  manufacturers 
and/or  testing  laboratories,  companies,  or  organi- 
zations for  loose  cargo  gear,  wire  rope,  or  the  an- 
nealing of  gear  shall  be  maintained  on  the  vessel. 

31.37-80  Advance  notice  that  cargo  gear 
testing  is  desired — TB/ALL.  (a)  The  owner, 
agent,  or  master  of  a  vessel  shall  give  an  advance 
notice  when  it  is  desired  that  the  tests  and  exami- 
nations of  cargo  gear  be  made  by  or  under  the 
supervision  of  the  marine  inspectors.  Tliis  ad- 
A'ance  notice  shall  be  given  to  the  Officer  in  Charge, 
Alarine  Inspection,  in  whose  marine  inspection 
zone  the  vessel  is  available  for  such  inspection  and 
examination. 


(b)  For  the  initial  inspection  and  examination 
of  cargo  gear  by  the  Coast  Guard,  the  advance 
notice  shall  be  to  the  cognizant  Officer  in  Charge, 
Marine  Inspection,  as  early  as  possible  and  shall 
include  sketches  and/or  drawings  showing  each 
unit  of  cargo  gear,  the  identification  of  com- 
ponent parts  ancl  the  safe  working  loads.  Copies 
of  original  certificates  of  manufacturers  and/or 
testing  laboratories,  companies,  or  organizations 
maintained  on  the  vessel  may  be  accepted  by  the 
cognizant  Officer  in  Charge,  Marine  Inspection, 
when  satisfied  such  certificates  properly  describe 
the  qualities  of  the  component  parts  of  the  gear  in 
question. 

31.37-85  Responsibility  for  conducting  re- 
quired tests  and  examinations — TB/ALL.  (a) 
The  vessel's  owners  and/or  operators  shall  furnish 
and  pay  the  expenses  required  in  conducting  the 
tests  and  examinations  prescribed  by  the  regula- 
tions in  this  subpart,  including  the  supplying  of 
all  instruments,  other  equipment,  and  personnel 
including  personnel  supervision  for  performance 
of  all  work  required. 

(b)  The  Coast  Guard's  participation  in  these 
required  tests  and  examinations  shall  be  confined 
to  witnessing  required  tests  and  examinations  with 
the  view  to  determining  whether  or  not  the  gear 
is  satisfactory  for  the  purpose  intended.  In  the 
event  it  is  determined  tliat  the  gear  is  defective 
or  unable  to  meet  the  standards  set  forth  in  this 
subpart,  such  gear,  or  portions  thereof,  shall  be 
replaced  to  the  satisfaction  of  the  Officer  in 
Charge,  Marine  Inspection,  having  jurisdiction 
over  the  vessel. 

SUBPART  31.40— CERTIFICATES  UNDER  INTER- 
NATIONAL CONVENTION  FOR  SAFETY  OF  LIFE 
AT  SEA,  1960 

31.40-1  Application— T/ALL.  (a)  The  pro- 
visions of  this  subpart,  with  the  exception  of  Sec- 
tions 31.40-30  and  31.40-40 (e),  shall  apply  to  all 
tankships  on  an  international  voyage  other  than 
nuclear  vessels. 

(b)  The  provisions  of  Sections  31.40-30,  31.40- 
35  and  31.40— 40(e)  shall  apply  to  nuclear  tank- 
ships  on  an  international  voyage. 

31.40-5  Cargo  Ship  Safety  Construction 
Certificate — T/ALL.  (a)  All  tankships  on  an  in- 
ternational voyage  are  required  to  have  a  Cargo 
Ship  Safety  Construction  Certificate.  This  cer- 
tificate shall  be  issued  by  the  U.S.  Coast  Guard  or 
the  American  Bureau  of  Shipping  to  certain  ves- 
sels on  behalf  of  the  United  States  of  America  as 
provided  in  Regulation  12,  Chapter  I,  of  the  In- 
ternational Convention  for  Safety  of  Life  at  Sea, 
1960. 

(b)  All  such  tankships  shall  meet  the  appli- 
cable requirements  of  this  chapter  for  tankships 
on  an  international  voyage. 
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31.40-10  Cargo  Ship  Safety  Equipment  Cer- 
tificate— T/ALL.  (a)  All  tankships  on  an  inter- 
national voyage  are  reciuired  to  have  a  Cargo  Ship 
Safety  Equipment  Certificate. 

(b)  All  such  tankships  shall  meet  the  appli- 
cable requirements  of  this  chapter  for  tankships  on 
an  international  voyage. 

31.40-15  Cargo  Ship  Safety  Radiotelegraphy 
Certificate — T/ALL.  (a)  The  application  for  a 
Cargo  Ship  Safety  Radiotelegraphy  Certificate  is 
made  on  FCC  Form  801  to  the  local  office  of  the 
Federal  Communications  Commission. 

(b)  Where  applicable,  a  Cargo  Ship  Safety 
Radiotelegraphy  Certificate  will  be  issued  by  the 
Federal  Communications  Commission  to  a  tank- 
ship  meeting  its  requirements  for  a  tankship  fitted 
with  a  radiotelegraph  installation. 

31.40-20  Cargo  Ship  Safety  Radiotelephony 
Certificate — T/ALL.  (a)  The  application  for  a 
Cargo  Ship  Safety  Radiotelephony  Certificate  is 
made  on  FCC  Form  801  to  the  local  office  of  the 
Federal  Communications  Commission. 

(b)  Where  applicable,  a  Cargo  Ship  Safety 
Radiotelephou}^  Certificate  will  be  issued  by  the 
Federal  Communications  Commission  to  a  tank- 
ship  meeting  its  requirements  for  a  tankship  fitted 
with  a  radioteleplione  installation. 

31.40-25  Exemption  Certificate— T/ALL. 
(a)  A  tankship  may  be  exempted  by  the  Com- 
mandant from  com])l3'ing  with  certain  require- 
ments of  the  Convention  under  his  administration 
upon  request  made  in  writing  to  him  and 
transmitted  via  the  Officer  in  Chai'ge,  Marine 
Inspection. 

(b)  When  an  exemption  is  granted  to  a  tank- 
ship  by  the  Connnandant  mider  and  in  accordance 
with  tlie  Convention,  an  Exemption  Certificate 
describing  such  exemption  shall  be  issued  through 
the  appropriate  Officer  in  Charge,  Marine  Inspec- 
tion, in  addition  to  other  I'ecjnired  cer-tilicates. 

31.10-30  Nuclear  Cargo  Ship  Safety  Certifi- 
cate— T/ALL.  (a)  All  nuclear  tankships  on  an 
internal ional  voyage  ai-e  re(|iiii('d  to  liave  a  Nu- 
clear Cargo  .Sliip  Safety  Certificate. 

(b)  All  such  ships  siiall  meet  the  applicable 
requirements  of  this  chapter  for  nuclear  vessels  on 
an  international  voyage. 

(<•)  Nnflear  vessels  cannot  be  exempted  from 
any  ref|iiir<'nicnts  of  the  Convention. 

.^L40-3r)  I'o.slingof  Convention  cerlificales — 
T/ALL.  (:i)  The  (■••rtilifiitcs  dcsciilx'd  in  this 
Kiibparl,  or  rcit  ilied  copies  tlieicof,  when  issued  to 
:i  vessj'j  sliall  be  posted  in  a  prominent  and  acces- 
sible plac(!  <>u  tlie  tiinl<sliip. 

(b)  'I'lie  certificates  shall  IxMiirricd  in  a  iniinner 
similar  to  that  rle.scribed  in  Section  .'5]. 05  5  for  a 
certificjite  of  in'-pect  if)n. 

3LUM0  Duration  of  (!onven(ion  certifi- 
caleH — T/ALL.  (a)  A  Cargo  Ship  Safely  Kqnip- 
iiienl  (  Vn  ilir;iie  shiill  be  issued  for  ;i  period  of  not, 
inon;  than   Z\   months. 


(b)  A  Cargo  Ship  Safety  Construction  Cer- 
tificate shall  be  issued  for  a  period  of  not  more 
than  60  months. 

(c)  A  Cargo  Ship  Safety  Radiotelegraphy  Cer- 
tificate and  a  Cargo  Ship  Safety  Radiotelephony 
Certificate  shall  be  issued  for  a  period  of  not  more 
than  12  months. 

(d)  An  Exemption  Certificate  shall  not  be  valid 
for  longer  than  the  period  of  the  certificate  to 
which  it  refers. 

(e)  The  Nuclear  Cargo  Ship  Safety  Certificate 
shall  be  issued  for  a  period  of  not  more  than  12 
months. 

( f )  A  Convention  certificate  may  be  withdrawn, 
revoked,  or  suspended  at  any  time  when  it  is  deter- 
mined the  vessel  is  no  longer  in  compliance  with 
applicable  requirements.  (See  Section  2.01-70  of 
this  chapter  for  procedures  governing  appeals.) 

31.40-45  American  Bureau  of  Shipping — 
T/ALL.  (a)  The  American  Bureau  of  Shipping, 
with  its  home  office  at  45  Broad  Street,  New  York, 
N.Y.,  10004,  is  hereby  designated  as  an  organiza- 
tion duly  authorized  to  issue  the  "Cargo  Ship 
Safety  Construction  Certificate"  to  certain  tank- 
ships  on  behalf  of  the  United  States  of  America  as 
provided  in  Regulation  12,  Chapter  I,  of  the  In- 
ternational Convention  for  Safety  of  Life 
at  Sea,  1960,  and  Executive  Order  112:^9  and  the 
certificate  shall  be  subject  to  the  requirements  in 
this  subpart.  The  American  Bureau  of  Shipping 
is  authorized  to  place  the  official  seal  of  the  I'nited 
States  of  America  on  the  certificate.  This  desig- 
nation and  delegation  to  the  American  Bureau 
of  Shipping  shall  be  in  effect  from  May  20,  1965, 
until  terminated  by  proper  authority  and  notice 
of  cancellation  is  published  in  the  Federal 
Register. 

(b)  At  the  option  of  the  owner  or  agent  of  a 
tankship  on  an  niternational  voyage  and  on  direct 
application  to  the  American  Bureau  of  Ship])ing, 
the  Bureau  may  issue  to  such  tankship  a  Cargo 
Ship  Safety  Construction  Certificate,  lia\ing  a 
period  of  validity  of  not  more  than  60  months 
after  ascertaining  that  the  tankship : 

(1)  Has  met  the  applicable  requirements  of  tlie 
Convention;  and, 

(2)  Is  currently  classed  by  the  Bureau  and  clas- 
silication  reciuirements  have  been  dealt  with  to 
the  sat  isfact  ion  of  the  Bureau. 

(c)  When  the  Bureau  determines  that  a  tank- 
ship  to  wliich  it  has  issued  a  Cargo  Ship  Safely 
Construction  Certificate  no  longer  complies  with 
tlie  liurciiu's  applicable  i-e(|nii-ements  for  classi- 
ficnlion,  the  iiureau  shall  innnediately  furnish  to 
the  ('oast  (iuai'd  all  relevant  infoi'inat  ion,  which 
will  be  used  by  the  ('oast  (»uard  to  determine 
whether  oi'  not  to  withdraw,  revoke  or  suspemi 
the  Cargo  Ship  Safely  Construction  Certificate. 

(Sit     2r..    11    KInl,    !»I»K,    iiH   iiiiii'iidi'd,    hcc.    701,    02    Still.    7^1,    US 
iiiih'ImI<'<I  ;   HI  I'.S.r,  S.Sl,  18  US.C,  701) 
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Subpart  32.01 — Safety  Requirements 


32.01-1     Means  of  escape — T/ALL. 

32.01-O     Lifelines— TB/OCLB. 

32.01-10  Rails— TB/ALL. 

32.01-15  Guards  at  dangerous  places — TB/ALL. 

Subpart  32.05 — Markings 

32.05-1     Draft  marks— TB/ALL. 
32.05-5     Vessel's  name  on  equipment — TB/ALL. 
32.05-10  Name  of  tankshii>— T/ALL. 
32.05-15  Name  of  tank  barge— B/ALL. 

Subpart  32.15 — Navigation  Equipment 

32.15-1     Fog  sound  signal  devices— TB/ALL. 

32.15-3     Navigation  lights  and  shapes — TB/ALL. 

32.15-5     Whistles— T/ALL. 

32.15-10  Sounding  machines— T/OCL. 

32.1-5-15  Anchors  for  seagoing  barge — B/OC. 

32.15-20  Radioteleirraph  and  radiotelephone — T/ALL. 

32.15-25  Radio  direction  finder- T/OC. 

Subpart  32.20 — Equipment  Installations 

32.20-1    Equipment  installations  on  vessels  during  World 

War  II— TB/ALL. 
32.20-5     Pressure  vacuum  relief  valves — TB/ALL. 
32.20-10  Flame  arresters— TB/ALL. 
32.20-20  Liquid  level  gaging— T/ALL. 

Subpart  32.25 — General  Alarm  Systems 

32.25-1  Alarm  bells  for  tanksbips  constructed  on  or 
after  September  15,  1943— T/ALL. 

32.2-5-5  Alarm  bells  for  tanksbips  constructed  prior  to 
September  15,  1943— T/ALL. 

32.25-10  Alarm  bells  for  manned  barges— B/OC. 

Subpart  32.30 — Sound  Powered  Telephone,  Voice  Tube, 
AND  Engine  Order  Telegraph  Systems 

.32.30-1    Voice  tubes  or  telephone  equipment — T/ALL. 
32..30-5     Engine  order  telegraph  equipment — T/ALL. 
32.30-10  Inspections— T/ALL. 

Subpart  32.35 — Main  and  Auxiliary  Machinery 

32..35-1     Boilers  and  machinery— TB/ALL. 

32.35-5     Installation    of    internal    combustion    engines — 

TB/ALL. 
32.35-10  Steering  apparatus  on  tank  vessels — TB/ALL. 

Subpart  32.40 — Accommodations 

-32.40-1  Crew  accommodations  on  tanksbips  of  100  gross 
tons  or  over  constructed  after  January  1, 
1938— T/ALL. 

32.40-5  Crew  accommodations  on  tanksbips  of  less  than 
100  gross  tons  and  manned  tank  barges  con- 
structed after  -lanuary  1,  1938— TB/ALL. 

32.40-10  Crew  accommodations  on  tanksbips  of  100  gross 
tons  or  over  constructed  after  ^larch  4,  1915, 
and  prior  to  .January  1, 1938— T/ALL. 


Sec. 

32.40-15  Crew  accommodations  ou  tanksbips  and  manned 

tank    barges    not    otherwise    provided    for— 

TB/ALL. 

Subpart  32.45 — Electrical  Installations 

32.45-1  Requirements  for  tank  vessels  the  construction 
or  conversion  of  which  is  contracted  for  on  or 
after  November  19,  195.5— TB/ALL. 

32.45-5  Requirements  for  tank  vessels  the  construction  or 
conversion  of  which  was  started  on  or  after 
November  10,  1936,  but  prior  to  November  19, 
1955— TB/ALL. 

32.45-10  Requirements  for  tank  vessels  the  construction 
or  conversion  of  which  was  started  prior  to 
November  10,  193&— TB/ALL. 

Subpart  32.50 — Pumps,  Piping,  and  Hose  for  Cargo 
Handling 

32.50-1  Cargo  pumps  for  tank  vessels  constructed  on  or 
after  November  10,  1936— TB/ALL. 

32.50-3     Cargo  discharg^TB/ALL. 

32.-50-5  Cargo  pump  fittings  and  controls  on  tank  vessels 
constructed  on  or  after  November  10,  1936 — 
TB/ALL. 

32.-50-10  Cargo  pumps  on  tank  vessels  with  independent 
cargo  tanks  which  were  constructed  prior  to 
November  10.  1936— TB/ALL. 

32.50-15  Cargo  piping  on  tank  vessels  constructed  on  or 
after  July  1,  1951— TB/ALL. 

82.50-20  Cargo  piping  for  tank  vessels  constructed  be- 
tween November  10,  1936,  and  Julv  1,  1951— 
TB/ALL. 

32.50-25  Cargo  pumps  and  piping  on  tank  vessels  con- 
structed prior  to  November  10,  1936— TB/ALL. 

32.50-30  Cargo  hose— TB/ALL. 

32.-50-35  Remote  manual  shutdown  for  internal  com- 
bustion engine  driven  cargo  pump  on  tank 
vessels— TB/ALL. 

Subpart  32.52 — Bilge  Systems 

32.52-1  Bilge  pumps  on  tank  vessels  constructed  or  con- 
verted on  or  after  November  19,  19.52 — TB/ 
ALL. 

32.52-5  Bilge  piping  for  pumprooms  and  adjacent  cof- 
ferdams on  tank  ves.sels  constructed  or  con- 
verted on  or  after  November  19,  1952 — TB/ 
ALL. 

32.52-10  Bilge  pumps  and  piping  on  tank  vessels  con- 
structed or  converted  prior  to  November  19, 
1952— TB/ALL. 


Subpart  32.55 — Ventilation  and  Venting 


32.55 
32.55 
32.55 
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Ventilation   of   tank   vessels   constructed    on   or 

after  July  1,  1951— TB/ALL. 
Ventilation  of  tank  vessels  constructed  l)etween 
November  10,  VXiQ,  and  July  1,  1951— TB/ALL. 
Ventilation  of  tank   vessels  contracted  prior  to 
November  10,  1936— TB/ALL. 
15  Ventilation  for  hold  spaces — TB/ALL. 
20  Venting  of  cargo  tanks  of  tanksbips  constructed 
(m  or  after  July  1,  1951— T/ALL. 
32.55-25  Venting  of  cargo  tanks  of  tank  barges  constructed 
on  or  after  July  1,  1951— B/ALL. 


32..-)5 
32.55 
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32.55-30  Venting  of  cargo  tanks  of  tank  vessels  con- 
structed between  >.'oveiuber  10,  1936,  and  July 
1,  1951— TB/ALL. 

32.55-35  Venting  of  car^u  tanks  on  lank  vessels  con- 
structed prior  to  November  10,  1936 — TB/ALL. 

32.55-40  Veutinii-  of  carf;o  tanks  fitted  with  inert-gas  sys- 
tem—TB/ALL. 

32.55-45  Venting  of  cofferdams  and  void  spaces  of  tank 
vessels  constructed  on  or  after  November  10, 
1936— TB/ALL. 

Subpart  32.57 — Stri-ctukai.  Fire  Protection  for  Tank 
Vessels  Contracted  fob  on  or  After  January  1,  1963 

32.57-1  Application— TB/ALL. 
32.57-5  Definitions— TB/ALL. 
32.57-10  Construction— TB/ALL. 

Subpart  32.60 — Hui.i.  Requirements  fob  Tank  Vessels 
Constructed  On  or  After  Jult  1, 1951 

32.60-1     Scantlings,    material,    and    vForkmanshii) — TB/ 

ALL. 
32.60-5     Subdivision  of  cargo  space — TB/ALL. 
32.60-10  Segregation  of  cargo;   Grade  A,  B,  C,  or  D— 

TB/ALL. 
32.60-15  Segregation  of  cargo  ;  Grade  E— TB/ALL. 
32.60-20  Pumprooms  on  tank  vessels  carrying  Grade  A,  B, 

C,  D  and/or  E  liquid  cargo — TB/ALL. 
32.60-25  Living  quarters— TB/ALL. 

32.60-30  Tank  vessels  with  independent  tanks— TB/ALL. 
32.60-35  Tank   vessels  carrying  Grade  A  liquid  cargo — 

TB/ALL. 
32.60-40  Construction   and    testing  of   cargo   tanks   and 

bulkheads— TB/ALL. 
32.60-45  Segregation  of  spaces  containing  the  emergency 

source  of  electric  i)Ower — TB/ALL. 

Subpart  32.63 — Hi'i.r.  and  Cargo  Tank  Reqt'irements  for 
Tank  1'>ai{(;es  CoNsiKrcTED  or  Converted  on  or  After 
July  1,  1964,  and  Carrying  Certain  Dangerous  Bulk 
Cargoes 

32.63-1  Application— I?/ALL. 

32.(53-5  Barge  liull  classilications— B/ALL. 

32.6.'-!-S  Alternative  arrjuigements — B/ALL. 

32.6.''.-10  Rakes  and  coamings- H/ALL. 

32.ft3-15  Subdivision  and  stability — B/ALL. 

32.f^!-20  Hull  structun — H/ALL. 

32.(>.'{-25  Cargo  tanks  and  supports — B/ALL. 

SiriPART  32.65 — IIui.i.  Uequirementr  for  Tank  Vessels 
Ojnhtructed  On  or  Afier  Xovemher  10,  1936,  and  Prior 
TO  July  1, 1951 

Application— TB/ALL. 

Scantlings,    material,    and    workmanship — TB/ 

ALL. 
SiibdiviHlon  of  cargo  space — TB/ALL. 
CofTcrdanis— 'l'I'./ALL. 
I'umpronnis     TB/ALL. 
Living  fpiarlers — TP./.\LL. 

Tank  vessels  with  independent  tanks — TB/ALIi. 
Tank  vessels  carrying  Grade  A  li(|Uids — TB/.\LL. 
Construetion    and    tenting    of    cargo    tanks    and 

bulkheads     'IB/ALL. 

Hviii'Mit  .'52.70 — IIli.l  Ulqi  iri.mi.ntk  for  Stkll  Hull 
Ta.nk  Vkhhelb  ('o.N8Tku(TED  Pniou  to  Novk.miiek  10, 
1030 

32.70-1     Application     TB/ALL. 

32  70  .'»     Hull   requireuients  ;  general — TB/ALL. 

32.70   10  rolTerdams     TP./ALI>. 

32.70   l."»  l'nni)irooniH     '1I',/AIjL. 
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Sec. 

32.70-20  Pump-engine  compartment — TB/ALL. 

32.70-25  Cargo  tanks— TB/ALL. 

Subpart  32.75 — Hull  Requirements  for  Wood  Hcll  Tank 
Vessels   Constructed   Prior  to   November   10,  1936 

32.75-1     Application— TB/ALL. 

32.75-5     Hull  requirements;   general— TB/ALL. 

32.75-10  Cargo  tanks— TB/ALL. 

32.75-15  Electric  bonding  and  grounding  for  tanks — TB/ 

ALL. 
32.75-20  Hold  spaces  and  bulkheads— TB/ALL. 

Subpart  32.80 — Tank  Barges  Constructed  of  Materials 
Other  Than  Steel  ok  Iron 

32.80-1     General  requirements — B/ALL. 

Subpart  32.85 — Lamp  and  Paint  Rooms  and  Similar 

CO.MPARTMENTS    ON    TaNKSHIPS 

32.85-1     Fireproofiug   of  lamp,   oil  and  paintrooms — T/ 
ALL. 

AOTHORITY  :  The  provisions  of  this  Part  32  Issued  under  R.S. 
4405,  as  amended,  4417a,  as  amended.  4462.  as  amended,  sec. 
6(b)(1),  SO  Stat.  988;  46  U.S.C.  37"),  391a.  416,  49  U.S.C. 
16r)5(b)  ;  49  CFK  1.4(a)  (2)  ;  sec.  3,  68  Stat.  675  ;  50  U.S.C.  19S  ; 
E.O.  11239,  July  31,  1965,  30  F.R.  9671,  3  CFR,  1965  Supp. 

SUBPART  32.01— SAFETY  REQUIREMENTS 

32.01-1    Means  of  escape— T/ALL.    On  all 

tankships  where  the  plans  and  arrangements 
will  possibly  permit,  all  passageways  leading 
to  living  quarters,  or  places  where  anyone  may 
be  regularly  employed,  shall  be  provided  with  not 
less  than  two  avenues  of  escape  so  located  that  if 
one  of  such  avenues  is  not  available  another  may 
be.  The  locality  and  arrangement  of  such  addi- 
tional means  of  escape  shall  be  determined  by  the 
inspectors  as  will  in  their  judgment  best  carry  out 
the  purpose  for  which  this  ])rovision  was  made. 

32.01-5  Lifelines— TB/OCLB.  On  all  tank 
vessels  where  the  distance  is  more  than  150  feet 
between  deckhouses,  a  wire  cable  shall  be  stretched 
between  the  deckhouses  at  all  times  when  the  ves- 
sel is  loaded  and  being  navigated,  this  cable  to  be 
not  less  than  5  feet  from  the  deck;  and  there  shall 
be  attached  at  all  times  to  the  cable  a  traveler  with 
a  line  of  sufficient  continuous  length  to  insure  its 
operation  in  order  that  comiuiinication  between 
both  ends  of  (he  vessel  may  be  facilitated  at  all 
times:  Provided.,  That  in  aclditioii  to  the  traveler 
with  the  endless  whip,  as  many  loose  rings  with 
lanyards  attached  may  be  placed  on  the  cable  as 
may  be  deemed  necessary  by  the  master  in  charge 
of  the  vessel :  Pror/dcd.  farther^  That  a  fore  and 
aft  raised  bridge  sliall  be  accepted  in  lieu  of  the 
wire  cable  and  (lavcler. 

;J2.01-10  Rails— TB/ALL.  (a)  All  (auk  ves- 
sels, except  unmanned  lank  barges,  the  construc- 
tion or  conversion  of  which  is  started  on  or  after 
.January  1,  19.^)7,  shall  be  (itted  with  fixed  or  port- 
able tails  on  decks  and  bridges.  All  rails  shall  be 
in  at  least  two  courses,  including  (he  top,  tiiui  shall 
be  at  Iciist  'M')  indues  high,  iind  in  no  case  shall  the 
clear  spaces  between  the  courses  exceed  ly  inches. 
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However,  on  tank  vessels  operating  on  ocean 
waters  the  outboard  rails  on  all  decks  shall  be  in 
at  least  three  courses,  including  the  top,  and  shall 
be  evenly  spaced  and  shall  be  at  least  36  inches 
high.  All  rails  shall  consist  of  solid  or  tubular 
sections  or  chains  or  wire  rope  or  a  combination 
thereof. 

( b)  For  all  tank  vessels,  except  those  navigating 
the  rivers  onl}-,  the  construction  or  conversion  of 
which  was  started  after  September  11,  1916,  and 
prior  to  January  1, 1957,  rails  on  decks  or  bridges, 
shall  be  in  at  least  two  courses,  including  the  top, 
and  shall  be  at  least  36  inches  high. 

32.01-15  Guards  at  dangerous  places — TB/ 
ALL.  All  exposed  and  dangerous  places  such  as 
gears  and  machinery  shall  be  properly  protected 
Avith  covers,  guards  or  rails  in  order  that  the 
danger  of  accidents  may  be  minimized.  On  ves- 
sels equipped  with  radio  communication,  the  lead- 
ins  shall  be  efficienth'  incased  or  insulated  to  insure 
against  accidental  shock.  Such  lead-ins  shall  be 
located  so  as  not  to  interfere  with  the  launching  of 
lifeboats  and  liferafts. 

SUBPART  32.05— MARKINGS 

32.05-1     Draft    marks— TB/ ALL.     (a)     All 

tank  vessels  of  50  gross  tons  and  over  shall  have 
the  draft  of  the  vessel  plainly  and  legibly  marked 
upon  the  stem  and  upon  the  sternpost  or  rudder- 
post  or  at  any  place  at  the  stern  of  the  vessel  as 
may  be  necessary  for  easy  observance.  The  draft 
shall  be  taken  from  the  bottom  of  the  keel  at  the 
marks  to  the  surface  of  the  water,  the  bottom  of 
the  mark  to  indicate  the  draft  in  feet. 

(b)  In  cases  where  the  keel  does  not  extend  for- 
ward or  aft  to  the  location  of  the  draft  marks, 
due  to  raked  stem  or  cutaway  skeg,  the  datum  line 
from  which  the  drafts  shall  be  taken,  shall  be  ob- 
tained by  projecting  the  line  of  the  bottom  of  the 
keel  forward  or  aft,  as  the  case  may  be,  to  the 
location  of  the  draft  marks. 

(c)  In  cases  where  a  vessel  may  have  a  skeg 
or  other  appendage  extending  locally  below  the 
line  of  the  keel,  the  draft  at  the  end  of  the  vessel 
adjacent  to  such  appendage  shall  be  measured  to 
a  line  tangent  to  the  lowest  part  of  such  appendage 
and  parallel  to  the  line  of  the  bottom  of  the  keel. 

32.05-5  Vessel's  name  on  equipmen t — 
TB/ALL.  The  equipment  of  all  tank  vessels,  such 
as  firehose,  fire  axes,  lifeboats,  liferafts,  life  pre- 
servers, and  lifefloats,  shall  be  painted  or  branded 
with  the  name  of  the  vessel  upon  which  they  are 
used. 

32.05-10  Name  of  tankship— T/ALL.  Every 
tankship  not  documented  by  the  Commissioner  of 
Customs  shall  have  the  name  marked  upon  each 
bow  and  upon  the  stern,  and  the  home  port  shall 
also  be  marked  upon  the  stern.  The  name  shall  be 
in  a  light  color  on  a  dark  ground,  or  in  a  dark  color 
on  a  light  ground,  and  shall  be  distinctly  visible. 


The  smallest  letters  used  shall  be  not  less  than  4 
inches  in  size.  In  addition,  every  tankship  shall 
have  her  name  conspicuously  displayed  in  clistinct 
plain  letters,  of  not  less  than  6  inches  in  size,  on 
each  outer  side  of  the  pilothouse. 

32.05-15  Name  of  tank  barge— B/ ALL. 
Every  tank  barge  not  documented  by  the  Com- 
missioner of  Customs  shall  have  its  name  or  num- 
ber carved,  punch-marked,  or  welded  on  the  main 
beam,  inside  the  cargo  hatch,  or  other  suitable 
permanent  part  of  the  vessel's  structure  for  the 
purpose  of  identification.  The  vessel's  name  or 
number  shall  be  so  displayed  at  the  highest  part 
of  the  vessel's  hull  or  permanent  structure  that 
the  name  or  number  can  be  seen  from  either  side. 

SUBPART  32.15— NAVIGATION  EQUIPMENT 

32.15-1     Fog  sound  signal  devices— TB/ALL. 

(a)  The  efficient  fog  bell  required  upon  vessels 
by  law  shall  be  held  to  mean  a  bell  not  less  than 
8  inches  in  diameter  from  outside  to  outside  and 
constructed  of  bronze  or  brass  or  other  material 
equal  thereto  in  tone  and  volume  of  sound,  and 
located  where  the  sound  shall  be  the  least  ob- 
structed. 

(b)  In  addition  to  the  bell  required  in  Para- 
graph (a),  all  tankships  of  over  350  feet  in 
length,  other  than  those  operating  exclusively  on 
the  Great  Lakes  or  the  inland  waters  of  the  United 
States,  shall  be  provided  with  a  fog  gong  which 
will  produce  a  sound  easily  distinguishable  from 
the  bell  required  by  Paragraph  (a)  and  which 
shall  have  a  range  of  audibility  approximating 
that  of  the  bell. 

32.15-3  Navigation  lights  and  shapes— TB/ 
ALL.  (a)  When  required.  All  tank  ships  shall  be 
equipped  with  navigation  lights  and  sluvpes  as 
prescribed  by  law  and  regulation  and  shall  display 
such  navigation  lights  and  shapes  whenever  pre*^- 
scribed  by  law  or  regulation.  Tank  barges  need 
not  be  equipped  with  navigation  lights  and  shapes, 
but  such  tank  barges  shall  display  navigation 
lights  and  shapes  whenever  prescribed  by  law 
or  regulation. 

(b)  Light  screens.  Light  screens  required  by  the 
applicable  Rules  of  the  Road  for  port  and  star- 
board side  lights  shall  be  painted  w-ith  a  glossy 
black  paint  and  shall  project  not  less  than  three 
(3)  feet  forward  of  the  center  of  the  light  source. 

32.15-5  Whistles— T/ALL.  (a)  Each  tank- 
ship  shall  be  provided  with  an  efficient  whistle 
sounded  by  steam  or  by  some  substitute  for  steam 
to  give  the  necessary  whistle  signals.  All  whistles 
shall  be  placed  at  an  elevation  of  not  less  than 
6  feet  above  the  top  of  the  pilothouse,  where  the 
clearance  for  passing  under  bridges  wnll  permit 
it.  Tankships  navigating  the  Red  River  of  the 
North,  Yukon,  and  similar  rivers,  and  rivers  whose 
waters  flow  in  the  Gulf  of  Mexico,  and  tank- 
ships  of  less  than  100  gross  tons  may  have  their 
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whistles  located  not  less  than  2  feet  above  the  tops 
of  their  pilothouses.  Such  wliistles  or  substitutes 
shall  be  satisfactory  in  sound  and  source  of  power 
for  the  purpose  intended. 

(b)  On  tankships  contracted  for  on  and  after 
Xovember  19,  1955  means  shall  be  provided  to  op- 
erate the  whistle  from  a  position  adjacent  to  the 
main  steering  station  and  from  the  steerino;  station 
on  top  of  the  pilothouse  where  such  steering  sta- 
tion is  fitted.  Details  of  the  whistle  opei-ating  de- 
vices shall  meet  the  requirements  of  Subparts 
113.05  and  113.65  of  Subchapter  J  (Electrical  En- 
gineering)  of  this  chapter. 

32.15-10  Sounding  machines— T/OCL.  All 
mechanically  propelled  vessels  in  ocean  or  coast- 
wise service  of  500  gross  tons  and  over,  and  all 
mechanically  propelled  vessels  in  Great  Lakes 
service  of  500  gross  tons  and  over  certificated  for 
service  on  the  River  St.  Lawrence  eastward  of  the 
lower  exit  of  the  St.  Lambert  Lock  at  Montreal, 
Canada,  shall  be  fitted  with  an  efficient  mechanical 
or  electronic  deep-sea  sounding  apparatus  and  a 
deep-sea  hand  lead.  All  other  mechanically  pro- 
pelled vessels  in  (ireat  Lakes  service  of  1,500  gross 
tons  and  over  shall  carry  a  deep-sea  hand  lead. 

32.15-15  Anchors  for  seagoing  barge — 
B/OC.  (a)  Every  manned  seagoing  barge  shall  be 
equipped  with  at  least  one  anchor  with  suitable 
chain  or  cable  to  be  at  least  equivalent  to  tlie  re- 
quirements of  the  American  Bureau  of  Slui)ping 
rules  (see  Section  31.10-1  of  this  subchapter). 

32.15-20  Radiotelegraph  and  r  a  d  i  o  t  e  1  e- 
phone — T/ALL.  (a)  Radiotelegraph  and  radio- 
telephone installations  are  required  on  certain 
tankships.  Details  of  the  apjilication  of  these  re- 
quirements, as  well  as  the  details  of  the  installa- 
tions, shall  be  as  requii-ed  by  the  statutes  and  regu- 
lations under  tlie  jurisdiction  of  the  Federal 
Communications  Commission. 

(b)  For  the  comniuuication  system  inquired 
with  the  radiotelegiaph  and  ladiotelej^hone  instal- 
lations on  a  taiikship  coiitractetl  for  on  or  after 
November  ID.  1955  see  Subj)arts  113.05  and  113.30 
of  Subchapter  .J  (Electjical  Engineering)  of  this 
chapter. 

.32.15-25  Radio  direction  finder— T/OC. 
(ii)    All  tiuiksliips  of  1,()()0  gross  tons  and  over  on 
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an  inteinaf irjiial  voyage  or  in  ocean  service  shall 
be  fitted  with  a  radio  direct  ion  lindcr.  Details  of 
the  installation  shall  be  as  icqnired  by  the  statutes 
and  regulations  under  the  jurisdiction  of  the  Fed- 
eral Comniuni<-ations  Coniuiission.  Such  tank- 
.ships  of  over  1,000  gioss  trjns.  but  not  over  5,000 
grfwsfon.s,  construction  or  conversion  of  which  was 
.started  prior  io  November  19,  1952.  need  not  meet 
the  re()nirenients  of  this  section  until  November 
19,  195}. 

(b)  For  till!  conininnicjit  ion  system  ic<|uire(l 
willi  the  radio  direction  linder  installation  on  a 
lankslii|)  contracted  for  on  or  after  Noxcniber  19, 


1955  see  Subparts  113.05  and  113.30  of  Subchap- 
ter J  (Electrical  Engineering)  of  this  chapter. 

SUBPART  32.20— EQUIPMENT  INSTALLATIONS 

32.20-1  Equipment  installations  on  vessels 
during  World  War  II— TB/ALL.  Boilers,  pres- 
sure vessels,  machinery,  piping,  electrical  and 
other  in.stallations,  including  lifesaving,  firefight- 
ing  and  other  safety  equipment,  installed  on  ves- 
sels during  the  Unlimited  National  Emergency  de- 
clared by  the  President  on  May  27,  1941,  and  prior 
to  the  termination  of  Title  V  of  the  Second  War 
Powers  Act,  as  extended  (Sec.  501.  56  Stat.  180, 
50  IT.  S.  C.  635),  which  do  not  fully  meet  the  de- 
tailed requirements  of  the  regulations  in  this  chap- 
ter, may  be  continued  in  service  if  found  to  be 
satisfactory  by  the  Commandant  for  the  purpose 
intended.  In  each  instance  prior  to  final  action 
by  the  Commandant,  the  Officer  in  Charge,  Marine 
Inspection,  shall  notify  Headquarters  of  the  facts 
in  the  case,  together  with  recommendations  rela- 
tive to  suitability  for  retention. 

32.20-5  Pressure  vacuum  relief  valves — TB/ 
ALL.  The  ])ressure  vacuum  relief  valve  shall  be 
of  a  type  and  size  approved  by  the  Commandant 
for  the  purpose  intended.  For  specifications  and 
procedures  re  approval,  see  Subpart  162.017  of 
Subchapter  Q  (Specifications)  of  this  chaptei*. 

32.20-10  Flame  Arresters— TB/ALL.  Flame 
arrester  shall  be  of  a  type  and  size  approved 
by  the  Connnandant  for  the  purpose  intended. 
For  specifications  and  pi'ocedures  re  approval,  see 
Subpart  162.016  of  Subchapter  Q  (Specifications) 
of  this  chapter. 

32.20-20  Liquid  level  gaging— T/ALL.  On 
tankships,  the  construction  or  conversion  of 
which  is  started  on  or  after  July  1,  1951,  a  method 
for  determining  tlie  level  of  the  liquid  in  a  cargo 
taidc  without  o))ening  ullage  lioles,  cai'go  liatches, 
or  Butterworth  ])lates,  shall  be  pi'ovided  on  all 
tanksliips  certificated  for  the  carriage  of  Grade  A 
liquids:  Provided^  That  ullage  holes  fitted  with 
sounding  pipes  tightly  secured  to  the  underside  of 
the  tank  tops,  opens  at  the  bottom,  and  extending 
to  within  18  inches  or  less  of  the  bottom  of  the 
tank  shall  be  considered  as  com))lying  with  the 
foregoing  i-e(inii'ement. 

SUBPART  32.25— GENERAL  ALARM  SYSTEMS 

.32.2.5-1  Alarm  bells  for  tankships  con- 
structed  on   or  after  September   15,  1913 — T/ 

ALL.  (a)  All  tanksliips  of  o\ei'  100  gross  tons, 
the  const I'uction  of  which  is  begun  on  or  after 
Septembei-  15,  1913,  shall  have  all  sleeping  ac- 
commodations and  ujachinei'v  spaces  e(|uipped 
with  a,  snllicienl  miniber  of  alarm  bells  so  located 
as  to  warn  all  occii|)ants. 

(b)  Four  niiiniially  opei'ated  contact  makers 
shall  be  juovided  in  accessible  locations  for  opei'at- 
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ing  tlie  general  alarm  system.  The  contact  makers 
shall  be  provided  at  the  following  locations: 

(1)  Wheelhousc; 

(2)  Space  where  feeder  distribution  panel  is 
located ; 

(3)  Deck  officers"  quarters  furthest  from  the 
engineroom;  and 

(4)  Engineroom. 

(c)  The  alarm  system  installation  shall  meet 
the  requirements  of  Subparts  113.05  and  113.25 
of  Subchapter  J  (Electrical  Engineering)  of  this 
chapter,  except  that  vessels  the  construction  of 
which  was  started  prior  to  November  19,  1955, 
need  only  meet  the  requirements  of  Section  113.25- 
90  thereof  and  the  number  and  location  of  the 
contact  makers  shall  comply  with  Paragraph 
(b)  of  this  section. 

32.25-5  Alarm  bells  for  tankships  con- 
structed prior  to  September  15,  1943 — T/ALL. 
(a)  All  tankships,  the  construction  of  which 
was  begun  prior  to  September  15,  1943,  shall  have 
all  sleeping  accommodations  equipped  with  a 
sufficient  number  of  alarm  bells  so  located  as  to 
warn  all  the  occupants.  The  alarm  bells,  if  elec- 
tric, shall  be  operated  from  an  open  switch  from 
the  pilothouse  or  bridge.  The  bells  shall  be  of  such 
size,  character,  and  construction  as  to  provide  an 
alarm  throughout  the  spaces  for  which  they  are 
provided. 

(b)  The  alarm  system  installation  shall  meet 
the  requirements  of  Section  113.25-90  of  Subchap- 
ter J  (Electrical  Engineering)  of  this  chapter. 

32.25-10  Alarm  bells  for  manned  barges — 
B/OC.  Each  tank  barge  of  over  100  gross  tons, 
where  the  crew  is  divicled  into  watches  for  the 
purpose  of  steering  the  vessel,  shall  be  provided 
with  a  suitable  alarm  bell  installation. 

SUBPART  32.30— SOUND  POWERED  TELEPHONE, 
VOICE  TUBE,  AND  ENGINE  ORDER  TELEGRAPH 
.SYSTEMS 

32.30-1  Voice  tubes  or  telephone  equip- 
ment— T/ALL.  (a)  Tankships  shall  be  equipped 
with  an  efficient  means  of  connnunication  between 
the  pilothouse  and  (1)  the  engineroom,  (2)  the 
steering  gear  room,  and  (3)  the  emergency  steer- 
ing station. 

(b)  Where  tankships  are  equipped  with  a  gyro 
compass  system  and/or  i-adar  plan  position  indi- 
cator, an  efficient  means  of  communication  shall  be 
provided  between  the  pilothouse  and  the  master 
compass  and/or  radar  plan  position  indicator 
when  such  equipment  is  remotely  located  from  the 
pilothouse. 

(c)  Where  tankships  are  equipped  witli  a  radio 
and/or  a  radio  direction  finder,  an  efficient  means 
of  communication  shall  be  provided  between  the 
pilothouse  and  thi.s  equipment  as  covered  in  Para- 
graph 113.30-5   (e)  of  Subchapter  J   (Electrical 


Engineering)  of  this  chapter  when  such  equip- 
ment is  remotely  located  from  the  pilothouse. 

(d)  The  efficient  means  of  communication  re- 
ferred to  in  this  section  shall  be  either  a  voice  tube 
or  sound  powered  telephone  system. 

(e)  Telephone  and  voice  tube  equipment  and 
the  installation  thereof  shall  meet  the  require- 
ments of  Subparts  113.05  and  113.30  of  Subchap- 
ter J  (Electrical  Engineering)  of  this  chapter 
except  that  tankships  the  construction  of  wliicli 
was  started  prior  to  November  19,  1955,  need  only 
meet  the  requirements  of  Section  113.30-90. 

32.30-5  Engine  order  telegraph  equipment — 
T/ALL.  (a)  Tankships  shall  be  equipped  with 
an  efficient  means  of  transmitting  engine  orders 
from  the  pilothouse  to  the  engineroom  and  of 
transmitting  acknowledgments  of  such  engine  or- 
ders from  the  engineroom  to  the  pilothouse. 

(b)  The  efficient  means  of  transmitting  engine 
orders  and  installation  of  the  equipment  shall  meet 
the  requirements  of  Subparts  113.05  and  113.35  of 
Subchapter  J  (Electrical  Engineering)  of  this 
chapter  except  that  tankships  the  construction  of 
which  was  started  prior  to  November  19,  1955, 
need  meet  only  the  requirements  of  Section 
113.35-90. 

32.30-10  Inspections— T/ALL.  All  commu- 
nication equipment  between  the  pilothouse,  engine- 
room,  steering  gear  room,  and  the  emergency  steer- 
ing station  shall  be  inspected  and  tested  in  ac- 
cordance with  the  requirements  of  Subparagraphs 
111.05-10  (c)  (16)  and  (d)  (1)  of  Subchapter  J 
(Electrical  Engineering)  of  this  chapter. 

SUBPART    32.35— MAIN    AND    AUXILIARY 
MACHINERY 

32.35-1    Boilers    and    machinery— TB/ALL. 

Boilers,  main  and  auxiliary  machinery,  and  pip- 
ing systems  shall  conform  to  the  requirements  of 
Subchapter  F  (Marine  Engineering)  of  this 
chapter,  except  as  otherwise  provided  for  in  this 
subchapter. 

32.35-5  Installation  of  internal  combustion 
engines — TB/ALL.  Each  internal  combustion 
engine  located  on  the  weather  deck  shall  be  pro- 
vided with  a  ventilated  metal  hood  or,  where  space 
permits,  with  a  well-ventilated  metal  housing  of 
sufficient  size  to  allow  for  proper  operation  and 
maintenance. 

32.35-10  Steering  apparatus  on  tank  ves- 
sels— TB/ALL.  Tank  vessels  shall  be  provided 
with  steering  api)aratus  as  required  by  Part  58  of 
Subchapter  F  (Marine  Engineering)  of  this 
chapter. 

SUBPART  32.40— ACCOMMODATIONS 

32.40-1  Crew  accommodations  on  tankships 
of  100  gross  tons  or  over  constructed  after  Jan- 
uary 1,  1938— T/ALL.  On  all  tankships  of  100 
gross  tons  and  over,  the  construction  of  which  is 
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bejiun  after  January  1,  1938,  the  miniinum  re- 
quirements relative  to  construction,  location,  and 
equipment  of  crew  accommodations  are  as  follows : 

(a)  Sleeping  quarters.  At  least  120  cubic  feet 
of  space  and  not  less  than  16  square  feet  of  deck 
areas  shall  be  allotted  to  each  member  of  the  crew 
for  sleeping  purposes.  In  measuring  sleeping 
quarters  allotted  to  crews  of  vessels,  the  Officer 
in  Charge,  Marine  Inspection,  shall  not  deduct 
from  the  total  volume  or  from  the  deck  area  any 
equipment  contained  therein  which  is  provided  for 
the  exclusive  use  of  the  crew.  Not  more  than  one 
bunk  shall  be  placed  above  another,  and  the  lower 
bunk  shall  be  at  least  12  inches  above  the  deck. 
The  upper  bunk  shall  be  located  as  nearly  as  prac- 
ticable midway  between  the  lower  bunk  and  the 
lower  side  of  the  deck  beams  overhead. 

(b)  Toilet  and  washing  facilities.  (1)  Each 
such  tankship  shall  be  provided  with  at  least  one 
washbasin,  one  bathtub  or  shower,  and  one  toilet 
for  each  eight  members,  or  portion  thereof,  in  the 
crew  to  be  accommodated.  The  crew^  to  be  accom- 
modated shall  include  all  members  who  do  not 
occupy  rooms  to  which  private  facilities  are 
attached. 

(2)  "\Mien  the  engineroom  crew,  exclusive  of 
licensed  officers  and  others  separately  provided 
for.  exceeds  eight,  separate  washing  facilities  shall 
1)6  ])rovided. 

(3)  Vessels  contracted  for  after  January  1, 
1019,  shall  have  the  toilet  rooms  separate  from  the 
washrooms,  and  at  least  one  washbasin  shall  be 
fitted  in  each  toilet  room. 

(c)  Hospital  accommodations.  (1)  Except 
as  sj)ecifically  modilied  l)y  subparagraph  (4)  of 
tJiis  paragraph,  each  tank  ves.sel  which  in  the 
ordinary  course  of  its  trade  makes  voyages  of  more 
than  3  days'  duration  between  ports  and  which 
rari'ies  a  crew  of  12  or  more,  shall  be  ))rovided 
with  a  hospital  space.  This  space  shall  be  situated 
with  due  regard  to  tlie  comf'oi-t  of  the  sick  so  that 
lliey  may  recci\(>  proper  attention  in  all  weathers. 

(2)  The  hospital  sliall  be  suitably  sei)arated 
from  other  spaces  and  shall  be  used  for  the  care  of 
ihosick  and  for  noothei-  purposes. 

(3)  The  hospitals  shall  be  fitted  with  berths  in 
the  ratio  of  1  berth  to  every  12  members  of  the 
f-rew  or  portion  thereof  wlio  aie  not  berthed  in 
single-ofcupancy  rooms,  })ul  (he  iiumbei-  of  beiths 
need  nf)t  exceed  (>. 

(i)  C)n  vessels  in  which  the  ci-ew  is  lieilhcil 
in  single  fjccupancy  rooms  a  hospital  space  will  iiol 
\ni  required:  /'rovided,  Tliat  one  room  shall  be 
designated  and  fitted  for  use  as  a  treatment  and/ 
or  isf^jation  i-oom.  Such  i-ooni  shall  incel  I  he  I'ol- 
l'»wingstandards: 

(i)  Tlie  room  nnisl  be  available  lor  inini('(|iiile 
medical  usj*; 

(ii)  The  jooni  must  be  accessible  to  stretcher 
cases ; 


(iii)  The  room  must  have  a  single  berth  or 
examination  table  so  arranged  that  it  can  be  made 
accessible  from  both  sides  when  necessary;   and 

(iv)  A  washbasin  with  hot  and  cold  running 
water  must  be  installed  either  in  or  immediately 
adjacent  to  the  space  and  other  required  sanitary 
facilities  must  be  conveniently  located. 

(d)  Location,  construction  and  equipment. 
(1)  Crew  acconnnodations  shall  not  be  located 
forward  of  the  collision  bulkhead,  or  where  there 
will  be  undue  risk  to  members  of  the  crew  in 
getting  to  stations. 

(2)  Where  crew  quarters  abut  galley,  boiler,  or 
engineroom  bulkheads,  such  bulkheads  shall  be 
insulated  with  fire-resistive  material  to  reduce 
transmission  of  heat. 

(3)  Insofar  as  practicable,  crew  quarters  shall 
be  so  located  or  constructed  that  they  will  be  pro- 
tected against  objectionable  odors  of  cargo,  fuel 
tanks,  paint  lockers,  oil  rooms,  bilges,  toilets,  etc. 

(4)  All  crew  spaces  shall  be  adequately  lighted, 
heated  and  ventilated.  The  lighting  shall  com- 
plv  with  the  requirements  of  Section  111.50-15 
and  Subpart  111.60  of  Subchapter  J  (Electrical 
Engineering)  of  this  chapter. 

(5)  Bare  metal  surfaces  of  ship's  sides  and 
metal  weather  decks  overhead  which  are  not 
decked  over  with  wood  externally,  shall  be  covered 
with  suitable  fire-resistive  material  to  aid  in  keep- 
ing the  crew's  quarters  dry. 

(6)  In  the  ventilation  of  crew  accommodations 
provisions  sliall  be  made  for  the  ingress  of  fresh 
air  and  for  the  egress  of  impure  air;  it  shall  be 
adequate  for  the  purpose  intended,  and  so 
arranged  as  to  be  effective  in  any  ordinary  weather 
conditions,  and  to  distribute  fresh  air  without 
undue  discomfort  to  the  occupants.  Whei'e  nat- 
ural ventilation  is  provided,  each  inlet  shall  have 
an  area  of  at  least  6  square  inches  for  each  person 
accommodated,  the  outlet  to  be  at  least  equal  in 
size  to  the  inlet.  In  no  case  shall  any  one  such 
inlet  or  outlet  have  a  cross  sectional  area  of  less 
than  24  square  inches. 

(7)  Mechanical  ventilation  may  be  ])rovided  if 
such  system  is  ecpial  in  ellectiveness  to  the  require- 
nu'iits  for  natui'al  ventilation  and  is  api)i'oved  by 
the  Comniandant.  For  remote  control  of  mechan- 
ical v(Mi(iIal  ioi\  see  Section  1 1 1 .50-5  of  Subchapter 
J  (Electrical  Engineering)  of  this  chapter. 

(S)  Messrooms  shall  be  proxided  for  both  ofli- 
cei-s  and  crew,  and  shall  be  separate  from  each 
other  whei-e  space  and  coiulitions  will  permit. 
Such  messi'ooms  shall  be  sufficient  in  size  to  ac- 
commodate all  persons  allotted  to  such  space: 
/'/■oiuf/rf/,  /loircrcr,  'I'iial  (his  subparagi'aph  need 
not  apply  (o  vessels  operat  ing  on  (he  (Jreat  I^aUes, 
lakes,  nays  and  sounds,  or  rivers. 

(9)  All  washbasins,  shower  baths,  or  tubs  I'e- 
((uired  by  the  reguhdions  in  this  subchapter  shall 
be  eqnip|)ed  wi(h  proper  pliunbiiig,  including  hot 
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and  cold  running  water.  Washbasins  for  the  crew 
may  be  located  in  the  crew's  sleeping  quarters,  if 
properly  installed,  equipped  with  proper  plumb- 
ing for  draining  and  supplied  with  hot  and  cold 
running  water. 

(10)  All  toilets  shall  be  installed  and  equipped 
with  the  proper  plumbing  for  flushing.  Where 
more  than  one  toilet  is  located  in  a  space  or  com- 
partment, each  toilet  shall  be  separated  with  a 
screen  constructed  of  hre-resistive  material  to  af- 
ford privacy.  Such  screens  may  be  installed  so  as 
to  be  open  at  top  and  bottom  for  ventilation 
purposes. 

(11)  Floors  of  toilets  and  washrooms  shall  be 
covered  with  cement,  tile,  or  other  suitable  covering. 

(12)  On  each  such  tankship  there  shall  be 
provided  at  least  one  sink  or  other  suitable  means 
for  washing  clothes. 

(13)  Each  hospital  shall  have  a  toilet,  wash- 
basin, and  bathtub  or  shower  conveniently 
situated. 

(14)  A  clothes  locker  shall  be  provided  for 
each  person  accommodated  of  a  size  not  less  than 
12"  X  21"  X  5'  high  and  so  placed  as  to  be  readily 
accessible. 

(15)  Living  accommodations  shall  be  properly 
screened  to  exclude  insects. 

32.40-5  Crew  accommodations  on  tankships 
of  less  than  100  gross  tons  and  manned  tank 
barges  constructed  after  January  1,  1938 — 
TB/ALL.  All  tankships  of  less  than  100  gross 
tons  and  all  manned  tank  barges,  the  construction 
of  which  is  begun  after  January  1,  1938,  shall  be 
provided  with  crew  accommodations  of  sufficient 
size,  adequate  construction,  and  with  suitable 
equipment  to  provide  for  the  protection  and  ac- 
commodations of  its  crew  in  a  manner  practicable 
for  the  size,  facilities  and  service  of  the  vessel,  and 
consistent  with  the  principles  underlying  the  re- 
quirements for  crew  accommodations  on  tankships 
of  100  gross  tons  or  more. 

32.40-10  Crew  accommodations  on  tank- 
ships  of  100  gross  tons  or  over  constructed  after 
March  4,  1915,  and  prior  to  January  1,  1938 — 
T/ALL.  On  all  tankships  of  100  gross  tons  or 
over  the  construction  of  which  was  begun  after 
March  4,  1915,  and  prior  to  January  1,  1938,  the 
crew  accommodations  shall  be  of  a  character  and 
number  in  compliance  with  Paragraphs  32.40-1 
(a),  (b),  (c),  except  that  separate  washing  facili- 
ties are  not  required  where  the  engineroom  crew, 
exclusive  of  licensed  officers,  and  others  separately 
provided  for,  does  not  exceed  10.  In  cases  where 
an  improvement  is  necessary  in  the  sanitary  con- 
ditions of  such  vessels.  Paragraph  32.40-1  (d) 
will  also  apply  in  principle  insofar  as  space  and 
conditions  will  permit. 

32.40-15  Crew  accommodations  on  tankships 
and  manned  tank  barges  not  otherwise  pro- 
vided   for — TB/ALL.      All   tankships   and    all 


manned  tank  barges  not  heretofore  provided  for 
shall  have  crew  quarters  and  washing  and  toilet 
facilities  in  keeping  with  the  age,  size,  facilities 
and  service  of  the  vessel,  and  suitable  for  the 
accommodations  and  protection  of  the  crew. 

SUBPART  32.45— ELECTRICAL  INSTALLATIONS 

32.45-1  Requirements  for  tank  vessels  the 
construction  or  conversion  of  which  is  con- 
tracted for  on  or  after  November  19,  1955 — 

TB/ALL.  (a)  Applicat(07i.  The  requirements  of 
this  section  apply  to  all  tank  vessels  contracted  for 
on  or  after  November  19, 1955. 

(b)  Additioiud  requirements.  Additional  re- 
quirements are  contained  in  Subchapter  J  (Elec- 
trical Engineering)  of  this  chapter. 

(c)  (^ahle  loc(ttton.  Where  practicable,  electric 
cable  shall  be  located  well  inboard  from  the  sides, 
preferably  along  or  near  the  center  line,  to  reduce 
the  risk  of  injury  in  the  event  of  collision,  but 
it  shall  be  kept  clear  of  cargo  tank  openings.  Speci- 
fic additional  cable  location  requii-ements  for  cargo 
handling  rooms  and  enclosed  spaces  immediately 
above  or  adjacent  to  cargo  tanks  are  contained 
in  paragraph  (f)  (3)  of  this  section. 

(d)  Portable  equipment.  Illumination  may  be 
obtained  in  any  compartment  by  the  use  of  ap- 
proved explosion-proof,  self-contained,  battery- 
fed  lamps.  Otherwise,  no  portable  electrical  equip- 
ment of  any  type  shall  be  used  in  bulk  cargo  tanks, 
fuel  oil  tanks,  cargo  handling  rooms,  or  enclosed 
spaces  innnediately  above  or  adjacent  to  bulk  cargo 
tanks  unless  all  the  following  conditions  are  met: 

( 1 )  The  compartment  itself  is  gasf  ree. 

(2)  The  compartments  adjacent  and  diagonally 
adjacent  are  either  (i)  gasf  ree,  (ii)  inerted,  (iii) 
filled  with  water,  (iv)  contain  Grade  E  liquid  and 
are  closed  and  secured,  or  (v)  are  spaces  in  which 
flammable  vapors  and  gases  normally  are  not  ex- 
pected to  accumulate ;  and, 

(3)  All  other  compartments  of  the  vessel 
in  which  flammable  vapors  and  gases  normally 
may  be  expected  to  accumulate  are  closed  and 
secured. 

(e)  ExpJoslon-proof  Installations.  AVhere  ex- 
plosion-proof equipment  is  required,  the  equip- 
ment and  installation  thereof  shall  comply  with 
Section  111.60-40  of  Subchapter  J  (Electrical 
Engineering)  of  this  chapter. 

(f)  Installation  requirements  on  tank  vessels 
handling  Grade  A,  Z?,  G^  or  D  liquid  cargo.  The 
requirements  of  this  paragraph  apply  only  to  tank 
vessels  handling  Grade  A,  B,  C,  or  D  liquid  cargo. 

(1)  Equipment  location.  Power  devices,  switch- 
boards, distribution  panels,  switches,  fuses,  and 
other  circuit  internipting  devices  shall  not  be  in- 
stalled in  cargo  handling  rooms  nor  in  enclosed 
spaces  immediately  above  or  adjacent  to  cargo 
tanks.  Storage  batteries  shall  not  be  located  in 
cargo  handling  rooms. 
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(2)  .Lighting.  Lio-hting  in  cargo  handling  rooms 
sliall  be  accomplished  either  through  permanently 
fixed  glass  lenses  fitted  in  the  bulkhead  and/or 
overhead,  or  by  the  use  of  explosion-proof  fixtures 
when  specifically  approved  by  the  Conmiandant. 
For  detailed  requirements  see  Paragraph  111.70- 
10(c)  of  Subchapter  J  (Electrical  Engineering) 
of  this  chapter. 

(3)  Cable.  Through  runs  of  electric  cable,  re- 
gardless of  how  they  may  be  protected,  are 
prohibited  in  cargo  handling  rooms,  except  where 
permitted  by  Section  111.65-3  of  Subchapter  J 
(Electrical  Engineering)  of  this  chapter.  In  any 
enclosed  space  immediately  above  or  adjacent  to 
cargo  tanks  other  than  cargo  handling  rooms, 
through  runs  of  electric  cable  are  permitted. 

(4)  Weather  decl-s.  ilotors,  their  control  equip- 
ment, and  other  electrical  equipment  and  installa- 
tions located  on  or  above  the  weather  decks  within 
10  feet  of  the  cargo  tank  openings,  cargo  handling 
room  doors  or  cargo  handling  room  ventilation 
outlets,  or  cargo  tank  vent  terminations  shall  be 
explosion-proof.  Ex^dosion-proof  equipment  in- 
stalled in  locations  exposed  to  the  weather  shall 
be  watertight  or  shall  be  enclosed  in  watertight 
housings,  or  protected  against  the  entrance  of 
Avater  by  other  approved  means. 

(5)  General  cargo  xpaeea.  General  cargo  spaces 
located  beyond  the  segregation  spaces  of  tank 
vessels  carrying  Grade  A,  B,  G,  or  I)  liciuid  cargo 
i^hall  have  no  special  restricti(ms  in  regard  to 
electrical  installations. 

(g)  Install  at /Oil  requirements  on  vessels  han- 
dling Grade  E  liquid  cargo.  The  requirements  of 
this  pai-agraph  apply  only  to  vessels  handling 
Gi-ade  E  liquid  cargo. 

(1)  Electrical  installations.  There  are  no  i-e- 
.strictions  in  regard  to  the  electrical  installations 
in  cargo  handling  rooms  and  enclosed  spaces  of 
tank  vessels  carrying  only  Grade  E  Tuiuid  cargo, 
except  that  storage  batteries  sliall  not  be  located 
in  cargo  handling  rooms. 

(Ii)  Cargo  yaui^rroom  handling  Grade  A,  B.  C, 
or  I>  liquid  cargo.  (1)  T/ighting  in  cargo  ])um])- 
rooins  handling  (irade  A,  H,  G,  or  I)  liciuid  cargo 
shall  be  ac'-omplislicd  eitliei-  ihrougli  piMiiianciitly 
fixed  glass  lenses  filled  in  the  bulkhead  and/or 
fjverliead,  or  by  (he  use  of  explosion-pioof  fix- 
tures, except  that  e.xplosion-proof  fixtures  may  be 
installed  only  under  certain  conditions.  For  detail 
refjiiireiTieiits  see  I'aragraph  111.70-l()(c)  of  Sub- 
chapter .1  (Klecti'ical  Engineering)  of  this 
cli;i|)ter. 

{■1)  Through  runs  of  elect lic  ciiMe  regardless 
i)[  how  they  niay  be  protected,  are  proliibited, 
except  fliaf  cables  which  aic  a  pail  (d'the  intrinsi- 
cally saf(^  circuitry  of  an  ap|)rov<'(l  installation  are 
S|»<'ci(ically  exempt    from  this  restriction. 

(i)    Weather  tlecIcH  of  tirrtk  vchhcIh  handling 
Grodi    ,1.  //.  C.  or  l>  Hqaid  cargo.  .Motors,  their 


control  equipment,  and  other  electrical  equipment 
and  installations  located  on  or  above  the  weather 
decks  within  10  feet  of  the  cargo  tank  openings, 
cargo  pumproom  doors  or  cargo  pumproom  ven- 
tilation outlets,  or  cargo  tank  vent  terminations 
shall  be  explosion-proof.  Explosion-proof  equip- 
ment installed  in  locations  exposed  to  the  weather 
shall  be  watertight  or  shall  be  enclosed  in  water- 
tight housings,  or  protected  against  the  entrance 
of  water  by  other  ai)proved  means. 

32.45-5  Requirements  for  tank  vessels  the 
construction  or  conversion  of  which  was  started 
on  or  after  November  10.  1936  but  prior  to  No- 
vember 19,  1955— TB/ALL— (a)  Application. 
The  requirements  of  this  section  shall  ap])ly  to 
all  tank  vessels  the  construction  or  convei-sion 
of  which  was  started  on  or  after  November  10, 
193G,  but  prior  to  November  19,  1955. 

(b)  General.  The  electrical  installation  shall 
be  in  accordance  with  this  section,  and  to  the  ex- 
tent that  such  installation  is  not  covered  by  this 
section  it  shall  be  at  least  equivalent  to  the  Com- 
mandant's general  requirements. 

(c)  Existing  arrangements.  Existing  ar- 
rangements, materials,  and  facilities  previously 
approved  will  be  considered  satisfactory  so  long 
as  they  are  maintained  in  good  condition  to  the 
satisfaction  of  the  Officer  in  ('barge.  Marine  In- 
spection. For  detailed  requirements  see  Para- 
graph 111.70-90  (a)  of  Subchapter  J  (Electrical 
Engineering)  of  this  chapter  minor  repairs  and 
minor  alterations  may  be  made  to  the  same  stand- 
ard as  the  original  installation. 

(d)  New  installations.  New  installations  or 
major  re])lacements  shall  meet  the  applicable  re- 
quii'ements  of  Section  32.45-1. 

(e)  Location  of  storage  batteries.  Storage 
batteries  shall  not  be  located  in  cargo  ])umprooms. 
The  space  in  which  they  are  located  shall  be  well 
\entilated  and  tliey  sliall  be  protected  against  me- 
chanical and  electi-ical  injury  including  short  cir- 
cuiting and  overloading.  Battei'ies  shall  be  se- 
cured against  movement,  and  acid  batteries  shall 
be  set  in  lead-lined  trays  at  least  3  inches  deep 
of  at  least  4-pound  sheet  lead. 

(f)  Installations  made  during  the  Unlimited 
National  Emergency.  Klectrical  eciuipment  in- 
stalled dui'ingtlie  Unlimited  National  Emergency 
as  defined  in  Section  110.25  5  of  Subcliaplei'  J 
( Klecti'ical  Kngineei'ing)  of  this  clia])ter  and  not 
complying  with  the  rcfpiirenients  in  this  subchap- 
ter may  be  conliinied  in  servic(>  if  found  to  be 
satisfactory  by  th(^  Gommandant  for  llu^  purpose 
intended. 

(g)  (!argo  pumprooniH  and  enclosed  spaces 
ol  lank  vessels  constructed  on  or  alter  .July  1, 
1951,  but  prior  lo  November  19, 1955 — (1)  Appli- 
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cation.  The  requirenients  of  this  paragraph  shall 
ai)ply  to  cargo  puniproonis  and  enclosed  spaces 
inniiediately  above  the  bulk  cargo  tanks  of  tank 
vessels  carrying  Grade  A,  B,  C  or  D  liquid  cargo, 
the  construction  or  conversion  of  which  vessels 
was  started  on  or  after  July  1,  1951,  but  prior  to 
November  19,  1955.  There  are  no  special  restric- 
tions in  regard  to  the  electrical  installations  in 
cargo  puniprooms  and  enclosed  spaces  of  tank  ves- 
selscarrying  onlv  Grade  E  liquid  cargo. 

(2)  Cable  location.  Through  runs  of  electric 
cable  are  permitted. 

(3)  Equipment.  No  electric  lighting  or  power 
circuit  interrupting  or  power  devices  shall  be  in- 
stalled in  pumprooms.  Enclosed  spaces  immedi- 
ately above  the  bulk  cargo  tanks  shall  contain 
no  electrical  circuit  interrupting  or  power  devices. 

(4)  Lighting.  Lighting  shall  be  etfected  by 
means  of  approved  explosion-proof  or  magazine 
type  lighting  fixtures.  When  the  vessel  is  not 
gas  free  no  portable  lighting  equipment  shall  be 
used  except  approved  explosion-proof,  self-con- 
tained, battery-fed  lamps. 

(h)  General  cargo  spaces  of  tank  vessels 
constructed  on  or  after  July  1,  1951,  but  prior 
to  November  19,  1955  and  carrying  Grade  E 
liquid  cargo  only.  General  cargo  spaces,  regard- 
less of  location,  of  tank  vessels  constructed  on  or 
after  July  1, 1951,  but  prior  to  November  19, 1955, 
and  carrying  Grade  E  liquid  cargo  only,  shall 
have  no  special  restrictions  in  regard  to  electrical 
installations. 

(i)  Cargo  pumprooms  and  enclosed  spaces 
of  tank  vessels  constructed  on  or  after  Novem- 
ber 10,  1936,  but  prior  to  July  1,  1951— (1)  Ap- 
plication. The  requirements  of  this  paragraph 
sliall  apjily  to  cargo  pumprooms  for  Grade  A,  B, 
C  or  D  liquids  and  to  enclosed  spaces  required  to 
segregate  Grade  A,  B,  C  or  D  liquid  cargo  tanks 
from  other  spaces,  all  on  tank  vessels  the  con- 
struction or  conversion  of  which  was  started  on 
or  after  November  10,  1936,  but  prior  to  July  1, 
1951. 

(2)  General.  The  installation  covering  the 
cable,  cable  fittings  and  method  of  making  wiring 
connections,  lighting  fixtures,  and  motors  shall 
comply  with  the  requirements  of  Paragraph 
111.70-90  (d)  of  Subchapter  J  (Electrical  En- 
gineering) of  this  chapter. 

(3)  Ventilation.  The  motor-driven  ventila- 
tion system  for  the  cargo  pump  motor  when  lo- 
cated in  the  pumproom  is  to  be  so  interlocked  that 
the  pump  motor  cannot  be  started  prior  to  a  cir- 
culation of  air-  The  air  ducts  are  to  lead  to  and 
from  tlie  atmosphere  outside  the  pumproom  and 
aie  to  terminate  not  less  than  3  feet  above  the  deck 
and  not  less  than  6  feet  from  any  cargo  tank  vent. 
(See  Section  32.60-20.) 

32.45-10  Requirements  for  tank  vessels  the 
construction  or  conversion  of  which  w  as  started 


prior  to  November  10, 1936— TB/ ALL— (a)  Ap- 
plication. The  requirements  of  this  section  shall 
apply  to  all  tank  vessels  the  construction  or  con- 
version of  which  was  started  prior  to  November 
10,  1936. 

(b)  General.  The  electrical  installation  shall 
be  maintained  in  a  safe  and  in  a  good  mechanical 
condition,  and  shall  comply  with  the  regulations 
in  effect  when  the  vessel  was  built,  or  to  the  re- 
quirements of  a  recognized  classification  society. 
Any  major  change  in  the  electrical  installation  or 
any  conversion  shall  comply  with  the  requirements 
of  this  subpart  applicable  to  new  vessels. 

(c)  Pumprooms  and  enclosed  spaces  of  tank 
vessels  handling  Grade  A,  B,  C  or  D  liquid 
cargo.  The  electrical  installation  in  the  pump- 
rooms  and  enclosed  spaces  inmiediately  adjoining 
cargo  tanks  (except  in  pump  enginerooms  as  pro- 
vided in  Section  32.70-20)  of  tank  vessels  han- 
dling Grade  A,  B,  C  or  D  liquid  cargo  shall  be 
made  to  comply  with  Paragraphs  32.45-1  (b)  and 
(c),  32.45-5  (b)  and  (g)  and  sections  111.65-1, 
111.55-15  and  111.60-5  of  Subchapter  J  (Electrical 
Engineering)  all  of  this  chapter,  to  the  extent  that 
the  changes  are,  in  the  opinion  of  the  Officer  in 
Charge,  Marine  Inspection,  necessary  in  the  in- 
terest of  safety. 

SUBPART   32.50— PUMPS,  PIPING,  AND  HOSE   FOR 
CARGO  HANDLING 

32.50-1  Cargo  pumps  for  tank  vessels  con- 
structed on  or  after  November  10,  1936— TB/ 

ALL.  On  all  tank  vessels,  the  construction  or 
conversion  of  which  is  started  on  or  after  Novem- 
ber 10, 1936,  the  cargo  pumps  shall  be  designed  and 
installed  to  minimize  the  danger  of  sparking. 
Special  care  shall  be  exercised  in  the  design  of 
packing  spaces  in  order  to  secure  ample  depth  and 
accessibility  of  glands.  Where  cargo  pump  shafts 
pierce  gastight  bulkheads,  stuffing  boxes  with 
readily  accessible  gastight  glands  shall  be  pro- 
vided. 

32.50-3  Cargo  discharge— TB/ALL.  (a) 
Pumps  or  other  acceptable  means  shall  be  used  to 
discliarge  cargo  from  gravity  type  cargo  tanks 
vented  at  gauge  pressures  of  4  pounds  per  square 
inch  or  less. 

(b)  The  use  of  compressed  air  as  the  primary 
means  of  discharging  cargo  from  such  tanks  is 
prohibited. 

32.50-5  Cargo  pump  fittings  and  controls  on 
tank  vessels  constructed  on  or  after  November 
10,  1936— TB/ALL.  (a)  On  all  tank  vessels,  the 
construction  or  conversion  of  which  is  started  on 
or  after  November  10, 1936,  where  a  cargo  pump  is 
ca])able  of  developing  a  pressure  exceeding  125 
pounds  at  the  pump  under  shutoif  head  conditions 
(based  on  water),  a  suitable  relief  valve  shall  be 
installed  between  the  pump  and  shutoff  valve  in 
the  cargo  pump  discharge  and  piped  back  into  the 
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suction.  The  relief  valve  setting  shall  not  exceed 
the  pressure  for  which  the  piping  system  is 
designed. 

(b)  A  pressure  gage  sliall  be  installed  for  each 
puni])  discharge,  and  it  shall  be  located  at  a  point 
visible  with  i-espect  to  the  pump  controls. 

32.50-10  Cargo  pumps  on  tank  vessels  with 
independent  cargo  tanks  which  were  con- 
structed prior  to  November  10, 1936— TB/ALL. 
(a)  Cargo  pumps  on  tank  vessels,  the  construction 
or  conversion  of  which  was  started  prior  to  No- 
vember 10,  1936,  may  be  located  in  a  hold  space 
containing  independent  cargo  tanks  or  on  deck. 
If  the  pump  driving  unit  is  of  the  type  permitted 
in  cargo  pumprooms,  it  also  may  be  located  in  tlie 
hold  space.  If  other  types  of  driving  units  are 
used,  they  shall  be  located  on  deck  or  in  an  engine 
compartment.  If  the  pump  drive  shaft  passes 
through  decks  or  bulkheads  into  a  hold  space  or 
pumproom,  it  shall  be  provided  with  suitable 
stuffing  boxes  at  such  points. 

32.50-15  Cargo  piping  on  tank  vessels  con- 
structed on  or  after  July  1,  1951— TB/ALL. 
(a)  On  all  tank  vessels,  the  construction  or  con- 
version of  which  is  started  on  or  after  July  1, 1951, 
the  cargo  piping  shall  be : 

(1)  A  fixed  cargo  piping  system  shall  be  in- 
stalled on  a  tank  vessel  carrying  Grade  A,  B,  or  C 
cargo.  The  piping  shall  be  arranged  so  as  to  avoid 
excessive  stresses  at  the  joints.  For  sizes  exceed- 
ing 2  inches  in  diameter,  flanged,  welded,  or  other 
approved  types  of  joints  shall  be  employed.  Pack- 
ing material  shall  be  suitable  for  the  cargo  carried. 
Connections  at  bulkheads  shall  be  made  so  that 
tlie  plating  does  not  form  j^art  of  a  flanged  joint. 
Piping  may  be  cari'ied  through  bunker  spaces  and 
deep  tanks  provided  it  is  run  thiough  a  pipe  tun- 
nel. Tlie  tunnel  may  be  omitted  where  the  pipe 
is  extra  heavy,  all  joints  are  welded,  and  bends 
are  installed  to  piovide  for  expansion  and  con- 
traction. 

(2)  Cargo  piping,  whei-e  installed  in  tank  ves- 
sels carrying  Grade  D  or  10  cargo  only,  shall 
conform  wifli  the  i'('(|uirements  contained  in  Sub- 
paiiigraph  (1)  of  this  paiagiaph. 

( '.',)  ( 'aigo  piping  slnili  not  ))ass  through  spaces 
containing  inacliiiKuy  where  sources  of  va|)or-  igni- 
lion  are  normally  present:  Proiudi'd .  That,  in 
f^pecial  cases  the  Commandant  may  permit  the 
i)ij»ing  to  pass  through  such  spaces  if  (Jrade  E 
lif|ui(ls  oidy  are  involved. 

(\))  \'alve  opeiating  rods  in  cai-go  tanks  shall 
be  solid,  except  that  tank  barges  having  |)liig  cocks 
irisi<le  the  cargo  tanks  may  have  operating  rods 
of  extra  heavy  pipe  with  t  he  annular  space  hct  ween 
the  hibiicani  tiilje  and  the  pipf"  wall  sealed  with  a 
jionsoliihle  material  tf>  pi<-\cnl  penetration  of  \\w. 
cargo.  \'alvc  oix-rating  rods  shall  be  of  ample. 
size,  well  guided  and  siippoiled,  and  attached  to 
the  valve  stems  in  a  manner  so  as  fo  prevent  the 
operating  rods  from   working  loose.     Wheic  the 


operating  rods  pass  through  a  deck,  gastight  stuf- 
fing boxes  shall  be  fitted.  The  leads  of  operating 
rods  shall  be  as  direct  as  possible.  Valves  shall  be 
of  suitable  design  for  the  intended  service. 

(c)  All  cargo  loading  and  discharge  hose  con- 
nections shall  be  fitted  with  valves  or  blind  flariges. 

32.50-20  Cargo  piping  for  tank  vessels  con- 
structed between  November  10,  1936,  and  July 
1,  1951— TB/ALL.  (a)  On  tank  vessels,  the  con- 
struction or  conversion  of  which  is  started  on  or 
after  November  10, 1936,  and  prior  to  July  1, 1951, 
the  piping  shall  be  arranged  so  as  to  avoid  exces- 
sive stresses  at  the  joints.  For  sizes  exceeding  2 
inches  in  diameter,  flanged,  welded,  or  other  ap- 
proved types  of  joints  shall  be  employed.  Pack- 
ing material  shall  be  suitable  for  the  cargo  car- 
ried. Connections  at  bulkheads  shall  be  made  so 
that  the  plating  does  not  form  part  of  a  flanged 
joint.  Piping  may  be  carried  through  bunker 
spaces  and  deep  tanks  provided  it  is  run  through 
a  pipe  tunnel.  The  tunnel  may  be  omitted  where 
the  pipe  is  extra  heavy,  all  joints  are  welded,  and 
bends  are  installed  to  provide  for  expansion  and 
contraction. 

(b)  Cargo  piping  shall  not  pass  through  spaces 
containing  machinery  where  sources  of  vapor  igni- 
tion are  normally  present:  Provided^  That  in 
special  cases  the  Commandant  may  permit  the  pip- 
ing to  pass  through  such  spaces  if  Grade  E  liquids 
only  are  involved. 

(c)  Valve  operating  rods  in  the  cargo  tanks 
shall  be  solid  and  of  ample  size,  well  guided  and 
supported,  and  attached  to  the  valve  stems  in  a 
manner  to  guard  against  their  working  loose. 
Where  such  valve  rods  pass  through  the  deck,  gas- 
tight  stuffing  boxes  shall  be  fitted.  The  leads  of 
valve  rods  shall  be  as  direct  as  possible.  All 
valves  and  fittings  shall  be  of  material,  design,  and 
manufacture  for  the  intended  service  on  the  cargo 
system  ;  either  rising  or  nonrising  stem  valves  may 
be  used. 

32.50-25  Cargo  pumps  and  piping  on  tank 
vessels  constructed  prior  to  November  10, 1936 — 
TB/ALL.  On  tank  vessels,  the  construction 
or  convei'sion  of  which  was  stalled  prior  to  No- 
vemlier  10,  \%\^)^  cargo  ])unips  and  j)ipiiig  which  do 
not  fully  comply  with  the  regulations  in  this  sub- 
chapter shall  be  made  as  nearly  equal  to  the  re- 
(luirements  for  tank  vessels  constructed  between 
November  10,  1936,  and  July  1,  19.51,  as  is  necessary 
in  the  interest  of  safety,  (\irgo  pipe  lines  may 
pass  (hrough  cargo  pump  engine  compartments 
|)rovided  no  cargo  vahcs  are  located  tiierein. 

.32.50-30  Cargo  hose— TB/ALL.  (^argo  hose, 
when  carried  on  tank  vessels,  shall  be  of  a  griule 
suitable  foi'  oil  service,  and  shall  be  designed  to 
withstand  the  pressure  of  the  shnlolf  head  of  the 
caigo  pnnip  or  pump  relief  valve  setting,  less 
static  head,  hut  in  no  case  less  than  100  pounds 
per  square;  inch. 
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32.50—35  Remote  manual  shutdown  for  in- 
ternal combustion  engine  driven  cargo  pump  on 
tank  vessels — TB/ALL.  (a)  Any  tank  vessel 
which  is  equipped  with  an  internal  combustion  en- 
gine driven  cargo  pump  on  tlie  weather  deck  shall 
be  provided  with  a  minimum  of  one  remote  manual 
shutdown  station,  conspicuously  marked,  and  lo- 
cated at  the  midpoint  of  such  vessel,  or  100  feet 
from  the  engine,  whiche\er  is  the  more  practical. 
The  remote  quick  acting  manual  shutdown  shall  be 
installed  on  the  engine  so  as  to  provide  a  quick  and 
effective  means  of  stopping  the  engine  (such  as  by 
cutting  otf  the  intake  air) . 

(b)  This  regulation  applies  to  all  installations 
of  this  tj'pe  on  tank  \essels,  but  for  sucli  installa- 
tions now  on  existing  tankships  at  the  date  of  next 
biennial  insjiection  or  October  1,  1963,  whichever 
occurs  later. 

SUBPART  32,52— BILGE  SYSTEMS 

32.52-1  Bilge  pumps  on  tank  vessels  con- 
structed or  converted  on  or  after  November  19, 
19.52 — TB/ALL.  The  number  and  arrangement 
of  bilge  pumps  on  each  tank  vessel  shall  conform 
to  the  requirements  of  Subchapter  F  (Marine  En- 
gineering) of  this  chapter,  except  as  hereinafter 
provided  in  this  subpart. 

32.52-5  Bilge  piping  for  pumprooms  and 
adjacent  cofferdams  on  tank  vessels  con- 
structed or  converted  on  or  after  November  19, 
1952— TB/ALL.  (a)  Provisions  shall  be  made 
for  removing  drainage  from  the  pumproom  bilges 
and  adjacent  cofferdams.  A  separate  bilge  pump, 
ejector,  or  bilge  suction  from  a  cargo  pump  or 
cargo  stripping  pump  may  be  provided  for  this 
purpose.  The  bilge  pump  shall  not  be  located  in 
nor  shall  the  piping  pass  through  spaces  contain- 
ing machinery  where  sources  of  vapor  ignition  are 
normally  present. 

(b)  AVhere  a  bilge  suction  is  provided  from  a 
cargo  or  stripping  pump,  a  stop-check  valve  shall 
be  fitted  in  the  suction  branch,  and  an  additional 
.stop  valve  shall  be  fitted  also  if  the  bilge  suction 
branch  can  be  subjected  to  a  head  of  oil  from  the 
filling  line. 

(c)  Means  shall  be  provided  for  controlling  the 
cargo  or  pumproom  bilge  pumps  and  their  suc- 
tions or  discharges  in  order  that  a  flooded  pump- 
room  may  be  i:)umped  out.  Suitable  portable  or 
manually  operated  pumps  may  be  accepted  as  com- 
plying with  this  provision,  or  alternatively,  the 
pump  controls  shall  be  arranged  so  that  they  are 
operable  from  inside  the  pumproom  and  either 
from  an  accessible  position  outside  the  pump- 
room,  or  from  the  pumproom  casing  above  the 
freeboard  deck. 

32.52-10  Bilge  pumps  and  piping  on  tank 
vessels  constructed  or  converted  prior  to  No- 
vember 19,  1952— TB/ALL.  (a)  On  tank  ves- 
sels, the  construction  or  conversion  of  which  was 


started  prior  to  November  19,  1952,  bilge  pumps 
and  piping  which  do  not  fully  comply  with  the 
regulations  of  this  subchapter  shall  be  made  as 
nearly  equal  to  the  requirements  for  tank  vessels 
constructed  on  or  after  November  19,  1952,  as  is 
necessary  in  the  interest  of  safety. 

(b)  Bilge  suctions  from  hold  spaces  containing 
independent  cargo  tanks  may  be  connected  to  cargo 
pumps  or  stripping  pumps,  provided  the  in- 
stallation complies  with  the  requirements  of 
Paragraph  32.52-5  (b). 

SUBPART  32.55— VENTILATION  AND  VENTING 

32.55-1  Ventilation  of  tank  vessels  con- 
structed on  or  after  July  1,  1951— TB/ALL. 

(a)  On  all  tank  vessels,  the  construction  or  con- 
version of  which  is  started  on  or  after  July  1,  1951, 
all  enclosed  parts  of  the  vessel,  other  than  cargo, 
fuel  and  water  tanks,  cofferdams  and  void  spaces, 
shall  be  provided  with  efficient  means  of  ventila- 
tion. 

(b)  Compartments  containing  machinery  where 
sources  of  vapor  ignition  are  normally  present 
shall  be  ventilated  in  such  a  way  as  to  remove 
vapors  from  points  near  the  floor  level  or  the 
bilges.  Effective  steam  or  air  actuated  gas  ejec- 
tors, blowers  or  ventilators  fitted  with  heads  for 
natural  ventilation,  with  at  least  one  duct  extend- 
ing to  immediately  below^  the  floorplates  will  be 
approved  for  this  purpose.  Machinery  spaces 
below  the  freeboard  deck,  in  which  fuels  with 
flashpoint  of  110°  F.  or  lower  are  used,  shall  be 
equipped  with  powder  ventilation.  (See  Section 
32.60-20  for  other  requirements  concerning  piunp- 
rooms.) 

32.55-5  Ventilation  of  tank  vessels  con- 
structed between  November  10,  1936,  and  July 
1, 1951— TB/ALL.  (a)  On  tank  vessels,  the  con- 
struction or  conversion  of  which  was  started  on 
or  after  November  10,  1936,  and  prior  to  July  1, 
1951,  all  enclosed  parts  of  the  vessel,  other  than 
cargo,  fuel,  and  water  tanks  and  cofferdams,  shall 
be  provided  with  efficient  means  of  ventilation. 

(b)  Pumprooms  and  compartments  containing 
machinery  where  sources  of  vapor  ignition  are 
normally  present  shall  be  ventilated  in  such  a  way 
as  to  remove  vapors  from  points  near  the  floor  level 
or  the  bilges.  Effective  steam  or  air  actuated  gas 
ejectors  or  blowers  or  ventilators  fitted  with  heads 
for  natural  ventilation,  will  be  approved  for  this 
purpose.  (See  Section  32.65-20  for  other  require- 
ments concerning  pumprooms.) 

32.55-10  Ventilation  of  tank  vessels  con- 
tracted prior  to  November  10,  1936— TB/ALL. 
Ventilation  of  tank  vessels,  the  construction  or 
conversion  of  which  was  started  prior  to  Novem- 
ber 10,  1936,  shall  be  equal  to  the  requirements  of 
tank  vessels  constructecl  before  July  1, 1951,  w^here 
the  changes  are,  in  the  opinion  of  the  Officer  in 
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Charge,  Marine  Inspection,  necessary  in  the  in- 
terest of  safety. 
32.55-15    Ventilation  for  hold  spaces— TB/ 

ALL.  Hold  spaces  containing  independent  cargo 
tanks  shall  be  considered  to  be  equivalent  to  cargo 
pumprooms  and  shall  be  ventilated  and  safe- 
guarded as  such. 

32.55-20  Venting  of  cargo  tanks  of  tank- 
ships  constructed  on  or  after  July  1,  1951 — 
T/ALL — (a)  Venting  required.  ( 1 )  On  all  tank- 
shijDS,  the  construction  or  conversion  of  which  is 
started  on  or  after  July  1,  1951,  each  cargo  tank 
shall  be  equipped  with  a  vent.  The  diameter  of 
a  vent  shall  be  not  less  than  2i^  inches. 

(2)  In  any  case  where  a  venting  system  is  re- 
quired for  a  particular  grade  of  liquid,  the  venting 
system  permitted  for  a  higher  grade  of  liquid  may 
be  used  instead. 

(b)  Grade  A  liquids.  (1)  Cargo  tanks  in 
which  Grade  A  liquids  are  to  be  transported  shall 
be  fitted  with  a  venting  system  consisting  of  a 
branch  vent  line  from  each  cargo  tank  connected 
to  a  vent  header  which  shall  extend  to  a  height 
above  the  weather  deck  equal  to  at  least  one-third 
the  beam  of  the  vessel  and  shall  terminate  at  a 
comparable  distance  fx'om  any  other  living  or 
working  space,  ventilator  inlet,  or  source  of  igni- 
tion. When  special  conditions  will  prevent  the 
vent  line  or  header  outlets  being  permanently 
installed  at  a  height  above  the  deck  of  one-third 
the  beam  of  the  vessel,  then  an  adjustable  system 
shall  be  provided  which,  when  extended  vertically, 
shall  be  capable  of  reaching  a  height  of  one-third 
the  beam  of  the  vessel. 

(2)  A  weather  hood  may  be  installed  at  the 
vent  outlet  providing  it  is  of  such  design  as  not 
to  direct  the  flow  of  vapor  below  the  horizontal. 

('■])  The  branch  vent  lines  .shall  consist  of 
either: 

(i)  I*ipe  with  no  valves  or  other  hindrances  to 
a  free  flow  of  gas ;  or, 

(ii)  Piping  fitted  with  a  pressui'e  vacuum  relief 
valve,  provitied  means  are  supplied  foi-  lelieving 
all  intei'iiiil  pre.ssiire  on  cargo  tanks  by  fitting  the 
valv(!  with  a  jjositive  means  I'oi'  opening  its  pi-es- 
snre  valve  to  allow  free  pa.ssage  of  gases  through 
t!ie  braiK-Ii  vent  line  or  by  the  installation  of  a 
byf)afis  fitted  with  a  inannally  operated  stf)p  valve. 

(4)  The  vent  header  shall  be  (ilted  with  a  flame 
arrester  or  pre.ssure  vacuum  relief  valve.  If  a 
pressure  vacinini  relief  valve  is  used  in  the  hcadei-, 
means  shall  be  providctj  (Vd-  relieving  all  internal 
pressure  on  caigo  tnnks  by  fitting  the  valve  with 
a  positive  means  foi'  opening  its  pressure  valve  to 
allow  free  passsigc  of  gases  through  (he  header 
or  by  the  installatif>n  of  a  byj)ass  fitted  with  a 
n)!innally  of)erate(l  stoj)  valve.  A  suitable  means 
of  reli«'ving  pressure  shall  be  fitted  in  the 
header  in  ordr-r  to  f)revent  excess  pressure  being 
built  up  in  the  tanks,  in  (he  event  of  overfilling 


of  the  latter.  The  vent  header  system  shall  be 
provided  with  suitable  connections  for  flushing 
and  draining.  The  vent  header  system  shall  be 
of  sufficient  capacity  as  to  be  able  to  carry  off  all 
displaced  air  and  vapors  during  loading  of  the 
cargo  tanks  without  opening  of  ullage  plates,  cargo 
hatches,  etc.  See  Section  32.20-20  for  liquid  level 
gaging  requirements. 

(c)  Grade  B  or  C  liquids.  Cargo  tanks  in 
which  Grade  B  or  C  liquids  are  to  be  transported 
shall  be  fitted  with  either  individual  pressure- 
vacuum  relief  valves  which  shall  extend  to  a  rea- 
sonable height  above  the  weather  deck  or  shall 
be  fitted  with  a  venting  system  consisting  of 
branch  vent  lines  connected  to  a  vent  header  which 
shall  extend  to  a  reasonable  height  above  the 
weather  deck  and  be  fitted  with  a  flame  arrester  or 
a  pressure-vacuum  relief  valve.  The  vent  header 
system,  if  fitted,  shall  be  provided  with  suitable 
connections  for  flushing  and  draining,  and  if  de- 
sired, stop  valves  may  be  i^laced  in  the  individual 
branch  vent  lines  provided  that  each  stop  valve 
is  bypassed  by  a  pressure-vacuum  relief  valve. 

(d)  Grade  D  or  E  liquids.  Cargo  tanks  in 
which  Grade  I)  or  E  liquids  only  are  to  be  trans- 
ported shall  be  fitted  with  gooseneck  vents  and 
flame  screens. 

32.55-25  Venting  of  cargo  tanks  of  tank 
barges  constructed  on  or  after  July  1,  1951 — 
B/ALL — (a)  Venting  required.  (1)  On  all 
tank  barges,  the  construction  or  conversion  of 
which  is  started  on  or  after  July  1,  1951,  each 
cargo  tank  shall  be  equipped  with  a  vent.  The 
diameter  of  a  vent  shall  be  not  less  than  21/^ 
inches. 

(2)  In  any  case  where  a  venting  system  is  re- 
quired for  a  particular  grade  of  liquid,  the  venting 
system  permitted  for  a  higher  grade  of  liquid  may 
be  used  instead. 

(b)  Grade  A,  B,  or  C  liquids.  Cargo  tanks  in 
which  Grade  A,  B,  or  C  liquids  are  to  be  ti-ans- 
ported  shall  be  fitted  with  either  individual  pres- 
sure-vacuum relief  valves  which  shall  extend  to 
a  reasonable  height  above  the  weather  deck  or  shall 
be  fitted  with  a  venting  system  consisting  of 
bi'anch  vent  lines  comiected  to  a  vent  header  which 
shall  exteiul  to  a  reasonable  height  above  the 
weathei'  deck  and  be  (ilted  with  a  pr(>ssure-va<'uuiii 
I'elief  valve.  The  vent  header  system,  if  litled, 
shall  be  pi'ovided  with  suitable  comu'ctions  for 
flushing  ;ind  diaining,  and  if  desired,  stop  valves 
may  be  placed  in  the  individual  branch  vent  lines: 
/'ror/r/f^l^  That  each  such  stop  valve  is  bypassed 
by  a  pressni-e-vacuum  relief  valve. 

(c)  Grade  I)  or  E  liciuids.  Cargo  (anks  in 
which  Griidc  I)  oi'  I']  licpiids  only  are  (o  be  (riins- 
])or(ed  shall  be  li((e(l  with  gooseneck  \('n(s  und 
flame  screens. 

32.5.5-30  Venting  of  cargo  Ijinks  of  lank  ves- 
.sets  constructed   between  Noveml)er  10,   HKJO, 
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and  July  1,  1951— TB/ALL— (a)  Venting  re- 
quired. On  all  tank  vessels,  the  construction  or 
alteration  of  which  is  started  on  or  after  Novem- 
ber 10,  193G,  and  prior  to  July  1,  1951,  each  cargo 
tank  shall  be  equipped  with  a  vent.  The  details 
of  the  ventino-  system  shall  meet  the  requirements 
of  this  section,  or  alternatively,  the  requirements 
of  either  Section  32.55-20  or  Section  32.55-25,  as 
applicable,  shall  be  met. 

(b)  Grade  A  liquids.  (1)  Cargo  tanks  in 
which  Grade  A  liquids  are  to  be  transported  shall 
be  fitted  with  a  venting  system  coiisisting  of 
branch  vent  line  from  each  cargo  tank  connected 
to  a  A'ent  header  which  shall  extend  to  a  reasonable 
height  above  the  weather  deck  and  be  fitted  with  a 
flame  arrester  or  pi-essure-vacuum  relief  valve. 
Each  branch  vent  line  nuiy  be  provided  with  a 
manually  operated  control  valve,  provided  it  is 
bypassed  with  a  pressure-vacuum  relief  valve  or 
each  cargo  tank  to  which  such  a  branch  vent  line 
is  connected  is  fitted  with  an  independent  pressure- 
vacuum  relief  valve.  The  vent  header  system 
shall  be  provided  with  suitable  connections  for 
flushing  and  draining. 

(2)  In  barges  with  independent  tanks  carrying 
Grade  A  liquids,  separate  discharge  pipes  may  be 
fitted  to  each  pressure-vacuum  relief  valve,  or  the 
pressure-vacuum  relief  valve  may  be  elevated,  so 
that  in  either  case  the  discharge  from  such  valve 
will  not  be  less  than  7  feet  above  the  deck  where 
practicable. 

(c)  Grade  B  or  C  liquids.  Cargo  tanks  in 
which  Grade  B  or  C  liquids  are  to  be  transpoi-ted 
shall  be  fitted  with  individual  pressure-vacuum 
relief  valves  or  shall  be  fitted  with  a  venting  system 
consisting  of  branch  vent  lines  connected  to  a  vent 
header  which  shall  extend  to  a  reasonable  height 
above  the  weather  deck  and  be  fitted  with  a  flame 
arrester  or  a  pressure-vacuum  relief  valve. 

(d)  Grade  D  or  E  liquids.  Cargo  tanks  in 
which  Grade  D  or  E  liquids  only  ai-e  to  be  trans- 
ported shall  be  fitted  with  gooseneck  vents  and 
flame  screens  unless  such  tanks  are  vented  by  pres- 
sure-vacuum relief  valves  or  a  venting  system  of 
branch  vent  lines  and  a  vent  header. 

32.55-35  Venting  of  cargo  tanks  on  tank  ves- 
sels constructed  prior  to  November  10,  1936 — 
TB/ALL.  The  venting  of  cargo  tanks  of  tank 
vessels,  the  construction  or  alteration  of  which  was 
started  prior  to  November  10,  1936,  shall  be  made 
to  equal  the  requirements  of  tank  vessels  con- 
structed before  July  1,  1951,  where  the  changes 
are,  in  the  opinion  of  the  Officer  in  Charge,  Marine 
Inspection,  necessary  in  the  interests  of  safety : 
Provided,  That  on  such  vessels  carrying  Grade  A 
cargo  the  requirements  in  Paragraph  32.55-30  (b) 
shall  be  met. 

32.55-40  Venting  of  cargo  tanks  fitted  with 
inert-gas  system — TB/ALL.  A  tank  vessel 
equipi)ed  with  an  approved  system  for  maintain- 
ing all   cargo  tank  vapor  spaces  nonflanmiablo 


shall  be  accepted  in  lieu  of  the  requirements  of 
Sections  32.55-20,  32.55-25,  32.55-30  or  32.55-35. 

32.55-45  Venting  of  cofferdams  and  void 
spaces  of  tank  vessels  constructed  on  or  after 
November  10,  1936— TB/ALL,  (a)  Except  as 
provided  in  paragraph  (b)  of  this  section,  on  all 
tank  vessels,  the  construction  or  conversion  of 
which  was  started  on  or  after  November  10,  1936, 
cofferdams  and  void  spaces  shall  be  provided  with 
gooseneck  vents  fitted  with  a  flame  screen  or  pres- 
sure-A'acuum  relief  valv-es.  The  diameter  of  a  vent 
shall  be  not  less  than  2i/^  inches. 

(b)  On  unmanned  tank  barges  not  fitted  with 
fixed  bilge  systems  in  the  cofferdams  and  void 
spaces,  vents  for  cofferdams  and  void  spaces  will 
not  be  required. 

SUBPART  32.57— STRUCTURAL  FIRE  PROTECTION 
FOR  TANK  VESSELS  CONTRACTED  FOR  ON  OR 
AFTER  JANUARY  1,  1963 

32.57-1    Application  —  TB/ALL.     (a)     The 

provisions  of  this  subpart  shall  apply  to  all  tank 
vessels  contracted  for  on  or  after  January  1,  1963. 
32.57-5  Definitions  — TB/ALL.  (a)  Stand- 
ard -jire  test.  A  "standard  fire  test"  is  one  which 
develops  in  the  test  furnace  a  series  of  time  tem- 
perature relationships  as  follows: 

5  minutes— 1,000°  F. 
10  minutes— 1,300°  F. 
30  minutes— 1,.j50°  F. 
60  minutes — 1,700°  F. 

(b)  "A"  Class  divisions.  Bulkheads  or  decks 
of  the  "A"  Class  shall  be  composed  of  steel  or 
equivalent  metal  construction,  suitably  stiffened 
and  made  intact  with  the  main  structure  of  the 
vessel;  such  as  shell,  structural  bulkheads,  and 
decks.  They  shall  be  so  constructed,  that  if  sub- 
jected to  the  standard  fire  test,  they  woiild  be  capa- 
ble of  preventing  the  passage  of  flame  and  smoke 
for  one  hour. 

(c)  ''B'' Class  bulkheads.  Bulkheads  of  the  "B" 
Class  shall  be  constructed  with  approved  incom- 
bustible materials  and  made  intact  from  deck  to 
deck  and  to  shell  or  other  boundaries.  They  shall 
be  so  constructed  that,  if  subjected  to  the  standard 
fire  test,  they  would  be  capable  of  preventing  the 
passage  of  flame  and  smoke  for  one  half  hour. 

(d)  ''6'"  Class  divisions.  Bulkheads  or  decks  of 
the  "C"  Class  shall  be  constructed  of  approved  in- 
combustible materials,  but  need  meet  no  require- 
ments relative  to  the  passage  of  flame. 

(e)  Steel.  Where  the  term  "steel  or  other  equiv- 
alent metal''  is  used  in  this  subpart,  it  is  intended 
to  require  a  material  which,  by  itself  or  due  to 
insulation  provided,  has  structural  and  integrity 
qualities  equivalent  to  steel  at  the  end  of  the  ap- 
plicable fire  exposure. 

(f)  Approved  material.  Where  in  this  subpart 
approved  materials  are  required,  they  refer  to  ma- 
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terials  approved  under  the  applicable  subparts  of  the  requirements  for  an  approved  deck  covering 

Subchapter  Q  (Specifications)  of  this  chapter,  as  may  be  used  in  thicknesses  not  exceeding-  %  of  an 

follows :  inch. 

Deck  Coverings                    _             -       164.006  (7)   Ceilings,  linings,  and  insulation,  including 

structural  Insulations          164.  007  P^P^  ^^^^^  d"Ct  laggms,  shall  be  of  approved  mcom- 

Bulkl.ead  Panels 164.  008  bustible  material. 

incomi,ustihie  Materials 164.009  .    (.8)   Any  sheathnig,  furrmg  or  holdmg  pieces 

Interior  Fini.^hes 164. 012  incidental  to  the  securing  of  any  bulkhead,  ceiling, 

lining,  or  insulation  shall  be  of  approved  incom- 

(g)   'SYa/r^'ciM'ey.  A  stairtower  is  a  stairway  which  bustible  materials, 

penetrates  more  than  a  single  deck  within  the  same  (9)   Bulkheads,'  linings  and  ceilings  may  have 

enclosure.  a,  combustible  veneer  within  a  room  not  to  exceed 

32.57-10     Construction— TB/ALL.     (a)    The  2/^^  of  an  inch  in  thickness.  However,  combustible 

hull,  superstructure,  structural  bulkheads,  decks,  veneers,  trim,  decorations,  etc.,  shall  not  be  used 

and  deckhouses  shall  be  constructed  of  steel.    Al-  i^  corridors  or  hidden  spaces.  This  is  not  intended 

ternately,  the  Commandant  may  permit  the  use  of  to  preclude  the  use  of  an  appro\-ed  interior  finish 

other  suitable  material  m  special  cases,  having  m  or  a  reasonable  number  of  coats  of  paint, 

mind  the  risk  of  fire.  (e)   Wood  hatch  covers  may  be  used  l)etween 

(b)  Bulkheads  of  galleys,  pamt  and  lamp  lock-  cargo  spaces  or  between  stores  spaces.  Hatch  cov- 
ers,^ and  emergency  generator  rooms  shall  be  of  grs  in  other  locations  shall  be  of  steel  or  equivalent 
'*A    Class  construction.  metal  construction.     Tonnage  openings  shall  be 

(c)  The  boundai-y  bulkheads  and  decks  sepa-  closed  by  means  of  steel  plates  or  equivalent  metal 
rating  the  accommodations  and  control  stations  construction. 

from  cargo,  and  machinery  spaces  and  from  gal-  (f )   Nitrocellulose  or  other  highly  flammable 

leys,  mam   pantries  and   storerooms   other  than  or  noxious  fume-producing  paints  or  lacquers  shall 

small  service  lockers  shall  be  of  "A"  Class  con-  not  be  used, 
struction. 

(d)  Within  the  accommodation  and  service  SUBPART  32.60— HULL  REQUIREMENTS  FOR  TANK 
areas  (i.e..  Galleys,  main  pantries  and  storerooms  VESSELS  CONSTRUCTED  ON  OR  AFTER  JULY  1, 
other  than  small  service  lockers)    the  following  1951 

conditions  shall  applv:  „r. /.«  ..     o,         i-               ^     •   . 

( 1 )  Corridor  bulkheads  in  accommodation  areas  32.60-1  Scantlings,  material,  and  workman- 
shall  l)e  of  "A"  or  "B"  Class  intact  from  deck  to  ship— TB/ALL.  (a)  All  tank  vessels,  the  con- 
deck.  Stateroom  doors  in  such  bulkheads  may  struction  or  conversion  of  which  is  started  on  or 
have  a  louver  in  the  lower  half.  '^f^^r  July  1,  1951,  shall  conform  to  the  require- 

(2)  Stairtowers,  elevator,  dumbwaiter,  and  ments  in  this  subpart  in  construction  of  hulls.  The 
other  trunks  shall  1,'e  of  "A"  Class  construction.  li"l^  ^'^^^  deckhouses  shall  be  of  steel  or  iron  con- 

(3)  Bulkheads  not  already  specified  to  be  of  struction  except  that  the  pilothouse  and  decks  over 
"A"  or  "B"  Class  construction  may  be  of  "A",  quarters  may  be  constructed  of  wood.  Scantlings, 
"B"   or  "C"  Class  construction.  material,  and  workmansliip,  subdivision  of  cargo 

(4)  The  integrity  of  any  deck  in  way  of  a  stair-  spaces,  lifting  of  collerdams,  and  te,sting  of  tanks 
way  ojjening,  other  than  a  staii-tower,  shall  be  s'l'iH  ^^e  at  least  equivalent  to  the  requirements  of 
maintained  by  means  of  "A"  or  "B''  Class  bulk-  the  American  Bureau  of  Shipping  or  other  recog- 
heads  and  doors  al  one  level.  The  integi-ity  of  a  nized  classification  society. 

staiitower  shall  be  maintained  by  "A"  Class  doors  (b)   See  Subpart  32.57  for  structural  fire  pro- 

atevcry  level.  The  doors  siiall  he  of  the  self-closing  tection  requirements  for  tank  ves.sels  contracted 

type.  .Such   doors  siiall   he  fitted   with  a  suitable  for  on  or  after  January  1,  1!)(;3. 

kickout  j.aneliM  tlie  lower  half.  Holdback  liooks,  32.60-5     Subdivision  of    cargo    space— TB/ 

or  other  means  of  permanently  holding  the  door  ALL.     The  cargo  space  shall  be  divided  into  tight 

open   will   not   he  permitted.   Ilowever,  magnetic  compartments    as    necessary    to    avoid    excessive 

holdlmcks  operated  from  the  bridge  or  from  other  stiesses  and  to  provide  stability. 

.suitable  remote  control  pftsitions  aie  acceptable.  .32.60-10    Segregation  of  cargo;  Grade  A,  B, 

('>)    Interior    stairs,    including    stringers    and  C,  or  D— TB/ALL— (a)  General.    The  galleys, 

treads  shall  he  of  steel  or  oth('r  suitable  material  living  (juarters,  navigation  s|)aces,  general  cargo 

having  in  mind  the  risk  of  fire.     'I'his  is  not   in-  spaces,   hoilerrooms,    and    enclosed   spaces   where 

fended  fo  i»rechi(le  the  us<^  of  other  material   for  sources  of  vapor  ignition  aie  normally  prescMit, 

nosing,  walking  surfaces,  etc,  over  the  steel.  shall   he  segregated    from  cargo  tanks  hy  coU'er- 

((',)    Except    for   washrooms  and    toilet    spaces,  dams  or  pumpiooms  or  tanks,  either  empty  or 

deck  coverings  within  a<-coni)nodat ion  spaces  shall  used  to  carry  lifpiid  having  a  flashpoint  of  150° 

\)e  of  an  approved  type.     However,  overlays  for  F.  or  above,  or'  deck  s|)aces  eiiclo.se(l  or'  open, 

leveling  or  linishirrg'purposes  which  do  not  meet  (b)  Cargo   tank   space.s.     ('argo   tank   spaces 
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shall  extend  to  the  main  deck,  with  hatches  and 
vents  located  on  the  weather  deck.  Liquids  having 
a  flashpoint  of  not  less  than  150°  F.  may  be  carried 
in  the  bulk  tanks  located  beyond  the  segregating 
coti'erdams  and/or  pumprooms. 

Cross  Rbference  :  See  drawing  No.  1  in  the  Appendix. 

(c)  Enclosed  spaces.  (1)  Cargo  and  vent 
piping  passing  tlirough  enclosed  spaces  immedi- 
ately above  the  bulk  cargo  tanks  shall  be  con- 
tinuous except  that  flanged  joints  connecting  pipe 
sections  will  be  permitted. 

(2)  No  openings  to  cargo  tank  shall  be  per- 
mitted other  than  stuffing  boxes  through  which 
valve  control  rods  or  permanently  installed  gage 
tapes  extend  and  openings  for  use  of  tank  cleaning 
machines.  Openings  for  tank  cleaning  machines, 
when  not  in  use,  shall  be  kept  closed  by  means  of 
gastight  bolted  plates  and  when  in  use  shall  be 
made  essentially  gas  and  watertight  by  covers 
through  which  hose  or  pipe  to  the  tank  cleaning- 
machines  extend. 

(3)  The  overhead  in  way  of  quarters  shall  be 
gastight. 

Cboss  Reference  :  See  drawing  No.  1  in  the  Appendix. 

(d)  Stowage  spaces.  The  spaces  described  in 
Paragraph  (c)  of  this  section  may  be  used  for 
stowage  purposes  and  for  general  cargo  provided 
that  adequate  ventilation  is  furnished. 

(e)  Openings.  Except  as  provided  in  Para- 
graph (c)  of  this  section,  there  shall  be  no  man- 
holes or  other  openings  from  cargo  tanks  to  any 
other  enclosed  spaces.  Any  vents,  sounding  tubes, 
and  similar  piping  passing  through  such  tanks 
shall  be  run  in  a  suitable  trunk. 

32.60-15  Segregation  of  cargo;  Grade  E — 
TB/ALL— (a)  General.  The  galleys,  living 
quarters,  navigation  spaces,  general  cargo  spaces, 
boilerrooms,  and  enclosed  spaces  containing  ma- 
chinery, where  sources  of  vapor  ignition  are  nor- 
mally pi'esent,  shall  be  segregated  from  the  cargo 
tanks  by  tight  bulkheads  and  intervening  spaces 
are  not  required. 

(b)  Cargo  tank  spaces.  Cargo  tank  spaces 
can  be  terminated  at  any  deck  with  hatches  on 
the  same  deck,  but  the  vent  lines  shall  be  extended 
to  the  weather  deck.  Butterworth  openings  and 
extension  rods  may  be  located  on  the  tank  top. 

32.60-20  Pumprooms  on  tank  vessels  carry- 
ing Grade  A,  B,  C,  D  and/or  E  liquid  cargo — 
TB/ALL.  (a)  Cargo  pumps.  In  tank  vessels 
carrying  Grade  A,  B,  C,  or  D  liquid  cargo,  cargo 
pumps  shall  be  isolated  from  source  of  vapor 
ignition  by  gastight  bulkheads.  A  gastight  bulk- 
head between  the  pumproom  and  the  pump  engine- 
room  may  be  pierced  for  drive  shaft  and  pimip 
engine  control  rods  provided  such  openings  are 
fitted  with  stuffing  boxes  or  other  approved  gland 
arrangement.  A  steam  driven  pump  shall  not  be 
considered  a  source  of  vapor  ignition  provided  the 
steam  temperature  does  not  exceed  500°  F. 


(b)  Ventilation  for  pumprooms  on  tank  ves- 
sels the  construction  or  conversion  of  which  is 
started  between  July  1,  1951,  and  January  1, 
1963.  (1)  Pumprooms  of  all  tank  vessels,  the 
construction  or  conversion  of  which  is  started  be- 
tween July  1,  1951,  and  January  1,  1963,  shall  be 
ventilated  in  such  a  way  as  to  remove  vapors  from 
points  near  the  floor  level  or  bilges.  Pumprooms 
on  tankships  handling  Grades  A,  B,  or  C  liquid 
cargo,  with  machinery  located  below  the  freeboard 
deck,  shall  be  equij^ped  with  power  ventilation. 
Pumprooms  equipped  with  power  ventilation  shall 
have  the  ventilation  outlets  terminate  more  than 
six  feet  from  any  opening  to  the  interior  part  of 
the  vessel  which  normally  contains  sources  of 
vapor  ignition. 

(2)  For  all  tank  vessels,  the  construction  or 
conversion  of  which  is  started  between  October  1, 
1959,  and  January  1,  1963,  the  power  ventilation 
shall  not  produce  a  source  of  vapor  ignition  in 
either  the  pumproom  or  the  ventilation  systems 
associated  with  the  pumproom.  The  capacity  of 
power  ventilation  units  shall  be  sufficient  to  effect  a 
complete  change  of  air  in  not  more  than  3  minutes, 
based  upon  the  volume  of  the  pumproom  and  as- 
sociated trunks  up  to  the  deck  at  which  access  from 
the  weather  is  ])rovided. 

(c)  Ventilation  for  pumprooms  on  tank  ves- 
sels the  construction  or  conversion  of  which  is 
started  on  or  after  January  1,  1963.  (1)  For 
all  tank  vessels,  the  construction  or  conversion  of 
which  is  started  on  or  after  January  1,  1963,  the 
cargo  pumprooms  shall  be  fitted  in  accordance 
with  paragraphs  (a)  and  (d)  of  this  section. 
Cax'go  pumprooms  on  these  vessels  shall  be  ven- 
tilated in  such  a  way  as  to  remove  vapors  from 
points  near  the  floor  level  or  bilges.  Cargo 
pumprooms  on  tank  vessels  handling  Grade  A,  B, 
or  C  liquid  cargo,  shall  be  equipped  with  power 
ventilation  of  the  exhaust  type  having  capacity 
sufficient  to  effect  a  complete  change  of  air  in  not 
more  than  3  minutes  based  upon  the  volume  of  the 
pumproom  and  associated  trunks  up  to  the  deck 
at  which  access  from  the  weather  is  provided. 

(2)  The  power  ventilation  units  shall  not  pro- 
duce a  source  of  vapor  ignition  in  either  the  pump- 
room  or  the  ventilation  systems  associated  with 
the  pumproom.  Inlets  to  exhaust  ducts  shall  be 
provided  and  located  near  the  floor  level  at  points 
where  concentrations  of  vapors  may  be  expected. 
Ventilation  from  the  weather  deck  shall  be  pro- 
vided. Powder  supply  ventilation  may  be  fitted  in 
lieu  of  natural  ventilation,  but  when  fitted  shall 
be  arranged  to  avoid  turbulence  in  the  cargo  pump- 
room.  Cargo  pumprooms  equipped  with  power 
ventilation  shall  have  the  ventilation  outlets  termi- 
nate more  than  six  feet  from  any  opening  to  the 
interior  part  of  the  vessel  which  normally  con- 
tains sources  of  vapor  ignition,  and  shall  be  so 
located  as  to  minimize  the  possibility  of  recircu- 
lating contaminated  air  through  the  pumproom. 
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(3)  Cargo  pixmprooms  handling  Grade  D  and/ 
or  E  liquid  cargo  only  shall  be  fitted  with  at  least 
two  ducts  extended  to  the  weather  deck,  one  of 
which  shall  be  extended  to  a  point  near  the  floor 
level.  This  does  not  preclude  installation  of 
power  ventilation,  if  desired. 

(d)  Access.  The  access  to  a  cargo  pumproom  in 
a  tank  vessel  carrying  Grade  A,  B,  G,  oi-  D  liquid 
cargo  sliall  be  from  the  open  deck. 

32.60-25  Living  quarters— TB/ ALL.  (a) 
For  living  quarters  the  partitions  and  slieathing 
shall  be  of  an  apjDroved  fire  resistive  construction. 
The  specification  for  incombustible  materials  is  in 
Subchapter  Q  (Specifications)  of  this  chapter. 

(b)  See  Subpart  32.57  for  structural  fire  pro- 
tection for  tank  vessels  contracted  for  on  or  after 
January  1,  1963. 

.32.60-30  Tank  vessels  with  independent 
tanks — TB/ALL.  (a)  Independent  cargo  tanks 
maj'  be  located  in  hold  spaces  or  in  other  cargo 
tanks;  however,  a  working  space  of  at  least  15 
inches  shall  be  maintained  around  each  independ- 
ent tank,  or  else  provisions  shall  be  made  for  mov- 
ing such  tanks  to  furnish  such  working  space,  ex- 
cept that  less  than  15  inches  around  such  tanks 
may  be  permitted  if  in  the  judgment  of  the  Officer 
in  Charge,  Marine  Inspection,  having  jurisdiction, 
a  satisfactory  inspection  of  the  cargo  tanks  and 
hull  structure  can  be  made. 

(b)  "When  an  independent  cargo  tank  is  located 
in  an  enclosed  space  other  than  a  cargo  tank,  such 
enclosed  space  shall  be  considered  as  equivalent 
to  a  pumpi'oom  and  shall  be  safeguarded  as  such 
as  required  by  this  subpart. 

(c)  Cargo  tanks  independent  of  the  hull  struc- 
ture shall  be  supported  in  saddles  or  on  foinida- 
tions  of  steel  or  other  suitable  material  and  se- 
curely attached  in  place  to  preclude  the  cargo  from 
being  damaged  or  shifting  as  a  result  of  collision. 
The  arrangement  shall  be  such  as  (o  permit  lo7igi- 
tudinal  and  circumfei'ential,  oi-  athwartsliip  iind 
vertical.  exj)ansion  of  the  cargo  tanks.  Vaxc])  tank 
shall  be  supported  so  as  to  prevent  the  concentra- 
tion of  excessive  loads  on  the  snp|)ortin<r  portion 
of.lK-hell. 

'.\2M)-'.i')  Tank  vessels  carrying  Grade  A 
jiquid  cargo— TB/ALL.  (irade  A  liquids  hav- 
ing a  Jicid  vapor  pressuie  in  excess  of  25  |)onnds 
j)er  square  inch  shall  be  transpoited  in  cargo  tanks 
whi'-h  are  iiidepenflcnt  of  the  hull. 

.32.60-10  Construction  and  testing  of  cargo 
tanks  and  bulkheads— TB/ALL.  (a)  .Ml  cargo 
lank^  \('iilc(|  al  gage  prchsure  of  1  pounds  pei' 
Wjuare  inch  or  less  shall  be  const rncted  and  tested 
ns  rf!<jMired  by  standards  established  by  the 
American  Bureau  of  Shipping  or  r)ther  recognized 
cla)-sifi<-af ion  society.  The  design  of  cargo  tanks 
integral  with  the  ImiII  and  vented  al  a  gage  pres- 
Hure  ex<-ee<rMig  t  poiin<ls  per  square  inch  bnl  not 
C'xceeding  10  pounds  per  square  inch  gage  pres- 


sure will  be  given  special  consideration  by  the 
Connnandant. 

(b)  Cai'go  tanks  vented  at  a  gage  pressure  ex- 
ceeding 10  pounds  per  square  inch  are  considered 
to  be  pressure  vessels  and  shall  be  of  cylindrical  or 
similar  design  and  shall  meet  the  requirements  of 
Subchapter  F  (Marine  Engineering)  of  this 
chapter. 

32.60-45  Segregation  of  spaces  containing 
the  emergency  source  of  electric  power — TB/ 
ALL.  (a)  The  provisions  of  this  section  shall 
apply  to  all  vessels  contracted  for  on  or  after 
October  1,  1958. 

(b)  When  a  compartment  containing  the 
emergency  source  of  electric  power,  or  vital  com- 
ponents thereof,  adjoins  a  space  containing  either 
the  ship's  service  generators  or  machinery  neces- 
sary for  the  operation  of  the  ship's  service  gen- 
erators, all  common  bulkheads  and/or  decks  shall 
be  protected  by  approved  ''structural  insulation" 
or  other  approved  material.  This  protection 
shall  be  such  as  to  be  caj^able  of  preventing  an 
excessive  temperature  rise  in  the  space  containing 
the  emergency  source  of  electric  power,  or  vital 
components  thereof,  for  a  period  of  at  least  one 
hour  in  the  event  of  fire  in  the  adjoining  space. 
Bulkheads  or  decks  meeting  Class  A-60  require- 
ments, as  defined  by  Section  72.05-10  of  Subchap- 
ter II  (Passenger  Vessels)  of  this  chapter,  will 
be  considered  as  meeting  the  requirements  of  this 
paragraph. 

SUBPART  32.63— HULL  AND  CARGO  TANK  RE- 
QUIREMENTS FOR  TANK  BARGES  CONSTRUCTED 
OR  CONVERTED  ON  OR  AFTER  JULY  1,  1964,  AND 
CARRYING  CERTAIN  DANGEROUS  BULK  CAR- 
GOES 

32.63-1  Application— B/ ALL.  (a)  The  re- 
quirements of  this  subpart  shall  apply  to  all  tank 
barges,  the  construction  or  conversion  of  which  is 
started  on  or  after  July  1,  19G1,  and  carrying 
bulk  cargoes  as  follows: 

(1)  Flanunable  liquids  having  a  Reid  vapor 
pressure  in  excess  of  25  pounds  per  square  inch, 
absolute,  in  indei)endent  tanks  (Part  32). 

(2)  Liciuefied  flanunable  gases  (Part  38  of  this 
subchiipl(M). 

(3)  Flauunable  or  combustible  licpiids  having 
lethal  chai'aci eristics  (Class  B  or  C  poisons) 
(Part  3.9  of  this  sul)chai)ter). 

(4)  Cei'lain  (lanunahle  or  combustible  dan- 
gerous cargoes  (  Pari    10  of  I  iiis  suhchaplei-). 

32.6.3-5  Barge  hull  classifications— B/ALL. 
(a)  Kach  liarge  subject  to  the  provision  of  (his 
sul)part  shall  he  assigned  a  hull  type  nunibei-.  The 
CouuiiandanI  will  dcsignale  (he  barge  hull  types 
(o  be  used  for  carrying  cargoes  in  order  (o  insure 
(hat   the  vessel  is  designed  (•()nsis(en(   wilh  (he  de- 

gr( U(l   na(uic  of  I  lu^  lia/.ai'd  of  I  he  coniuio(li(y 

r-airied. 
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(b)  For  this  purpose  tlie  barge  hull  types  shall 
be  as  follows: 

(1)  Type  I  barge  hull.  Barge  hulls  classed  as 
Type  1  are  those  designed  to  carry  products  which 
require  the  maximum  preventive  measures  to  pre- 
clude the  uncontrolled  release  of  the  cargo  to  the 
waterways  and/or  atmosphere. 

(2)  Type  II  barge  hull.  Barge  hulls  classed  as 
Type  II  are  those  designed  to  carry  j^roducts  which 
require  substantial  preventive  measures  to  pre- 
clude uncontrolled  release  to  the  atmosphere,  but 
whose  uncontrolled  release  to  the  waterways  does 
not  constitute  a  longlasting  public  or  operating- 
personnel  hazard,  though  local  and  temporary  pol- 
lution may  occur. 

(3)  Type  III  barge  hull.  Barge  hulls  classed 
as  Type  III  are  those  designed  to  carry  products 
of  sufficient  hazard  to  require  a  moderate  degree 
of  control. 

32.63-8  Alternative  arrangements — B/ALL. 
(a)  Alternative  arrangements,  diti'ering  from 
those  specifically  required  by  this  subpart,  may  be 
considered  and  approved  by  the  Commandant,  if 
it  is  demonstrated  to  his  satisfaction  that  a  degree 
of  safety  is  obtained  which  is  consistent  with  the 
intent  of  this  subpart. 

32.63-10  Rakes  and  coamings— B/ALL.  (a) 
Each  barge  hull  shall  be  constructed  with  a  suit- 
able bow  form  (length,  shape,  and  height  of  head- 
log)  to  protect  against  diving  at  the  maximum 
speed  at  which  the  barge  is  designed  to  be  towed. 
In  an}'  integrated  tow,  only  the  lead  barge  need 
comply  with  this  requirement.  In  any  case,  the 
operator  of  the  towing  vessel  shall  be  guided  by 
appropriate  speed  limitations. 

(b)  All  open  hopper  type  barge  hulls  shall  be 
provided  with  coamings  around  the  hopper  space 
and,  additionally,  a  36-inch  minimum  height  plow- 
.share  breakwater  on  the  forward  rake.  Coamings 
shall  have  a  minimum  height  of  36  inches  for- 
ward graduated  to  a  minimum  height  of  24  inches 
at  midlength  and  18  inches  thereafter. 

32.63-15    Subdivision  and  stability— B/ALL. 

(a)  General.  In  addition  to  complying  with 
the  i-equirements  of  Section  31.10-30  of  this  sub- 
chapter as  applicable.  Types  I  and  II  barge  hulls 
shall  comply  with  the  applicable  provisions  of 
this  section. 

(b)  Types  I  and  II  barge  hulls.  (1)  Types  I 
and  II  barge  hulls  shall  be  constructed  with  a  com- 
plete watertight  deck,  or  if  of  "open  hopper  type", 
of  such  construction  that  positive  buoyancy  and 
stability  will  be  maintained  when  the  barge  is 
fully  loaded  and  the  hopper  space  is  flooded  to  the 
height  of  the  main  deck.  Credit  may  be  given  for 
the  buoyancy,  if  any,  of  the  immersed  portion  of 
the  full  cargo  tanks  wlien  an  effective  arrange- 
ment for  securing  the  tanks  is  provided. 

(2)  (i)  Type  I  barge  hulls  shall  retain  positive 
buoyancy  and  stability  after  holing  the  bottom 


or  side  shell  plating  anywhere  on  its  girth,  includ- 
ing the  intersection  of  a  transverse  and  a  longi- 
tudinal watertight  bulkhead. 

(ii)  Type  I  box  barge  hulls,  specifically  designed 
for  operation  in  an  integrated  tow,  shall  retain 
positive  buoyancy  and  stability  after  holing  the 
bottom  shell  plating  anywhere  on  its  girth,  except 
in  way  of  a  transverse  watertight  bulkhead,  or 
after  holing  the  side  shell  plating  in  way  of  a 
transverse  watertight  bulkhead. 

(3)  Type  II  barge  hulls  shall  retain  positive 
buoyancy  and  stability  after  holing  the  bottom  or 
side  shell  plating  anywhere  on  its  girth  except  in 
way  of  a  transverse  watertight  bulkhead. 

32.63-20    Hull  structure— B/ALL. 

(a)  General.  In  addition  to  complying  with 
the  requirements  of  Section  32.60-1,  as  applicable, 
barge  hulls  of  Types  I  and  II  shall  comply  with 
the  provisions  of  this  section. 

(b)  Types  I  and  II  barge  hull.  Under  an  as- 
sumed grounding  condition  such  that  the  forward 
rake  bulkhead  rests  upon  a  pinnacle  at  the  water 
surface,  the  maximum  hull  bending  stress  shall  not 
exceed  the  following  limits : 

(1)  Independent  tanks  may  be  installed  in  such 
a  manner  that  they  do  not  contribute  to  the 
strength  and  stiffness  of  the  barge.  In  such  case, 
the  hull  stress  shall  not  exceed  either  50  percent  of 
the  minimum  ultimate  tensile  strength  of  the  ma- 
terial or  70  percent  of  the  yield  strength  when 
specified,  whichever  is  greater. 

(2)  The  Commandant  may  consider  a  reduction 
in  hull  stress  when  independent  tanks  are  installed 
in  such  a  manner  as  to  contribute  to  the  strength 
and  stiffness  of  the  barge  and  this  is  accounted 
for  in  determining  the  effective  section  modulus 
of  the  barge.  In  such  case,  the  hull  stress  shall 
not  exceed  the  percentage  stress  values  pre- 
scribed in  subparagraph   (1)   of  this  paragraph 

.      /  SWT\ 

multiplied  by  the  quantity  (  1.5  —  yy^pg   )    where 

SWT  is  the  stress  calculated  without  including 
the  effect  of  the  tanks,  and  UTS  is  the  minimum 
ultimate  tensile  strength  of  the  material.  The 
value  SWT,  however,  shall  in  no  case  be  more  than 
75  percent  of  UTS. 

32.63-25  Cargo  tanks  and  supports — B/ 
ALL. 

(a)  General.  Saddles  and  hold-down  securing 
straps  for  indejiendent  cargo  tanks  shall  be  de- 
signed to  prevent  tank  failure  due  to  loads  induced 
in  the  saddles  or  straps  by  barge  deflection. 

(b)  Collision  protection.  (1)  All  independ- 
ent cargo  tanks  installed  on  Type  I  and  Tyj^e  II 
barge  hulls  shall  be  protected  with  suitable  colli- 
sion chocks  or  collision  straps  to  withstand  a  lon- 
gitudinal collision  load  of  one  and  one-half  times 
the  weight  of  the  tank  and  cargo.  All  other  in- 
dependent cargo  tanks  shall  be  provided  with  suit- 
able collision  chocks  or  collision  straps  to  with- 
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stand  a  longitudinal  collision  load  equal  to  the 
weight  of  the  tank  and  cargo. 

(2)  All  cargo  tanks  sliall  be  so  located  as  to 
reduce  the  likelihood  of  their  being  damaged  in 
the  event  of  collision.  This  protection  shall  be 
obtained  by  locating  the  cargo  tanks  not  less  than 
1  feet  from  the  side  shell  and  box-end  for  Type 
I  hulls  and  3  feet  for  Type  II  barge  hulls,  and  not 
less  than  25  feet  from  the  headlog  at  the  bow  for 
both  tj-pes. 

(c)  Cargo  tank  design — (1)  Types  I  and  II 
barge  hulls,  (i)  In  addition  to  requirements 
provided  for  in  applicable  regulations  for  a  spe- 
cific commodity,  cargoes  subject  to  the  provisions 
of  this  subpart  sliall  be  transported  in  cargo  tanks 
meeting  the  requirements  of  this  paragraph.  Pres- 
sure vessel-type  cargo  tanks  shall  have  sufficient 
additional  strength  so  as  to  limit  the  maximum 
combined  tank  stress,  including  saddle  horn  and 
bending  stresses,  to  1.5  times  the  maximum  allow- 
able hoop  stress  in  still  water,  and  to  the  yield 
strength  of  the  tank  material  or  70  percent  of  the 
minimum  tdtimate  tensile  strength  of  the  tank 
material,  if  less,  in  the  grounded  condition  as  re- 
quired by  Paragraph  32.63-20 (b). 

(ii)  Gravity  type  cargo  tanks  sliall  have  suf- 
ficient additional  strength  to  limit  the  maximum 
c()mi)ined  tank  stress,  including  saddle  horn  and 
bending  stresses,  to  the  yield  strength  of  the  tank 
material  or  70  percent  of  the  minimum  ultimate 
tensile  strength  of  the  tank  material,  if  less,  in  the 
grounded  condition  as  required  by  Paragraph 
32.63-20  (b). 

(2)  Type  III  barge  hulls.  In  addition  to  the 
rexiuirements  of  this  ])aragra])li,  pressure  vessel- 
type  cargo  tanks  shall  have  sufficient  additional 
strength  so  as  to  limit  the  maximum  combined 
stre.ss,  including  saddle  horn  and  bending  stresses, 
to  1.5  times  the  maximum  allowable  hoop  sti'ess. 

SUBPART  32.65— HULL  REQUIREMENTS  FOR  TANK 
VESSELS  CONSTRUCTED  ON  OR  AFTER  NOVEM- 
BER 10,  1936,  AND  PRIOR  TO  JULY  1,  1951 

32-6.5-1      Application  — TB/ALL.    The    re- 

<|uir('iiieiits  in  this  subpai't  apply  to  jill  lank  ves- 
sels, the  const iiict ion  oi-  convei'sion  of  whicli  was 
started  on  or  after  November  10,  ID.'Ul,  and  prior 
to. Inly  1,  1951. 

.'52.6.')-5  Scantling.s,  material,  and  workman- 
ship—TH/ALL.  The  hull  and  deckhouses  shall 
bf  of  steel  or  iron  constriKtion  except  that  the 
pilothouse  and  decks  over  (piarters  may  be  con- 
structed of  wood.  Scantlings,  material,  and  woik- 
manship,  subdivision  of  cargo  spaces,  lilting  of 
cofFcrdauis,  and  testing  of  tanks  shall  be  at  U^ist 
efpiivalcnt  to  the  requirements  of  the  Ameiican 
I>ureau  of  Shipping  or  other  recognized  classi- 
lic;ition  society. 

.''.2.6.'>-] 0  Subdivision  of  cargo  space — TH/ 
ALL.     Th(!  cargo  space  shall  b(!  divided  into  t  iglit 


compartments   as   necessary   to   avoid   excessive 
stresses  and  to  provide  stability. 

32.65-15  Cofferdams— TB/ALL.  Tank  ves- 
sels equipped  to  carry  (yrade  A,  B,  C,  or  I)  liquids 
shall  have  their  galleys,  living  quarters,  general 
cargo  spaces,  boilerrooms,  and  enclosed  si)aces 
containing  propelling  machinei-y  or  other  ma- 
chinery where  sources  of  vapor  ignition  are  iior- 
mally  present,  segregated  fi'om  tlieir  cargo  tanks 
by  cofferdams  or  equivalent  punq)roonis,  tjinks, 
or  air  spaces. 

Cross  Reference  :  See  drawing  No.  1  in  the  Appendix. 

32.65-20  Pumprooms— TB/ALL.  (a)  Tank 
vessels  handling  Grade  A,  B,  C,  or  D  liquids  shall 
have  their  cargo  pumps  isolated  from  all  sources 
of  vapor  ignition  by  gastight  bulkheads.  Totally 
enclosed  motors  of  the  "explosion  proof"  type, 
motors  ventilated  on  both  the  intake  and  exhaust 
by  ducts  to  atmosphere,  and  engines  driven  by 
steam  shall  not  be  considered  to  be  sources  of  vajjor 
ignition.  The  gastight  bulkhead  between  the 
pumproom  and  the  punq)-engine  conq)artiiient 
may  be  pierced  by  fixed  lights,  drive  shaft  and 
pump-engine  control  rods,  pi-ovided  that  the  shafts 
and  rods  are  fitted  with  stuffing  boxes  where  they 
pass  thi'ough  the  gastight  bulkheads.  The  access 
to  a  cargo  pumproom  handling  such  liquids  shall 
be  from  the  open  deck.      (See  Section  32.60-20.) 

Cross  Refehence.    See  drawing  No.  3  in  tlie  Appendix. 

32.65-25  Living  quarters— TB/ALL.  Parti- 
tions and  sheathing  shall  be  of  approved  fire- 
resistive  construction. 

32.65-30  Tank  vessels  with  independent 
tanks — TB/ALL.  liidei)endeiit  cargo  tanks  may 
be  located  in  hold  spaces  or  in  other  cargo  tanks 
but  in  all  cases  a  working  space  of  at  least  15  inches 
shall  be  provided  around  such  independent  tanks, 
or  else  proxisions  shall  be  made  for  moxing  lliem 
to  secure  such  space.  When  independent  cargo 
tanks  are  located  in  an  enclosed  si)ace  othei-  than 
a  cargo  tank,  such  enclosed  S])ace  shall  be  con- 
sidered as  equivalent  to  a  pumproom,  and  shall 
be  safeguarded  as  such,  as  required  in  the  regula- 
tions in  this  subchapter. 

32.65-35  Tank  vessels  carrying  Grade  A 
liquids — TB/ALL.  ('argo  tanks  for  (Jrade  A 
Tuiuids  having  a  Keid  vapoi'  i)i'essure  in  excess  of 
25  pounds  shall  be  independent  of  the  hull. 

32.65-10  Construction  and  testing  of  cargo 
tanksandbulkhead.s— TB/ALL.  (a)  All  cargo 
tanks  to  be  vented  at  gage  piessuiTS  of  4  ))()un(ls 
per  stpun'e  inch  oi-  le.ss  shall  be  constructed  and 
tested  as  i'e({uired  by  the  re(juiremen(s  of  the 
Amei'ican  Bui'eau  of  Shipping  oi' other  recognized 
classificat  ion  .society. 

(b)  All  cargo  tanks  to  be  vented  at  gage  pivs- 
sui'cs  abo\e  I  pounds  per  s(|uai('  inch  shall  be  con- 
sidered as  pressure  vessels  and  shall  mecl  (lie 
re(|uireuien(s   for  .such   vessels  as  (o  construction 
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and  testing,  as  set  forth  in  Subchapter  F  (Marine 
Engineering  )of  this  diapter. 

(c)  Gastight  bulkheads  shall  be  subjected  to  a 
tliorough  hose  test. 

SUBPART  32.70— HULL  REQUIREMENTS  FOR  STEEL 
HULL  TANK  VESSELS  CONSTRUCTED  PRIOR  TO 
NOVEMBER  10,  1936 

32.70-1  Application— TB/ALL.  All  steel  hull 
tank  vessels,  the  construction  or  conversion  of 
which  was  started  prior  to  November  10,  1936, 
shall  conform  to  the  requirements  in  this  subpart. 

32.70-5  Hull  requirements;  general — TB/ 
ALL.  The  scantlings,  material,  and  workmanship, 
the  subdivision  of  cargo  spaces,  the  arrangement 
of  cofferdams,  the  testing  of  tanks  and  cofferdams, 
shall  be  at  least  equivalent  to  the  requirements 
of  a  recognized  classification  society  for  the  par- 
ticular service  si)ecified  in  the  application  for  the 
certificate  of  inspection  and  permit  for  the  trans- 
portation of  liquid  flannnable  cargoes  in  bulk  as  of 
the  date  when  the  tank  vessel  was  built  or  as  of 
the  date  when  the  vessel  was  converted  into  a  tank 
vessel.  In  the  absence  of  such  classification  require- 
ments, the  Officer  in  Charge,  Marine  Inspection, 
shall  satisfy  himself  that  the  vessel's  stnicture  as 
specified  in  this  section  is  safe  for  the  service  to  be 
specified  in  its  certificate  of  inspection. 

32.70-10  Cofferdams— TB/ALL.  Tank  ves- 
sels carrying  Grade  A,  B,  or  C  liquids  shall  be  re- 
quired to  conform  to  the  construction  requirements 
in  regard  to  vertical  cofferdams  in  Section  82.65- 
15,  except  that  a  dry  cargo  compartment  shall  be 
considered  to  be  equivalent  to  a  cofferdam,  and 
except  as  provided  for  in  Section  32.70-20. 

Cross  Reference  :  See   drawing  No.  1  in  the  Appendix. 

32.70-15  Pumprooms— TB/ALL.  Tank  ves- 
sels handling  Grade  A,  B,  C  or  1)  liquid  cargo 
shall  meet  the  requirements  for  tank  vessels  in 
Section  32.65-20  except  that  the  electrical  installa- 
tion shall  comply  with  the  requirements  of  Para- 
graph 32.4.5-10  (c). 

Cross  Reference  :  See  drawing  No.  4  In  the  Appendix. 

32.70-20    Pump-engine  compartment  —  TB/ 

ALL.  No  cofferdam  will  be  required  between  a 
cargo  tank  and  a  compartment  containing  pump- 
ing engines  and  their  auxiliaries  which  are  used 
exclusively  during  pumping  operations,  provided 
the  pumping  engine  compartment  contains  no 
cargo  valves  and  is  well  ventilated  and  provided 
further  that  internal  combustion  exhaust  within 
the  compartment  are  completely  water  jacketed  or 
insulated  and  that  gasoline  engine  intakes  are 
fitted  with  effective  flame  arresters. 

Cross  Refere.nce  :    See  drawing  No.  4  in  the  Appendix. 

32.70-25  Cargo  tanks— TB/ALL.  Cargo 
tanks  shall  comply  with  the  conditions  specified  in 
Sections  32.65-30  and  32.65-35,  and  shall  pass  the 
tests  required  in  Section  32.65-40:  Provided,  how- 


ever, That  less  than  15  inches  around  such  tanks 
may  be  acce])ted  if  in  the  judgment  of  the  Oflicer 
in  Charge,  INIarine  Inspection,  making  the  inspec- 
tion, a  satisfactory  insi:)ection  of  the  cargo  tanks 
and  hidl  structure  can  be  made. 

SUBPART  32.75— HULL  REQUIREMENTS  FOR  WOOD 
HULL  TANK  VESSELS  CONSTRUCTED  PRIOR  TO 
NOVEMBER  10,  1936 

32.75-1  Application  —  TB/ALL.  All  wood 
hull  tank  vessels,  the  construction  or  conversion 
of  which  was  started  prior  to  November  10,  1936, 
shall  conform  to  the  requirements  in  this  subj^art. 

32.75-5  Hull  requirements;  general — TB/ 
ALL.  The  scantlings,  material,  and  workman- 
ship, and  the  fitting  and  fastening  of  parts  shall 
be  at  least  equivalent  to  the  requirements  of  a 
recognized  classification  society  for  the  particular 
service  specified  in  the  application  for  certificate 
of  inspection  and  permit  for  the  transportation 
of  liquid  flammable  cargoes  in  bulk  as  of  the  date 
when  the  tank  ves.sel  was  built,  or  as  of  the  date 
when  the  vessel  was  converted  into  a  tank  vessel. 
In  the  absence  of  such  classification  requirements, 
the  Officer  in  Charge,  Marine  Inspection,  shall 
satisfy  himself  that  the  vessel's  structure  as  speci- 
fied in  this  section  is  safe  for  the  service  to  be 
specified  in  its  certificate  of  ins]iection. 

32.75-10  Cargo  tanks— TB/ALL.  Cargo 
tanks  shall  be  independent  of  the  wood  hull,  shall 
be  made  of  steel  or  iron,  and  shall  pass  the  tests 
required  in  Paragraph  32.65-40  (a),  (b).  "Where 
cargo  tanks  in  wood  hulls  are  not  arranged  to 
provide  working  space  around  them  they  shall  be 
so  constructed  as  to  allow  inspection  of  the  hull, 
tanks,  and  bilges,  and  they  shall  be  so  installed 
that  they  can  be  moved  to  allow  repairs  to  the  hull 
structure  and  to  themselves. 

Cross  Refere.nce  :    See  drawing  No.  5  in  the  Appendix. 

32.75-15  Electric  bonding  and  grounding  for 
tanks — TB/ALL.  All  independent  cargo  tanks 
in  wood  hull  tank  vessels  shall  be  electrically 
bonded  together  with  stranded  copper  cable  of  not 
less  than  No.  4  B  and  S  gage  and  one  end  of  this 
cable  shall  be  grounded  to  a  copper  or  brass  plate 
of  not  less  than  2  square  feet  in  area  and  one-six- 
teenth inch  in  thickness  and  this  plate  shall  be 
securely  fastened  to  the  hull,  on  the  outside,  at  a 
point  where  it  shall  be  covered  by  water  when  the 
tank  vessel  is  unloaded. 

32.75-20  Hold  spaces  and  bulkhead  s — 
TB/ALL.  In  wood  hull  tank  vessels  containing 
independent  cargo  tanks  for  the  transportation  of 
Grade  A,  B,  C,  or  D  liquids,  the  hold  spaces  shall 
be  consiclered  as  equivalent  to  a  pumpi'oom  and 
shall  be  safeguarded  and  ventilated  as  such  as 
required  by  Section  32.65-20.  Where  the  hold 
sjoacer.  contain  equipment  or  operations  w^hich  are 
sources  of  vapor  ignition,  such  equipment  or  op- 
erations shall  be  isolated  from  other  spaces  by 
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gastight  bulkhead  or,  if  it  is  impracticable  to  con- 
struct a  gastight  bulkhead,  t^Yo  structurally  tight 
bulkheads  without  openings,  separated  by  a  well- 
ventilated  air  space  24  inches  wide,  where  pos- 
sible may  be  used. 

Cross  Refebence  :    See  drawing  No.  5  In  the  Appendix. 

SUBPART  32.80— TANK  BARGES  CONSTRUCTED  OF 
MATERIALS  OTHER  THAN  STEEL  OR  IRON 

32.80-1    General  requirements— B/ALL.   All 

tank  barges  with  hulls  constructed  of  materials 
other  than  iron  or  steel,  the  construction  or  con- 


version of  which  was  started  prior  to  September 
2, 1945,  and  to  which  certificates  of  inspection  were 
issued  prior  to  March  2,  1946,  shall  be  considered 
the  same  as  tank  barges  constructed  prior  to  No- 
vember 10,  1936. 

SUBPART   32.85— LAMP   AND   PAINTROOMS   AND 
SIMILAR  COMPARTMENTS  ON  TANKSHIPS 

32.85-1  Fireproofing  of  lamp,  oil  and  paint- 
rooms — T/ALL.  (a)  Lamp,  oil  and  paintrooms 
shall  be  wholly  and  tightly  lined  with  metal. 
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SrRPART  33.01 — General  Lifesaving  Requihements 
Sec. 

33.01-1     Inspection  of  lifesaving  appliances — TB/ALL. 
33.01-5     Construction  of  lifesaving  equipment — TB/ALL. 
33.01-15  Responsibility    of   master    regarding    lifesaving 

equipment — TB/ALL. 
33.01-20  Approval  for  repairs  and  alterations — TB/ALL. 
33.01-25  Factory    inspection    of    lifesaving    equipment — 

TB/ALL. 
33.01-27  Weight  test  of  lifeboat  installation— T/ALL. 
33.01-;^0  Approval  of  lifesaving  appliances — TB/ALL. 
33.01-35  ilagazinp    chests    for    pyrotechnic    equipment — 

T/ALL. 


Subpart  33.05 


-Lifeboats,  Lifeeafts,  and  Buoyant 
Apparatus  Required 


33.05-1  Lifeboats  and  liferafts  for  tankships ;  ocean  and 
coastwise ;  construction  or  conversion  of  which 
was  started  prior  to  November  19,  1!)52 — T/OC. 

33.05-2  Lifeboats  and  liferafts  for  tankships ;  ocean  and 
coastwise ;  construction  or  conversion  of  which 
was  started  on  or  after  November  19,  1952,  and 
prior  to  May  20,  196.5— T/OC. 

33.0.J-3  Lifeboats  and  liferafts  for  tankships :  ocean  and 
coastwi.^e  ;  construction  or  conver.sioii  of  which 
started  on  or  after  May  26,  1965— T/OC. 

33.(15-5    Lifeboats  for  Itarges;  ocean — B/O. 

33.0.J-15  Lifeboats  for  barges ;  coastwise — B/C. 

33.0.5-20  Lifeboats  and  liferafts  for  tank  vessels;  Great 
Lakes— TB/L. 

33.05-25  Lifeboats,  liferafts.  or  buoyant  apparatus  for 
tank  vessels ;  liays,  sounds,  lakes  other  than 
Great  Lakes,  and  rivers — TB/BR. 

33.05-30  Equipment  for  tank  vessels  on  short  voyages  be- 
yond certificated  waters — TB/LB. 

33.05-35  Wooden  lifeboats  prohibited  on  tank  vessels — 
TB/ALL. 

Subpart  33.07 — Substitution  of  Inflatable  Liferafts 
FOR  Lifeboats,  Other  Liferafts,  liiFEFLOATS,  and 
Buoyant  Apparatus  ox  Certain  Vessels  Not  on  an 
International  \'oyage 

33.07-1     Inflatable  liferafts  on  barges— B/ALL. 

33.07-5  Inflatable  liferafts  for  other  liferafts,  lifefloats, 
and  buoyant  api)aratus — T/ALL. 

33.07-10  Inflatal)le  liferafts  for  lifeboats  on  tankships 
under  500  gross  tons — T/ALL. 

33.07-15  Inflatable  liferafts  for  lifeboats  on  certain  tank- 
ships  of  .500  to  1.600  gross  ions— T/ALL. 

33.07-20  Inflatable  liferafts  for  lifeboats  on  certain  tank- 
ships  of  1.000  to  3,000  gross  tons— T/ALL. 

33.07-25  Inflatal)le  liferafts  for  lifeboats  on  certain  tank- 
ships  of  3,000  gross  tons  and  upward — T/ALL. 

Subpart  33.10 — Lifeboat  Handling  Equipment 
Requirements 

33.10-1     Lifelioat  davits— TB/ALL. 

33.10-5     Lifeboat  winches— TB/ALL. 

33.10-10  Blocks  and  falls  for  lifeboats— TB/ALL. 

33.10-15  Disengaging  api)aratus— T/OCL. 

33.10-20  Disengaging  apparatus— T/BR  and  B/ALL. 


Subpart  33.15 — Equipment  for  Lifeboats,  Liferafts, 
OR  Buoyant  Apparatus 

Sec. 

33.15-1  Lifeboat,  liferaft  or  buoyant  apparatus  equip- 
ment ;  general — TB/ALL. 

33.15-5     Retjuired  equipment  for  lifeboats — TB/ALL. 

33.15-10  Description  of  equipment  for  lifeboats — TB/ALL. 

33.15-15  Required  equipment  for  rigid  type  liferafts  and 
buoyant  apparatus — TB/LBR. 

33.15-16  Required  equipment  for  inflatable  liferafts — 
TB/ALL. 

33.15-20  Description  of  equipment  for  liferafts  and 
buoyant  ai)paratus — TB/LBR. 

33.15-25  Portable  radiotelegraph  apparatus — T/OC. 

33.15-90  Lifeboat,  liferaft  and  buoyant  apparatus  equip- 
ment on  tank  vessels  contracted  for  prior  to 
May  26,  1965— TB/ALL. 

Subpart  33.20 — Stowage  of   Lifeboats,   Liferafts,  and 
Buoyant  Apparatus 

33.20-1     Davits  and  launching  devices— TB/ALL. 

33.20-3  Embarkation  aids  into  inflatable  liferafts — 
T/ALL. 

.33.20-5     Lifeboat  davit  falls— T/ALL. 

33.20-10  Lifeboats  and  liferafts  kept  clear  for  launch- 
ing—TB/ALL. 

33.20-15  Stowage  of  lifeboats  and  liferafts— TB/ALL. 

33.20-20  Hydraulic  releases- TB/ALL. 

Subpart  33.2.5 — Markings,  Care,  and  Inspection 

33.2.5-5     Numbering  and  marking  of  lifeboats— TB/ALL. 
33.2.5-10  Marking  of  liferafts— TB/ALL. 
33.25-15  Overhaul— TB/ALL. 
33.25-20  Maintenance— TB/ALL. 

Subpart  33.30 — Manning  of  Lifeboats  and  Liferafts 

33.30-1     Persons  in  charge  of  each  lifeboat  and  liferaft — 

T/O. 
33.30-3    Person  in  charge  of  each  lifeboat  or  liferaft — 

T/CLB. 
33.30-5     Manning  of  lifeboats  and  liferafts— TB/OCLB. 
33.30-10  Motor-propelled  lifeboat— TB/ALL. 
33.30-15  Lifeboat     carrying     a     radio-telegraph     and/or 

searchlight— TB/ALL. 

Subpart  .33.35 — Life  Preservers 

33.35-1     Number  and  type  required — TB/ALL. 
33.35-5     Distribution  and  stowage — TB/ALL. 
33.35-10  Shipboard  inspections — TB/ALL. 
33.35-15  Requirements  for  life  preservers — TB/ALL. 

SrBP.\RT  33.40 — Ring  Life  Buoys  and  Water  Lights 

33.40-1     Ring  life  buoys  and  water  lights,  general  require- 

nients— TB/ALL. 
33.40-5     Number  required  on  tankships — T/ALL. 
33.40-10  Number  requiied  on  tank  barges — B/ALL. 
33.40-15  Distribution  and  security— TB/ALL. 

SunPART  33.4.5 — Distress  Signals 

33.4.5-1     Distress  signals— T/ALL  and  B/OC. 
33.4.5-5     Parachute  distress  signals — T/OC. 
33.4.5-10  Stowage  of  distress  signals — TB/ALL. 
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Srni'AKT  33.50 — ^^ignaling  Lamp 
Sec. 
33.50-1     Signaling  lami)— T/0. 

SuBi'AitT  33.55 — LiNE-TiiiiowixG  Appliances 

33.55-1     Line-throwing    appliances    required — T/OC. 
33.5.5-5     Access  1 1  ti  lity— T/  OC. 

33.5.5-10  Equipment  for  line-throwing  appliances — T/OC. 
33.55-15  Service  recommendations — T/OC. 

ArTlioiUTY  :  The  jirovisions  of  this  Part  .'!o  issued  ini<h>i-  R.S. 
440.J.  as  amended.  4417a,  as  amended,  44(52,  as  amended,  sec. 
6(b)(1).  SO  Stat.  !):!S:  46  U.S.C.  37.").  Hitla.  416,  4it  I'.S.C. 
165.">(bi  :  41)  CFK  1.4(a)(2).  Interpret  or  appl.v  U.S.  44SS,  as 
amended,  see.  3.  6S  Stat.  675:  46  U.S.C.  4.S1,  .-,0  U.S.C.  198; 
E.O.  112.!!t.  .Tul.v  HI,  1!)6."),  30  F.R.  i)671.  3  CFR,  196.".  Siili]). 
Additional  autliority  is  cited  in  parentheses  following  the  sec- 
tions affected. 

SUBPART  33.01— GENERAL   LIFESAVING 
REQUIREMENTS 

33.01-1  Inspection  of  lifesaving  appli- 
ances— TB/ALL.  At  each  inspection  for  cer- 
titicatioii  and  at  any  other  time  as  required  by  the 
Officer  in  Cliaroe,  Marine  Inspection,  all  lifesaving 
api^liances  on  a  tank  vessel  shall  be  inspected. 

33.01-5  Construction  of  lifesaving  equip- 
ment— TB/ALL.  All  tank  vessels  subject  to  the 
iTfrulations  in  this  subchapter  shall  have  life- 
l)oats,  disengaging  apparatus,  liferafts,  life 
preservers,  and  all  other  lifesaving  apparatus  con- 
.sti-ucted  in  accordance  with  the  regulations  con- 
tained in  tlie  applicable  subparts  of  Subchapter 
Q  (Specifications)  of  this  chapter:  Provided, 
however,  That  all  lifesaving  apparatus  which  is 
of  the  character  that  complied  with  the  rules  and 
regulations  of  the  Connnandant,  on  vessels  in 
existence  at  the  time  tliat  the  regulations  in  this 
subchapter  are  promulgated  and  have  been  in  use 
on  such  vessels,  may  be  continued  in  use  so  long 
as  such  existing  lifesaving  equipment  and  apjiara- 
tus  arc  Found  to  be  in  good  and  workable  condi- 
tion. AVhere  lifesaving  equipment  and  api)aratus 
are  not  found  to  be  in  good  and  workable  coiuli- 
fion,  they  shall  be  repaired  or  else  replaced  by 
lifesaving  equipment  and  apparatus  of  the  latest 
approved  type,  as  required  by  the  regulations  in 
tliis  siilK'hapter  and  Subchapter  Q  (Specifica- 
tions) of  tliis  chapter.  AVhere  lifesaving  ecpiip- 
ment  and  ap])aratus  ai'e  foimd  to  be  in  good  and 
woi'kalde  condition  but  deficient  as  to  (|iianlity  or 
nmrilxTs,  the  additional  quantity  or  ninnlK'i's  I'e- 
fjuii-cd  by  tJK!  regulations  in  this  subchaptei-  shall 
be  of  tb«'  latest  ai)provcd  type. 

3.''.01-ir)  Re.sponslbility  of  master  regarding 
lifesaving  equipment — 'I'B/ALL.  It  slialibethc 
duty  of  tin-  nia-lcr  or  pcison  in  ciiarge  to  see  that 
tli«5  lifeltoals,  liferafts,  davits,  falls,  life  preserv- 
ers, ari'l  other  lifesaving  ai)pliances  are  at  all 
times  ready  for  use,  and  tliat  all  erjuipnient  for  liis 
ves.si'l  lefjuired  by  the  regulations  in  this  snbchap- 
ter  are  i>rovi(le<l,  maintained,  and  replaced  as 
indicated. 

.'{3.01-20  Approval  for  repairs  and  altera- 
tions— TH/y\LL.     No  extensive  repaiis  or  altera- 


tions, except  in  emergency,  shall  be  made  to  any 
lifeboat,  lifeboat  disengaging  apparatus,  life  pre- 
server, liferaft,  or  other  appliance  subject  to 
inspection,  without  advance  notice  to  the  (Officer 
in  Charge,  Marine  Inspection.  Such  repairs  and 
alterations  shall  so  far  as  is  pi-acticable  be  made 
with  materials  and  tested  in  the  maimer  specified 
in  this  subcliai)ter  and  applicable  requirements  in 
Subchapter  Q  (Specifications)  of  this  chapter  for 
new  construction.  P^mei'gency  repairs  or  altera- 
tions shall  be  reported  as  soon  as  practicable  to 
the  Officer  in  Charge,  Marine  Inspection,  where 
the  vessel  may  call  after  such  repairs  are  made; 
nor  shall  any  lifeboat  or  liferaft  be  reconditioned 
or  used  on  a  tank  vessel  other  than  that  for  which 
it  was  built,  without  notice  to  and  supervision  by 
the  Officer  in  Charge,  Marine  Inspection,  where 
such  reconditioning  or  repaii's  are  to  be  made. 

33.01-25  Factory  inspection  of  lifesaving 
equipment— TB/ALL.  The  Coast  Guard  Dis- 
trict Commander  whei'e  lifesaving  apparatus  is 
built  shall  detail  an  inspector  to  any  place  where 
lifeboats,  liferafts,  or  buoyant  apparatus  are  be- 
ing built,  who  will  inspect  and  examine  carefully 
their  construction  and  he  shall  satisfy  himself 
that  such  lifeboats,  liferafts,  or  buoyant  appai^a- 
tus  are  constructed  in  accordance  with  the  draw- 
ings, or  blueprints,  and  specifications  furnished 
by  the  builders  to  the  Coast  Guard.  "\Anien  the 
inspector  approves  the  consti'uction  of  the  life- 
boat, liferaft,  or  buoyant  apparatus,  he  will  stamp 
his  initials,  together  with  the  letters  "U.  S.  C.  G." 
on  a  blank  s])ace  on  the  plate  n^quired  to  be  affixed 
to  the  unit  by  the  builder.  The  initials  of  the 
inspector  shall  be  satisfactory  evidence  to  all  \>^v- 
ties  interested  that  the  unit  has  been  constructed 
in  accordance  with  the  drawings,  or  blueprints, 
and  sjiecifications  on  file  with  the  Coast  Guard. 

33.01-27  Weight  test  of  lifeboat  installa- 
tion—T/ ALL.  (a)  The  following  test  shall  be 
made  at  least  once  in  each  two-year  period.  If 
practicable,  it  shall  be  made  at  the  inspection  for 
cei'tificatiou  or  at  a  I'einspection. 

(b)  Each  lifeboat  .shall  be  loweivd  to  near  the 
watei-  and  then  be  loaded  with  its  allowed  capac- 
ity, evenly  distributed  throughout  the  length,  and 
then  be  lowered  into  the  water  until  it  is  afloat, 
and  be  released  from  the  falls.  In  making  this 
test,  i)ersons  or  dead  weight  may  be  used.  The 
total  weight  used  shall  be  at  least  equal  to  the  al- 
lowed capacity  of  the  lifeboat  considei-ing  persons 
to  weigh  KJf)  pounds  each. 

33.01-30  Approval  of  lifesaving  appliances — 
TB/ALL.  (a)  Any  type  of  lifeboat  or  liferaft 
ap|)ro\('<l  by  the  Commandant  shall  be  considered 
as  equivalent   to  (he  standard  lifeboat  or  lifei-afl. 

(b)  Fiifeboals  shall  b('  of  an  approved  type  and 
const  rncted  in  accordance  with  Subpart  Kid. 035 
of  Subchapter  (^  (Specificat  ions)  of  t  his  chapler. 

(c)  A  ('lass  1  iriotx)r  lifeboat  is  ojie  that  is  fitted 
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with  a  compression-ignition  engine,  is  capable  of 
being  readily  started  in  all  conditions,  and  has 
sufficient  fuel  for  24  hours  continuous  operation. 
The  speed  ahead  in  smooth  water  when  loaded 
with  its  full  complement  of  persons  and  equip- 
ment shall  be  at  least  6  knots. 

(d)  Rigid  type  liferafts  shall  be  of  an  approved 
type  and  constructed  in  accordance  with  Subpart 
160.018  of  Subchapter  Q  (Specifications)  of  this 
chapter. 

(e)  Buoj-ant  apparatus  shall  be  of  an  approved 
type  and  constructed  in  accordance  with  Subpart 
160.010  of  Subchapter  Q  (Specifications)  of  this 
chapter. 

(f)  Inflatable  liferafts  shall  be  of  an  approved 
type  constructed  in  accordance  with  Subpart 
160.0.51  of  Subchapter  Q  (Specifications)  of  this 
chapter.  On  tankships  on  an  international  voy- 
age, each  inflatable  liferaft  shall  have  a  carrying- 
capacity  of  not  less  than  6  nor  more  than  25 
persons. 

(g)  In  general,  a  suitable  rescue  boat  shall  be 
a  small  lightweight  boat  of  rigid  construction,  with 
built-in  buoyancy  and  capable  of  being  readily 
launched  and  easily  maneuvered.  Also  it  shall  be 
of  adequate  proportion  to  permit  taking  an  un- 
conscious person  on  board  without  capsizing.  A 
rescue  boat  and  its  installation  shall  be  acceptable 
to  the  Officer  in  Charge,  Marine  Inspection,  as 
suitable  for  the  rescue  of  persons  accidentally  fall- 
ing over  the  side  or  for  similar  emergency  pur- 
poses. The  size,  shape,  installation,  and  other 
factors  of  suitability  will  be  determined  with  due 
consideration  of  the  size,  arrangement,  intended 
service,  and  crew  requirements  of  the  vessel  on 
which  it  is  to  be  installed.  For  protected  waters,  a 
rescue  boat,  constructed  in  accordance  with  Sub- 
l)ait  160.0.56  of  Subchapter  Q  (Specifications)  of 
this  chapter,  is  acceptable  in  meeting  the  intent  of 
this  paragraph.  For  exposed  waters,  a  more  sea- 
worthy rescue  boat  may  be  required,  but  in  no 
casB  shall  more  than  one  approved  lifeboat  suitable 
for  rescue  work  be  required. 

(K.S.  4491.  as  amended  ;  46  U.S.C.  489) 

33.01-35  Magazine  chests  for  pyrotechnic 
equipment — T/ALL.  Tankships  required  to 
carry  pyrotechnic  distress  signals  or  line-throwing 
appliances  shall  be  provided  with  a  portable  mag- 
azine chest.  (See  Subpart  160.038,  portable  maga- 
zine chests,  of  Subchapter  Q  (Specifications)  of 
this  chapter.)  ^Magazine  chests  shall  be  secured 
above  the  freeboard  deck  away  from  heat.  Stow- 
age in  enclosed  spaces  or  adjacent  to  cargo  tanks 
is  prohibited. 

SUBPART  33.0.5— LIFEBOATS,  LIFERAFTS,  AND 
BUOYANT  APPARATUS  REQUIRED 

33.05-1  Lifeboats  and  liferafts  for  tank- 
ships;  ocean  and  coastwise;  construction  or 
conversion  of  which  was  started  prior  to  No- 


vember 19,  1952— T/OC.  (a)  All  tankships  500 
gross  tons  and  over  shall  carry  a  sufficient  number 
of  lifeboats  on  each  side  to  accommodate  all  per- 
sons on  board:  Provided,  That  such  tankships  of 
350  feet  in  length  or  o\-er,  having  superstructure 
amidships  and  propelling  machinery  aft  shall  be 
provided  with  at  least  four  lifeboats,  one  on  each 
side  in  way  of  the  after  accommodations,  and  one 
on  each  side  in  way  of  amidship  accommodations. 

(b)  All  tankships  of  less  than  500  gross  tons 
shall  be  provided  with  sufficient  lifeboats  to 
accommodate  all  persons  on  board. 

(c)  No  lifeboat  shall  be  of  less  than  180  cubic 
feet  measurement,  except,  in  the  case  of  coast- 
wise vessels,  if  specifically  approved  by  the 
Commandant. 

(d)  All  tankships  of  1,600  gross  tons  and  over 
on  an  international  voyage  shall  carry  at  least 
one  Class  1  motor  lifeboat  on  each  side.  The 
requirement  of  this  paragraph  shall  not  apply 
except  for  replacements,  a"nd  then  only  if  it  can 
be  done  without  change  to  existing  davits, 
winches,  and  arrangements. 

(e)  Inflatable  liferafts  may  be  substituted  for 
lifeboats  on  certain  vessels  not  on  an  international 
voyage  in  accordance  with  Subpart  33.07  of  this 
part. 

(f)  All  tankships  in  ocean  service,  and  all  tank- 
ships  of  less  than  1,600  gross  tons  on  an  inter- 
national voyage  shall  carry  inflatable  liferafts  of 
sufficient  capacity  to  accommodate  at  least  50  per- 
cent of  the  persons  on  board.  Those  tankships 
having  widely  separated  accommodation  and/or 
working  spaces  shall  have  at  least  one  liferaft  in 
each  such  location. 

33.05-2  Lifeboats  and  liferafts  for  tank- 
ships;  ocean  and  coastwise;  construction  or 
conversion  of  which  was  started  on  or  after  No- 
vember 19,  1952  and  prior  to  May  26,  1965— 
T/OC.  (a)  All  tankships  500  gross  tons  and  over 
shall  carry  a  sufficient  number  of  lifeboats  on  each 
side  to  accommodate  all  persons  on  board:  Pro- 
v'tded,  I'hat  such  tankships  of  3,000  gross  tons 
and  over,  having  a  superstructure  amidships  and 
propelling  machinery  aft  shall  be  provided  with 
at  least  four  lifeboats,  one  on  each  side  in  way  of 
the  after  accommodations,  and  one  on  each  side 
in  way  of  amidship  acconniiodations. 

(b)  All  tankships  of  less  than  500  gross  tons 
shall  be  provided  with  sufficient  lifeboats  to 
accommodate  all  persons  on  board. 

(c)  No  lifeboat  shall  be  less  than  24  feet  in 
length,  except  where  owing  to  the  size  of  the  tank- 
ship,  or  for  other  reasons,  the  Commandant  may 
permit  smaller  lifeboats,  but  in  no  case  shall  they 
be  less  than  16  feet  in  length. 

(d)  All  tankships  of  1,600  gross  tons  and  over 
on  an  international  voyage  shall  carry  at  least 
one  Class  1  motor  lifeboat  on  each  side.  The 
requirement  of  this  paragraph  shall  not  apply 
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except  for  replacements,  and  then  only  if  it  can 
be  clone  witliont  change  to  existing  davits,  winclies, 
and  arrangements. 

(e)  Inflatable  liferafts  may  be  substituted  for 
lifeboats  on  certain  vessels  not  on  an  international 
voyage  m  accordance  with  Subpart  33.07  of  this 
part. 

(f )  All  tankshii^s  in  ocean  service,  and  all  tank- 
ships  of  less  than  1.600  gross  tons  on  an  inter- 
national voyage  shall  carry  inflatable  liferafts  of 
sufficient  capacity  to  accommodate  at  least  50 
percent  of  the  persons  on  board.  Tliose  tankships 
having  widely  separated  accommodation  and/or 
working  spaces  shall  have  at  least  one  liferaft  in 
eacli  such  location. 

33.05-3  Lifeboats  and  liferafts  for  tank- 
ships;  ocean  and  coastwise;  construction  or 
conversion  of  which  started  on  or  after  May  26, 
1965— T/OC.  (a)  All  ocean  and  coastwise  tank- 
ships  500  gross  tons  and  o\-er  sliall  carry  a  sufficient 
number  of  lifeboats  on  each  side  to  accommodate 
all  persons  on  board. 

(b)  All  tankships  of  less  than  500  gross  tons 
shall  be  provided  with  sufficient  lifeboats  to  accom- 
modate all  persons  on  board. 

(c)  All  tankships  of  3,000  gross  tons  and  over 
on  an  international  vo^^age  shall  carry  not  less  than 
four  lifeboats.  Two  lifeboats  shall  be  carried  aft 
and  two  amidsliips  except  that  in  tankships  which 
have  no  amidships  superstructure  all  lifeboats  shall 
be  carried  aft :  Provuhd.  That,  if  in  the  case  of 
tankships  with  no  amidships  superstructure  it  is 
impracticable  to  carry  fotii-  lifel)oats  aft,  the  Com- 
mandant may  permit  instead  the  carriage  aft  of 
one  lifeboat  on  each  side  of  tJie  shij).  In  such  cases: 

(1)  Each  lifeboat  shall  not  exceed  '26  feet  in 
length: 

(•1)  Each  lifel)oat  shall  be  stowed  as  far  forward 
as  practicaljle,  but  at  least  so  far  forward  that  the 
after  end  of  tlie  lifelM)at  is  11^  times  the  length  of 
the  lifeboat  forward  of  the  propeller;  and 

(3)  Each  lifeboat  shall  i)e  stowed  as  near  the  sea 
level  as  is  safe  and  practicable. 

(d)  No  lilVl»oal  sliall  be  less  than  '24  feet  in 
length,  except  wlicie  owing  to  the  size  of  the  tank- 
ship,  or  for  other  reasons,  the  ( 'onnnandanl  may 
jtermit  siiiallei-  lifeboats,  but  in  no  case  shall  they 
be  less  than  16  feet  in  length. 

(e)  All  tankships  1,600  gross  tons  and  over  on 
an  itifeniationai  voyage  shall  carry  on  eac^h  side  at 
least  one  Class  1  motor  lifel)f>a(. 

(f)  All  tankships  certificated  for  ocean  s(>rvice, 
anrj  all  tankships  of  less  than  1,600  gross  tonsrin  an 
international  \oyage  shall  r-arry  inflatable  liferafts 
of  suflicicnt  capacity  to  accf»niniodate  at  least  50 
percent  of  tfie  persons  f)n  board.  Those  (ankships 
Iiaving  widely  separated  acconiniodal ion  and/or 
working  spaces  sliall  have  at  least  one  lilVrafl  in 
eacli  siicji  jfK'atioii. 

(il)  Inflatable  liferafts  may  be  siibst itnterl  loi- 
lifeboiitson  certain  vessels  not  on  an  inlernat  ion;d 


voyage  in  accordance  with  Subpart  33.07  of  this 
part. 
33.05-5    Lifeboats  for  barges;  ocean — BO. 

(a)  All  tank  barges  which  normally  operate  more 
than  20  miles  offshore  shall  carry  a  sufficient  num- 
ber of  lifeboats  to  accommodate  all  persons  on 
board. 

(b)  Xo  lifeboat  shall  be  of  less  than  125  cubic 
feet  measurement. 

(c)  Inflatable  liferafts  may  be  substituted  for 
lifeboats  on  certain  vessels  in  accordance  with 
Subpart  33.07. 

33.05-15  Lifeboats  for  barges;  coastwise — 
B/C.  (a)  All  tank  barges  which  normally  oper- 
ate 20  miles  or  less  offshore  shall  carry  a  sufficient 
number  of  lifeboats  to  accommodate  all  persons 
on  board. 

(b)  No  lifeboat  on  a  tank  barge  of  100  gross 
tons  or  over  shall  be  of  less  than  125  cubic  feet 
measurement,  except  by  approval  of  the  Com- 
mandant. No  lifeboat  on  a  tank  barge  of  less 
than  100  gross  tons  shall  be  of  less  than  90  cubic 
feet  measurement,  except  by  approval  of  the  Com- 
mandant. 

(c)  Inflatable  liferafts  may  be  substituted  for 
lifeboats  on  certain  vessels  in  accordance  with 
Subpart  33.07. 

33.05-20  Lifeboats  and  liferafts  for  tank 
vessels;  Great  Lakes — TB/L.  (a)  All  tank 
vessels  operating  on  the  waters  of  the  Great  Lakes 
shall  carry  a  sufficient  number  of  lifeboats  to  ac- 
commodate all  persons  on  board. 

(b)  No  lifeboat  on  a  tank  vessel  of  100  gross 
tons  or  over  shall  be  of  less  than  90  cubic  feet 
measurement,  except  by  approval  of  the  Comnu^n- 
dant.  No  lifeboat  on  a  tank  vessel  of  less  than 
100  gross  tons  shall  be  of  less  than  60  cubic  feet 
measiu'ement. 

(c)  All  tankships  of  300  gross  tons  and  over  in 
Great  Lakes  service  shall  carry,  in  addition  to  the 
lifeboats  recjuired  by  paragraph  (a)  of  this  section, 
ap])roved  inflatable  liferafts  of  such  aggregate 
capacity  to  acconnuodate  all  ])ersons  on  board: 
/*/Y></vV/rc/,  That  such  tankships,  which  areecjuipped 
witli  lifeboats  in  accordance  with  Section  .")3.05-l, 
shall  cari'v  additional  approNcd  in(latal)le  liferafts 
for  not  less  than  50  percent  of  the  persons  carried. 
Any  such  tankship,  when  it  has  crew,  l)erthing 
aiul/or  working  spaces  which  are  widely  separated, 
shall  ha\e  at  least  two  ai)])roved  inflatable  life- 
rafts. The  capacity  and  location  shall  be  to  the 
satisfaction  of  the  Ollicei-  in  Charge,  Marino 
Inspection. 

(d)  Inflatable  liferafts  may  be  siihsl  it  ulcd  for 
lifeboats  on  certain  vessels  in  accordance  willi 
Snbpail  33.07. 

33.0.^)-25  Lifeboats,  lifcrafls,  or  buoyant  ap- 
paratus for  lank  vessels;  bays,  sounds,  lakes 
olhcr  than  dlrcat  Lakes,  and  rivers — 'i'B/BR. 
(a)  All  tank  vessels,  except  liiose  on  an  inter- 
net ioiial    voyage,  opei-ating  exclusively   on    hiiys. 
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sounds,  lakes  (other  than  the  Great  Lakes),  rivers, 
harbors,  or  inhuul  waters  tributary  to  the  Gulf  of 
Mexico,  shall  carry  lifeboats,  liferafts,  or  buoyant 
apparatus  of  sufficient  number  to  accommodate  all 
persons  on  board. 

(b)  No  lifeboat  shall  be  of  less  than  60  cubic 
feet  measurement. 

(c)  The  minimum  size  of  any  piece  of  buoyant 
apparatus  shall  be  such  as  to  accommodate  at 
least  five  persons. 

(d)  Inflatable  liferafts  may  be  substituted  for 
lifeboats,  liferafts  and  buoyant  apparatus  on  cer- 
tain vessels  in  accordance  with  Subpart  33.07. 

(e)  All  tankships  on  an  international  voyage 
shall  meet  the  applicable  requirements  of  Sections 
33.0.5-1  through  33.05-3. 

3.3.05-30  Equipment  for  tank  vessels  on 
short  voyages  beyond  certificated  waters — 
TB/LB.  (a)  The  Officer  in  Charge,  :\Iarine  In- 
spection, may  issue  permits  to  tank  vessels  of  less 
than  100  gross  tons  which  are  certificated  for  lake, 
bay,  and  sound  routes,  to  engage  on  short  voyages 
to  points  beyond  such  waters,  but  not  more  than  15 
miles  from  port  of  refuge:  Provided^  That  such 
vessels  are  equipped  witli  a  sufficient  number  of 
lifeboats,  liferafts,  or  buoyant  apparatus  to  ac- 
commodate all  i^ei-sons  on  board. 

(b)  Xo  lifeboat  shall  be  of  less  than  60  cubic 
feet  measurement.  The  minimum  size  of  any  life- 
raft  or  piece  of  buoyant  apparatus  shall  be  such 
as  to  accommodate  at  least  five  persons. 

(c)  Inflatable  liferafts  may  be  substituted  for 
lifeboats,  liferafts  and  buoyant  apparatus  on  cer- 
tain vessels  in  accordance  with  Subpart  33.07. 

.33.05-35  Wooden  lifeboats  prohibited  on 
tank  vessels — TB/ALL.  Lifeboats  installed  on 
tank  vessels  after  September  1,  1943,  shall  be  con- 
structed of  metal  or  other  material  approved  by 
the  Commandant.  Internals,  such  as  buoyancy 
tanks,  water  tanks,  and  provision  and  equipment 
lockers  may  be  constructed  of  suitable  materials 
other  than  metal  which  have  been  approved  by 
the  Commandant. 

SUBP.ART  33.07— SUBSTITUTION  OF  INFLATABLE 
LIFERAFTS  FOR  LIFEBOAT.S,  OTHER  LIFERAFTS, 
LIFEFLOATS,  AND  BUOYANT  APPARATUS  ON 
CERTAIN  VESSELS  NOT  ON  AN  INTERNATIONAL 
VOYAGE 

33.07-1    Inflatable   liferafts   on  barges— B/ 

ALL.  (a)  On  all  tank  barges  inflatable  liferafts 
may  be  substituted  for  lifeboats,  other  types  of 
liferafts,  lifefloats,  and  buoyant  apparatus  wher- 
ever they  may  be  required. 

(b)  The  capacity  of  inflatable  rafts  carried  in 
place  of  other  liferafts,  lifefloats,  and  buoyant 
apparatus  shall  be  sufficient  to  accommodate  all 
persons  on  board. 

(c)  The  substitution  of  inflatable  liferafts  shall 
not  be  made  without  prior  approval  of  the  Officer 
in  Charge,  Marine  Inspection. 


33.07-5  Inflatable  liferafts  for  other  life- 
rafts,   lifefloats  and    buoyant   apparatus — T/ 

ALL.  (a)  On  all  tankships  inflatable  liferafts  may 
be  permitted  as  substitutes  for  other  types  of  life- 
rafts, lifefloats,  and  buoyant  apparatus  required 
by  this  part. 

(b)  The  capacity  of  inflatable  liferafts  carried 
in  place  of  other  type  liferafts,  lifefloats,  and 
buoyant  apparatus  shall  be  at  least  equivalent  to 
that  required  of  equipment  for  which  sitbstitution 
is  made.  This  requirement  is  in  addition  to  the 
inflatable  liferafts  required  by  Subpart  33.05  of 
this  part. 

(c)  The  substitution  of  inflatable  liferafts  shall 
not  be  made  without  prior  approval  of  the  Officer 
in  Charge,  Marine  Inspection. 

33.07-10  Inflatable  liferafts  for  lifeboats  on 
tankships  under  500  gross  tons — T/ALL.  (a) 
On  all  tankships  under  500  gross  tons,  inflatable 
liferafts  may  be  substituted  for  all  required  life- 
boats. 

(b)  The  total  capacity  of  the  inflatable  liferafts 
shall  be  at  least  equal  to  the  total  number  of  jier- 
sons  that  the  lifeboats  would  have  been  required  to 
acconmiodate.  In  the  case  of  total  substitution  of 
inflatable  liferafts  for  lifeboats,  at  least  two  in- 
flatable liferafts  shall  be  carried.  Partial  substitti- 
tion  is  permissible  provided  the  aggregate  lifeboat 
and  inflatable  liferaft  capacity  is  sufficient  to  ac- 
commodate the  required  ninnber  of  persons  carried. 

(c)  "Wliere  substitution  of  inflatable  liferafts 
is  made,  a  suitable  rescue  boat  shall  be  provided. 
In  the  case  of  partial  substitution,  a  lifeboat  may 
serve  as  the  rescue  boat. 

(d)  The  substittttion  of  inflatable  liferafts  for 
lifeboats  shall  not  be  made  without  prior  approval 
of  tlie  Officer  in  Charge.  Marine  Inspection. 

33.07-15  Inflatable  liferafts  for  lifeboats  on 
certain  tankships  of  500  to  1,600  gross  tons — 
T/ALL.  (a)  On  all  tanksliips  of  500  gross  tons 
and  upwards  to  1.600  gross  tons  inflatable  liferafts 
may  be  substituted  for  all  required  lifeboats  pro- 
vided one  approved  lifeboat  of  a  size  acceptable  to 
the  Officer  in  Charge,  Marine  Inspection,  suitable 
for  rescue  jDurposes.  is  installed. 

(b)  The  aggregate  lifeboat  and  inflatable  life- 
raft  capacity  shall  be  at  least  equal  to  the  total 
number  of  persons  that  the  lifeboats  would  have 
been  required  to  accommodate. 

(c)  The  launching  arrangement  and  location  of 
the  lifeboat  to  be  used  as  rescue  boat  shall  be  such 
that  it  can  be  readily  launched  and  shall  be  to  the 
satisfaction  of  the  Officer  in  Charge,  Marine  In- 
spection. 

(d)  The  substitution  of  inflatable  liferafts  for 
lifeboats  shall  not  be  made  without  prior  approval 
of  the  Officer  in  Charge,  ]Marine  Inspection. 

33.07-20  Inflatable  liferafts  for  lifeboats 
on  certain  tankships  of  1,600  to  3,000  gross 
tons— T/ALL.     (a)    On   all   tankships  of   1,600 
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gross  tons  and  npwarcls  to  3,000  gross  tons  inflat- 
able lifenifts  may  be  substituted  for  all  except  two 
of  the  required  lifeboats.  These  lifeboats  shall  be 
of  a  size  acceptable  to  the  Officer  in  Charge,  Marine 
Inspection,  and  shall  be  suitable  for  rescue  pur- 
poses. In  all  cases,  two  approved  lifeboats,  one  on 
each  side,  shall  be  provided. 

(b)  The  aggregate  lifeboat  and  inflatable  life- 
raft  capacity  shall  be  at  least  equal  to  the  total 
number  of  joersons  that  the  lifeboats,  for  which 
substitutions  are  made  plus  those  remaining  on 
board,  would  have  been  required  to  accommodate. 

(c)  The  substitution  of  inflatable  liferafts  for 
lifeboats  shall  not  be  made  without  prior  approval 
of  the  Officer  in  Charge,  Marine  Inspection. 

33.07-25  Inflatable  liferafts  for  lifeboats 
on  certain  tankships  of  3,000  gross  tons  and 
upward — T/ALL.  (a)  The  Commandant  may 
give  special  consideration  to  the  substitution  of 
approved  inflatable  liferafts  for  required  lifeboats 
on  tankships  of  o,()00  gross  tons  and  over. 

SUBPART  33.10— LIFEBOAT  HANDLING  EQUIPMENT 
REQUIREMENTS 

33.10-1    Lifeboat  davits— TB/ ALL.     (a)  No 

type  or  make  of  mechanical  or  gravity  davit  shall 
be  used  unless  it  has  Hrst  been  approved  by  the 
Commandant.  For  construction  of  davits  see 
Subpart  1G0.032  of  Subchapter  Q  (Specitications) 
of  this  chapter. 

(b)  On  any  tank  vessel  the  keel  of  which  was 
laid  after  September  1,  1S)41,  davits  for  lifeboats 
weighing  in  excess  of  5,000  pounds  when  fully 
equipped  (but  without  persons)  shall  be  of  the 
gravity  type. 

(c)  On  tank  vessels  of  1,600  gross  tons  and  over 
on  an  international  voyage,  contracted  foi'  on  or 
after  May  i^O,  l!)(i."),  all  davits  shall  be  of  the  gravity 
type. 

(d)  No  davit  arm  or  frame  comjnising  mechan- 
ical or  gravity  davits  .shall  he  placed  on  board 
any  vessel  until  all  the  retiuirements  of  this  sec- 
tion and  Subpart  lf)0.():52  of  Subchapter  Q  (Speci- 
fications) of  this  chapter  have  been  met. 

(e)  ^^'llene\•er  mcclianical  oi-  gravity  davits  or 
pails  r)f  davits,  siuli  as  davit  arms,  or  frames,  are 
installed  on  vessels,  to  take  tlie  place  of  davits, 
davit  arms,  or  frames  which  have  been  damaged  or 
broken,  siu-li  davits  or  frames  shall  have  the  mami- 
fafliirer's  namephite  allixed  tlieicto. 

.TJ.IO-.')  Lifeboat  winches— TB/ ALL.  (a) 
When  iifelioat  uiiK  he-  are  iiistiilled  on  tank  ves- 
sels, wiie  falls  shall  be  provided  for  eacii  set  of 
davits. 

(b)  Oji  laiikshi|)S  fd'  .')0t)  gross  Ions  and  over 
in  ocean  or  coastwise  service,  const  rn*  lion  oi'  con- 
version of  wliich  is  starterl  on  or  after  November 
1J>,  11J.*»2,  lifeboat  winches  shall  \)^^  provided  for  ail 
lifeijoafs,  where  the  deck  on  which  the  lifeboats 


are  carried  exceeds  20  feet  from  the  lightest  sea- 
going draft. 

(c)  Lifeboat  winches  proposed  for  use  in  new 
installations  shall  be  of  an  approved  type  and 
constructed  in  accordance  with  Subpart  160.015  of 
Subchapter  Q  (Specitications)  of  this  cha])ter. 

(d)  Suitable  fabric  covers  shall  be  provided,  so 
fitted  over  exposed  mechanisms  that  ice  forma- 
tions may  be  readily  broken  adrift  when  necessary 
to  operate  the  lifeboat  winch. 

(e)  Installation:  Lifeboat  winches  shall  be  so 
located  that  the  operator  can  observe  the  move- 
ment of  the  lifeboat  dui-ing  the  lowering  opera- 
tion. The  lead  of  the  falls  to  the  lifeboat  winch 
shall  be  in  accordance  with  Paragraph  33.10-10 

(f)  Tests:  Upon  completion  of  the  installation 
of  all  lifeboat  winches,  and  before  the  vessel  is 
certificated  for  service,  the  following  tests  and  ex- 
aminations shall  be  made  in  the  presence  of  an 
inspector : 

(1)  Swing  lifeboat  out  from  chocks  and  lower 
to  level  for  loading,  at  which  point  the  lifeboat 
shall  be  loaded  with  dead  weight  equivalent  to  the 
number  of  persons  allowed  (165  pounds  per  per- 
son) together  Avith  weight  of  equipment,  plus  10 
percent  of  the  total  load.  The  lifeboat  should 
then  be  lowered  to  the  water,  stopping  at  approxi- 
mately 6-foot  intervals  by  action  of  the  counter- 
weight alone.  During  the  test  the  following  ob- 
servations should  be  made : 

(i)  Brake  action  shall  be  smooth,  but  positive. 
Brakes  exposed  to  the  weather  shall  also  be  tested 
under  the  load  lowering  condition  with  the  brak- 
ing surface  wetted. 

(ii)  Counterweight  shall  be  capable  of  stop- 
ping and  holding  tlie  lifeboat  when  released. 

( iii)  The  lifeboat  winch  shall  be  capable  of  con- 
trolling the  speed  of  lowei'ing  of  the  fully 
equipped  lifeboat  with  its  complement  of  persons 
on  board  to  not  more  than  120  feet  ])er  minute- 
In  addition,  the  speed  of  lowering  of  the  fully 
equipped  lifeboat  without  its  complement  of  per- 
sons shall  be  not  less  than  40  feet  per  minute. 

(iv)  No  ))art  of  lowering  gear  shall  show  any 
distress  under  load. 

(v)  Deck  under  lifeboat  winch  and  davits  nmst 
be  of  siiflicient  strength  to  prevent  any  undue  stress 
of  the  deck  inidei-  load. 

(vi)  Meclianical  davits  shall  swing  to  extreme 
outboard  position  without  slacking  the  lifeboat 
winch  bi'ake. 

(vii)  Action  of  governor  brake  and  lowering 
speed  permitted  by  same  should  be  noted. 

(viii)  Determine  that  falls  are  of  sullicient 
length  to  lowci'  to  light  load  line  with  vessel  listed 
15  degices  either  way. 

(2)  A  report  of  tJie  I'esults  of  Ww  installation 
test  covering  all  the  above  points  shall  be  recorded. 

.{.3.10-10  Blocks  and  falls  for  lifeboal.s- 
TB/ALL.     {'.locks  and  falls  inslalled  after  May  1, 
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1942,  shall  conform  to  the  following  requirements: 

(a)  All  blocks,  falls,  fairleads,  padeyes,  fasten- 
ings, etc.,  used  in  connection  with  lifeboat  gear 
shall  be  designed  with  a  mininnmi  factor  of  safety 
of  six,  based  on  the  maximum  working  load. 

(b)  "Where  lifeboat  winches  are  installed,  not 
more  than  two-part  wire  falls  shall  be  used,  except 
in  specific  cases  where  three-jiart  wire  falls  may 
be  accepted.  "Whei-e  lifeboat  winches  are  not  used, 
the  falls  shall  be  of  manila  rope  or  equivalent  but 
wire  rope  ma}'  not  be  used. 

(c)  Wire  rope  falls  of  6  x  19  regular  lay  filler 
wire  construction  prelubricated  at  the  factory 
with  suitable  neutral  wire  rope  lubricant  shall  be 
accepted  as  standard.  Any  other  type  of  wire 
superior  or  equally  as  good  as  the  minimum  stand- 
ard specified  may  be  used. 

(d)  Falls  shall  be  of  sucli  length  that  the  life- 
boat may  be  lowered  to  the  water  with  the  vessel  at 
the  lightest  seagoing  draft,  listed  15  degrees  either 
way. 

(e)  All  ocean  and  coastwise  vessels  and  all  other 
vessels  of  over  1,000  gross  tons,  not  fitted  with 
lifeboat  winches,  shall  be  provided  with  covered 
tubs,  boxes,  or  reels  for  stowage  of  falls  and  with 
suitable  lowering  bitts  in  easily  accessible  posi- 
tions; except  that  all  ocean  and  coastwise,  self- 
propelled  vessels  of  over  1,000  gross  tons,  not  fitted 
with  lifeboat  winches  for  which  contracts  for  con- 
struction are  let  on  or  after  September  2,  1945, 
shall  be  fitted  with  cruciform  bitts  in  such  position 
as  will  render  lowering  practicable. 

(f)  "Where  more  than  one  lifeboat  is  served  by 
the  same  set  of  davits,  if  the  falls  are  of  manila 
rope,  separate  falls  shall  be  jirovided  to  serve  each 
lifeboat. 

(g)  Such  blocks  as  are  necessary  to  allow  the 
falls  to  lead  fair  in  all  positions  of  the  davit  shall 
be  fitted.  Sheaves  for  wire  rope  shall  have  a 
diameter  at  the  base  of  the  groove  at  least  equal 
to  12  times  the  diameter  of  the  rope. 

(h)  There  shall  be  ample  clearance  between  the 
cheeks  of  blocks  in  which  manila  rope  is  used.  The 
width  between  the  cheeks  shall  be  half  an  inch 
greater  than  the  diameter  of  new  ropes  when  those 
ropes  are  3%  inches  in  circumference  or  greater; 
blocks  for  smaller  ro]:)es  shall  be  designed  with 
clearance  in  the  same  proportion. 

(i)  Means  for  lubrication  shall  be  provided  for 
all  moving  parts  of  blocks. 

(j)  "Where  lifeboat  winches  are  provided  on 
tank  vessels,  construction  or  conversion  of  which 
was  started  prior  to  November  19, 1952,  there  shall 
be  at  least  8  feet  between  the  center  of  the  drum 
and  the  center  of  the  nearest  sheave. 

(k)  "\Miere  lifeboat  winches  are  provided  on 
tank  vessels,  construction  or  conversion  of  which 
is  started  on  or  after  November  19,  1952,  the  lead 
sheaves  to  the  drums  shall  be  so  located  as  to  pro- 
vide fleet  angles  of  not  more  than  8  degrees  for 
grooved  drums  and  not  more  than  4  degrees  for 


nongrooved  drums.  By  fleet  angle  is  meant  the 
angle  included  between  an  imaginary  line  from 
the  lead  sheave  perpendicular  to  the  axis  of  the 
drum  and  the  line  formed  by  the  wire  rope  when 
led  from  the  lead  sheave  to  either  extremity  of 
the  drum. 

33.10-15  Disengaging  apparatus — T/OCL. 
(a)  Type  required.  (1)  Lifeboats  on  all  ocean, 
coastwise  and  Great  Lakes  tankships  of  over  3,000 
gross  tons,  tlie  construction  or  conversion  of  which 
IS  started  on  or  after  January  1,  1961,  shall  be 
fitted  with  mechanical  disengaging  apparatus  of 
an  approved  type  constructed  in  accordance  with 
Subpart  160.038  of  Subchapter  Q  (Specifica- 
tions) of  this  chapter.  Such  disengaging  appara- 
tus shall  be  so  arranged  as  to  make  it  possible  for 
the  lifeboats  to  be  launched  while  such  vessels  are 
under  way  or  stopped,  and  for  both  ends  of  the 
lifeboat  to  be  released  simultaneously,  under  ten- 
sion, by  one  person.  The  gears  shall  be  capable 
of  being  released  from  one  position  in  the  life- 
boat while  the  boat  is  fully  loaded  with  allowed 
persons  and  equipment.  Simultaneous  release 
shall  be  efl'ected  by  partially  rotating  a  shaft  which 
shall  be  continuous  and  extend  from  one  point  of 
contact  with  the  hooks. 

(2)  Lifeboats  on  all  ocean,  coastwise  and  Great 
Lakes  tankships  of  not  over  3,000  gross  tons  shall 
be  fitted  with  suitable  disengaging  apparatus. 
Mechanical  disengaging  apparatus,  if  fitted,  shall 
be  of  approved  type  constructed  in  accordance 
with  Subpart  160.033  of  Subchapter  Q  (Specifi- 
cations) of  this  chapter. 

(3)  Lifeboats  on  all  ocean,  coastwise  and  Great 
Lakes  tankships  of  over  3,000  gross  tons,  the  con- 
struction or  conversion  of  which  is  started  before 
January  1,  1961,  shall  be  fitted  with  suitable  disen- 
gaging apparatus.  Mechanical  disengaging  ap- 
paratus, if  fitted,  shall  be  as  follows : 

(i)  On  all  such  tankships  mechanical  disen- 
gaging apparatus  shall  be  of  a  type  approved  by 
the  Commandant. 

(ii)  On  all  such  ocean  and  coastwise  tankships, 
the  construction  or  conversion  of  which  was  started 
on  or  after  July  1,  1961,  the  arrangement  shall  be 
as  described  in  subparagraph  (1)  of  this 
paragraph. 

(b)  Replacement  of  lifeboats  on  vessels  of 
over  3,000  gross  tons.  (1)  Replacement  of  life- 
boats on  ocean,  coastwise  and  Great  Lakes  tank- 
ships  of  over  3,000  gross  tons  shall  be  in  accord- 
ance with  the  following : 

(i)  All  replacement  lifeboats  shall  be  fitted  with 
approved  mechanical  disengaging  apparatus  con- 
structed and  arranged  as  described  in  paragraph 
(a)  (1)  of  this  section. 

(2)  Eeplacement  of  lifeboats  in  accordance 
with  the  provisions  of  this  paragraph  may  be  made 
on  an  individual  lifeboat  basis. 
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33.10-20      Disengaging    apparatus  —  T/BR 

and  B/ALL.  (a)  Lifeboats  shall  be  fitted  with 
suitable  disengaging  apparatus.  Mechanical  dis- 
engaging apparatus  shall  be  of  a  type  approved 
by  the  Commandant. 

'  (b)  Xot  more  than  one  type  of  releasing  gear 
shall  be  fitted  in  the  lifeboats  of  a  particular  ves- 
sel unless  otherwise  approved  by  the  Com- 
mandant. 

SUBPART    33.15— EQUIPMENT    FOR    LIFEBOATS, 
LIFERAFTS,  OR  BUOYANT  APPARATUS 

33.15-1  Lifeboat,  liferaft  or  buoyant  appa- 
ratus equipment;  general — TB/ALL.     (a)  The 

provisions  of  this  subpart  with  the  exception  of 
Section  33.15-90  shall  apply  to  all  vessels  con- 
tracted for  on  or  after  I\Iay  26,  1965.  Vessels  con- 
tracted for  prior  to  May  26,  1965  shall  meet  the 
requirements  of  Section  33.15-90. 

(b)  Equipment  for  lifeboats,  liferafts,  and 
buoyant  a]:)paratus  shall  be  of  good  quality,  effi- 
cient for  the  jiurpose  they  are  intended  to  serve, 
and  ke])t  in  good  condition. 

(c)  Lifeboats,  liferafts  and  buoyant  apparatus 
shall  be  fully  equipped  before  the  vessel  is  navi- 
gated and  the  equipment  shall  remain  in  such  life- 
saving  a]:)pliances  throughout  the  voyage  except  as 
provided  by  Section  33.25-15. 

(d)  It  shall  be  unlawful  to  stow  in  any  lifeboat, 
liferaft,  or  buoyant  apparatus  any  article  not 
reqiiii-ed  bj'  this  subpart  unless  such  articles  can  be 
properly  stowed  so  as  not  to  reduce  the  seating 
cajjacity  or  space  available  to  the  occupants  and 
so  as  not  to  adversely  ati'ect  the  seaworthiness  of 
.such  a))jjliances  or,  in  the  case  of  lifeboats,  over- 
load the  davits  or  winches. 

((')  Loose  equipment,  excej^t  boathooks  in  life- 
boats, shall  be  securely  attached  to  the  lifesaving 
ai)pliaii<-e  to  wjiich  it  belongs. 

3.'>.1 .')-.')  Required  equipment  for  lifeboats — 
TB  ALL.  (a)  The  lifeboats  for  all  tank  vessels 
shall  be  equipped  in  accordance  with  Table 
33.15-5  (a).  For  a  description  of  the  items  con- 
tained in  this  table,  and  the  tuiits  comprising  the 
items,  see  the  applicable  pjiragraphs  of  Section 
.33.15-10.  The  letter  iilent ideation  piclixing  the 
item  in  the  table  corresponds  to  the  piiiagiaph 
designations  in  Sectif^n  ;'."». 15   10. 

.33.1.V10  Description  of  equipment  for  life- 
boats—TB/ALL— (a)  Bailer.  Tlie  bailer  shall 
have  a  lanyard  attached  and  shall  be  of  sufficient 
size  and  ^uitMblr-  fr)r  bailing. 

(h)  Bilge  pump,  liilge  pumj^s  slnill  be  of  an 
a|)|)io\c(|  type,  const  nictecj  in  accoifliiiice  with 
Snli|<;iit  If'.O.Ol  I  of  .Siibcjiiiptci'  (^  (SiH-cilicjilions) 
f>f  llii-  cliaptei-.  Tlicy  sliiill  be  of  the  size  given 
in  Table  ;5;».15-10  (b)  depending  upon  the  capact- 
ity  of  the  lifeboat  as  determined  by  the  six-lenlliH 
rule  a-  dewribefl  in  I'aragrapli  160.035  9(b). 

(c)  Boathooks.  I'.ojitliooks  shall  be  of  Iho 
HJngle    lir»ok    l);ill|)f»iiil    ly|)e,      lioathook'    li;indles 


Table  .33. 1.5-5(a) 


Letter 
identi- 
fication 


bb. 

CC- 

dd. 
ee  . 
fl... 


gg-- 
hli. 


11- 


JJ--- 
kk  . 
11...- 
nim. 
nil.. 

00... 


Item 


Bailer 

Bilge  pump 

Boathooks 

Bucket 

Compass  and  mounting. 

Ditty  bag --- -.. 

Drinking  cup 

Fire  extinguisher  (motor- 
propelled  lifeboats  only). 

First-aid  kit 

Flashlight- 

Hatchet 

Heaving  line..- 

Jackknife... 

Ladder,  lifeboat,  gunwale 

Lantern 

Lifeline 

Life  preservers. 

Locker 

Mast  and  sail  (oar-propelled 

lifelioats  only). 

Matches  (boxes) 

Milk,  condensed  (pounds  per 

person). 

Mirror,  signaling 

Oars  (units) 

Oil,  illuminating  (quarts) 

Oil,  storm  (gallons) 

Painter 

Plug 

Provisions  (pounds  per  person). 

Rowlocks  (units) 

Rudder  and  tiller 

Sea  anchor 

Signals ,  distress,  floating 

orange  smoke. 
Signals,  distress,  red  hand  flare 

(units). 
Signals,  distress,  red  parachute 

flare  (units). 
Tool  kit  (motor-propelled 

lifeboats  only). 

Water  (quarts  per  person) 

Whistle,  signaling 

Fishing  kit 

Cover,  protecting.- 

Signals,  lifesaving. 

Desalting  kit... ..- 


Tankshif 

Ocean 

Lakes, 

and 

Great 

bays . 

coast- 

Lakes 

sounds. 

wise 

and 
rivers 

1 

1 

None 

1 

None 

None 

2 

1 

1 

2 

1 

1 

1 

None 

None 

1 

None 

None 

1 

None 

None 

2 

2 

2 

1 

None 

None 

1 

1 

None 

2 

2 

1 

2 

None 

None 

1 

None 

None 

1 

None 

None 

1 

1 

1 

1 

1 

1 

2 

2 

2 

1 

1 

None 

1 

None 

None 

2 

1 

1 

1 

None 

None 

2 

None 

None 

31 

31 

31 

1 

1 

None 

1 

1 

None 

2 

2 

1 

1 

1 

1 

2 

None 

None 

31 

31 

31 

1 

1 

None 

1 

1 

None 

2 

None 

None 

31 

3  1-2  unit 

None 

3S  1 

3  J-i;  unit 

None 

31 

31 

31 

3 

None 

None 

1 

None 

None 

1 

None 

None 

1 

None 

None 

1 

None 

None 

«1 

None 

None 

Tank 
barge- 
all 
waters 


None 
None 
12 
1 
None 
None 

21 

2 

None 

None 

None 

None 

2  1 

None 

1 

1 

2 

None 

None 

12 
None 

None 

31 

None 

None 

1 

1 

None 

341 
21 

None 
None 

None 

None 

31 

21 

None 
None 
None 
None 

None 


1  Only  1  required  on  other  than  seagoing  barges. 

2  Seagoing  barges  only. 

3  For  description  of  unit,  see  §  33.15-10. 

■<  Lifeboats  on  barges  need  only  carry  4  rowlocks. 

«  Vessels  in  coastwise  service  need  only  carry  1  unit  for  each  5  lifeboats  or 
fraction  thereof. 
«  Optional  equipment.    See  ii  33.1.'i-10(ji),  water. 

.shall  be  of  clear  grained  white  ash,  or  equivalent, 
and  of  a  length  and  diameter  as  given  in  Table 
33.15-10  (c). 

(d)  Bucket.  The  bucket  shall  be  of  heavy 
gage  gahanized  iron,  or  other  suitable  coi'rosion- 
)'esistaiit  metal,  of  not  less  tluin  2  gallon  capacity, 
and  shiill  have  a  O-fool  lanyai'd  of  12-thread  ma- 
nila  attached. 

(e)  Compass  and  mounting.  The  conq)ass 
and  mount iiig  shall  be  of  an  appioved  type,  con- 
st rnete<l  in  aeeoidanee  with  (l.S.  (-oast,  (Jiiard 
Speeilieation  dtited    December  14,   1914. 

(f )  Ditty  hag.  The  di(  (y  bag  shall  consist  of  a 
canvas  hag  ;iiid  shall  eonttiin  a  sailniaker's  palm, 
needles,  stiil   twine,  miirline  and   miirlinspike. 

(g)  Drinking  cup.s.  Drinking  cups  sliidl  be 
eiiiiniel  coiited  or  phistie,  griidiialed  in  ounces,  and 
1m'  provided  witli  Innyar'ds  3  feel   in  length. 
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33.15-10 


Table  33.15-10  (b) 


Capacity  of  lifeboat, 
cubic  feet 

Bilge  pump 
size 

Over— 

Not  over— 

330 
700 

1 
2 
3 

330 

700 

Table  33.15-10  (c) 


Length  of  lifeboat 
(feet) 

Boathook  handles 

Over— 

Not 
over— 

Diameter 
(inches) 

Length 
(feet) 

23 

1% 
2 

8 
10 
12 

23 

29 

29 

(h)  Fire  extinguisher.  Fire  extinguishers 
shall  be  of  an  approved  type  (4  pounds  CO2  or 
2  pounds  dry  chemical).  One  shall  be  attached 
to  each  end  of  the  lifeboat. 

(i)  First  aid  kit.  The  first  aid  kit  shall  be  of 
an  approved  type,  constructed  and  fitted  in  ac- 
cordance with  Subpart  100.041  of  Subchapter  Q 
(Specifications)  of  this  chapter. 

(j)  Flashlight.  The  flashlight  shall  be  of  an 
approved  Type  I,  Size  No.  3,  constructed  in  ac- 
cordance -with  Subpart  161.008  of  Subchapter  Q, 
(Specifications)  of  this  chapter.  Three  spare  cells 
(or  one  3-cell  battery)  and  tAvo  spare  bulbs,  stowed 
in  a  watertight  container,  shall  be  provided  with 
each  flashlight.  Batteries  shall  be  replaced  yearly 
during  the  annual  stripping,  cleaning,  and  over- 
haul of  the  lifeboat. 

(k)  Hatchet.  Hatchets  shall  be  of  an  ap- 
proved type,  constructed  in  accordance  with  Sub- 
part 160.013  of  Subchapter  Q  (Specifications)  of 
this  cha])ter.  They  shall  be  attached  to  the  life- 
boat by  individual  lanyards  and  be  readily  avail- 
able for  use.  one  at  each  end  of  the  lifeboat. 

(1)  Heaving  line.  The  heaving  line  shall  be 
of  adequate  strength,  10  fathoms  in  length,  and 
one  inch  in  ciiTumference.  It  shall  be  of  such 
quality  as  to  be  biioyant  after  24  hours  submer- 
gence. 

(m)  Jackknife.  The  jackknife  (with  can 
oi)ener)  shall  be  of  an  appro\ed  type,  constructed 
in  accordance  with  Subpart  160.043  of  Subchapter 
Q  (Specifications)  of  this  chapter. 

(n)  Ladder,  lifeboat  gunwale.  The  lifeboat 
gunwale  ladder  shall  consist  of  3  flat  wood  steps 
cut  out  for  handholds.  The  steps  shall  be  spaced 
12  inches  aparr  and  fastened  with  %-inch  diam- 
eter manila  rope.  Each  rope  end  shall  be  tied 
inside  the  lifeboat  at  about  amidships  Avith  the 


ladder  stowed  on  top  of  the  side  benclies  and 
ready  for  immediate  use.  Other  suitable  devices 
may  be  specifically  approved. 

(o)  Lantern.  The  lantern  shall  contain  suffi- 
cient oil  to  burn  for  at  least  9  hours,  and  shall  be 
ready  for  immediate  use. 

(p)  Lifeline.  The  lifeline  shall  be  properly 
secured  to  both  sides  of  the  lifeboat  along  its  en- 
tire length,  festooned  in  bights  not  longer  tlian 
3  feet,  with  a  seine  float  in  each  bight,  which  float 
may  be  omitted  if  the  line  is  of  an  inherently 
buoyant  material  and  absorbs  little  or  no  water. 
The  lifeline  shall  be  of  a  size  and  strength  not 
less  than  %-inch  diameter  manila.  The  bights 
shall  hang  to  within  12  inches  of  the  water  when 
the  lifeboat  is  light. 

(q)  Life  preservers.  Life  preservers  shall  be 
of  an  approved  type,  constructed  in  accordance 
with  the  applicable  subparts  of  Subchapter  Q 
(Specifications)  of  this  chapter. 

(r)  Locker.  The  locker  shall  be  suitable  for 
the  storage  and  preservation  of  the  small  items 
of  equipment. 

(s)  Mast  and  sail.  A  unit,  consisting  of  a 
standing  lug  sail  together  with  the  necessary  sjDars 
and  rigging,  sluall  be  provided  in  general  agree- 
ment with  Table  33.15-10 (s).  The  sails  shall  be 
of  good  quality  canvas,  or  other  material  accept- 
able to  the  Commandant,  colored  Indian  Orange 
(Cable  No.  70072,  Standard  Color  Card  of 
America).  Eigging  shall  consist  of  galvanized 
wire  rope  not  less  than  three-sixteenths  inch  in 
diameter.  The  mast  and  sail  shall  be  protected  by 
a  suitable  cover. 

(t)  Matches.  A  box  of  safety  matches  in  a 
watertight  container  stowed  in  an  equipment 
locker  or  secured  to  the  underside  of  the  stern 
thwart  if  no  locker  is  fitted. 

(u)  Milk,  condensed.  One  pound  of  con- 
densed milk  shall  be  provided  for  each  person  the 
lifeboat  is  certified  to  carry,  to  be  stowed  in  lock- 
ers or  other  compartments  providing  suitable 
protection. 

(v)  Mirrors,  signaling.  Signaling  mirrors 
shall  be  of  an  approved  type. 

(w)  Oars.  A  unit,  consisting  of  a  complement 
of  rowing  oars  and  steering  oar,  shall  be  provided 
for  each  lifeboat  in  accordance  with  Table  33.15- 
10 (w),  except  that  motor-i:)ropelled  and  hand-pro- 
pelled lifeboats  need  only  be  equipped  with  4 
rowing  oars  and  steering  oar.  All  oars  shall  be 
buoyant. 

(x)  Oil,  illuminating.  One  quart  of  illumi- 
nating oil  shall  be  provided  in  a  metal  container. 

(y)  Oil,  storm.  One  gallon  of  vegetable,  fish, 
or  animal  oil  shall  be  provided  in  a  suitable  metal 
container  so  constructed  as  to  j^ermit  a  controlled 
distribution  of  oil  on  the  water,  and  so  arranged 
that  it  can  be  attached  to  the  sea  anchor. 
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TANK  VESSELS 
Table  33.15-10  (s) 


Length  of  lifeboat 
(feet) 

Standing  lug  sail 

Mast' 

Yard' 

Over— 

Not 
over— 

Area 

(square 

feet) 

Luff  and 

head 
lengths 

Leach 
length 

Foot 
length 

Clew  to 
throat 

Ounces  per 
square 

Commercial 
designa- 
tion No. 

Length 

Diameter 
(inches) 

Length 

Diameter 

(inches) 

Ft.      III. 

Ft.      In. 

Ft.      In. 

Ft.      In. 

Ft.      In. 

Ft.      In. 

17 

58 

5     11 

12       1 

8     10 

10     10 

14.  35 

10 

11       2 

3 

6     11 

2 

17 

19 

74 

G       8 

13       8 

10       0 

12       2 

14.  35 

10 

12       6 

3 

7       8 

2 

19 

21 

93 

7       5 

15       1 

11       2 

13       8 

14.  35 

10 

13     10 

SH 

8       5 

2K' 

21 

23 

113 

8       3 

16     11 

12       4 

15       1 

14.  35 

10 

15       2 

VA 

9       3 

2>^ 

23 

25 

135 

9       0 

18       6 

13       G 

16       6 

14.  35 

10 

IG       6 

4 

10       0 

3 

25 

27 

158 

9       9 

20       0 

14       7 

17     10 

17.  50 

8 

17     10 

4 

10       9 

3 

27 

29 

181 

10       5 

21       5 

15       7 

19       1 

17.  50 

8 

19       2 

4H 

11       5 

3^i 

29 

31 

203 

11       0 

22       8 

16       6 

20       3 

20.  74 

6 

20       6 

4H 

12       0 

S% 

31 

{') 

i') 

(') 

(') 

(') 

(') 

(') 

{') 

{') 

(') 

{') 

(') 

>  Mast  lengths  measm-ed  from  heel  to  center  of  upper  halyard  sheave. 
and  yard  shall  be  of  clear-grained  spruce,  fir,  or  equivalent. 
*  Subject  to  special  consideration. 


Mast  diameters  measured  at  thwart.     Mast 


Table  33.1.5-10  (w) 


Length  of  lifeboat 
(feet) 

Number  of  oars 

Length  of  oars 
(feet) 

Over- 

Not  over— 

Rowing 

steering 

Rowing 

Steering 

is 
19 
21 
23 
25 
27 

15 
19 
21 
23 
25 
27 

4 
6 
6 
6 
8 
8 
8 

8 
10 

11 

12 
13 
14 
15 

9 
11 
12 
13 
14 
15 
16 

(z)  Painter.  Painters  .sliall  bo  of  inaiiila  rope 
not  less  than  2%  inches  in  circumference,  or 
equivalent,  and  of  a  len<^th  not  less  than  8  times 
I  he  distance  between  the  deck  on  which  the  life- 
l)oat  is  stowed  and  the  light  draft  of  the  vessel. 
For  lifeboats  on  vessels  in  ocean,  coastwise  or 
Cjreat  Lakes  .service  one  of  the  painters  shall  have 
a  long  eye  .splice  and  be  attached  to  the  thwart 
with  a  toggle.  The  other  painter  shall  be  attached 
to  the  stem. 

(aa)  Plug.  The  automatic  drain  required  in 
I  lie  iifVljoiil  sliall  be  provided  with  a  ca))  or  l)lug 
atl!i<|ic(|  to  tlic  lil'cboMt  by  a  suitable  chain. 

(bb)  Provisions.  Two  pounds  of  hard  bread 
or  its  approved  ('(|uivalent  sliall  be  ))rovi(led  for 
each  person  the  lifeboat  is  certified  to  cai'i-y.  The 
provisions  sliall  be  packaged  in  hermetically 
scaled  cans  of  an  apf)roved  type.  The  cans  shall 
be  stowed  in  lockers  or  otiiei'  coinpaitments  pio- 
\idiiig  '-ui(;d)ic  prrjicct  ion. 

(cc)  Itowlocks.  \  unit,  consisting  of  sudicieiit 
rowlrjcks  and  lowhtck  sockets  for  each  oai'  je- 
qnired  by  Table  '■'>'■'>. li^>  10  (w)  plus  2  addiliousil 
rowlf)fks.  The  rowlocks  shall  be  idtacln^d  to  the 
lifebr)at  by  separate  chains  so  as  to  be,  availidde 
for  iinmediate  iis<',  except  (hat  the  two  additional 
Hpan-  rowlfjcks  shall  be  cinricd  in  the  equipment 


locker  or  stowed  near  the  stei'ii  if  no  locker  is  fitted. 
The  rowlocks  and  rowlock  sockets  shall  be  dis- 
tributed so  as  to  provide  the  maximum  amount  of 
single  banked  oars  practicable. 

(dd)  Rudder  and  tiller.  The  rudder  and 
tiller  shall  be  constructed  in  accordance  with  Para- 
graph 160.035-3  (t)  in  Subpart  160.035  of  Sub- 
chapter Q  (Specifications)  of  this  chapter. 

(ee)  Sea  anchor.  The  sea  anchor  shall  be  of 
an  approved  type. 

(ff )  Signals,  distress,  floating  orange  smoke. 
Two  approved  floating  orange  smoke  distress  sig- 
nals, constructed  in  accordance  with  Subpart 
160.022  of  Subchapter  Q  (Specifications)  of  thi= 
chajjter.  The  service  use  of  this  equipment  shall 
be  limited  to  3  years  from  date  of  manufacture,  and 
replacement  shall  be  made  no  later  than  the  first 
annual  .stri])ping,  cleaning,  and  overhaul  of  the 
lifeboat  after  the  date  of  ex])iration. 

(gg)  Signals,  distress,  red  hand  flare.  A  unit, 
consisting  of  12  ajiproved  hand  red  flare  distress 
signals,  in  a  watertight  container,  constructed  in 
accordance  with  Subpart  160.021  or  160.02:5  of 
Subchapter  Q  (Specifications)  of  this  chapter. 
The  service  use  of  this  equipment  shall  be  limited 
to  3  years  from  date  of  maiiuracture,  and  ie])lace- 
ment  shall  be  made  no  later  than  the  lirst  annual 
.stripping,  cleaning,  and  overhaul  of  the  lifeboat 
a  ftcr  t  he  date  of  expirat  ion. 

(hh)  Signals,  distress,  red  parachute  flare. 
A  unit,  consisting  of  12  aj)proved  parachute  red 
flare  distress  sigmils,  with  an  ai)proved  means  of 
pi'oject  ing  them,  all  coiitaiued  in  a  portable  water- 
tighl  container ;  or  12  approved  hand-held  I'ocket- 
pro|)cll('(l  paiachute  red  flare,  disti'css  signals  con- 
tained in  a  portable  watertight  containei'.  Con- 
struction sluill  be  in  accoi'diince  with  Subparts 
160.021  and  l(i0.02K  or  1(;0.03(;  of  Subchapter  Q 
(Specifications)  of  this  chiipter.  The  s(U'vice  use 
of  this  e(|uipment  shall  be  limited  to  3  years  from 
diilc   of   in;inuf;icliire,   and    repliu'enu'nt    shall    be 
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made  no  later  than  tlie  first  annnal  stripping,  clean- 
in  <r.  and  overhaul  of  the  lifeboat  after  the  date  of 
expiration. 

(ii)  Tool  kit.  The  tool  kit  shall  consist  of  at 
least  the  following  tools  contained  in  a  suitable 
container : 

(1)  One  12-ounce  ball  peen  hammer. 

(2)  One  screwdriver  with  6-inch  blade. 

(3)  One  pair  8-inch  slip  joint  pliers. 

(4)  One  8-inch  adjustable  end  wrench. 

(jj)  Water.  (1)  For  each  person  the  lifeboat 
is  certified  to  can*}-,  there  shall  be  provided  three 
quarts  of  drinking  water  consisting  of  nine  ap- 
proved hermeticalh'  sealed  containers  per  person 
constructed  and  filled  in  accordance  with  Subpart 
160.026  of  Subchapter  Q  (Specifications)  of  this 
chapter.  The  service  life  of  this  equipment  shall 
be  limited  to  5  j'ears  from  date  of  packing,  and  re- 
placement shall  be  made  no  later  than  the  first 
annual  stripping,  cleaning,  and  overliaul  of  the 
lifeboat  after  date  of  expiration.  Approved  de- 
salting kits  capable  of  producing  an  equal  amount 
of  drinking  water  may  be  substituted  for  not  more 
than  one-third  of  the  drinking  water  required  to 
be  carried. 

(2)  The  drinking  water  containers  shall  be 
stowed  in  drinking  water  tanks,  lockers,  or  other 
compartments  providing  suitable  protection. 

(kk)  Whistle,  signaling.  The  wliistle  shall  be 
of  the  ball-type,  of  corrosion-resistant  construc- 
tion, with  a  36-inch  lanyard  attached,  and  in  good 
working  order. 

(11)  Fishing  kit.  The  fishing  kit  shall  be  of 
approved  type  constructed  in  accordance  with  Sub- 
part 160.061  of  Subchapter  Q  (Specifications)  of 
this  chapter. 

(mm)  Cover,  protecting.  The  protecting 
cover  shall  be  of  a  highly  visible  color,  and  capable 
of  protecting  the  occupants  against  injury  by  ex- 
posure. 

(nn)  Table  of  lifesaving  signals.  The  table 
of  lifesaving  signals  shall  be  in  accordance  with 
the  provisions  of  Chapter  V,  Regidation  16,  of  the 
International  Convention  for  Safety  of  Life  at 
Sea,  1960,  and  shall  be  printed  on  water  resistant 
paper. 

(oo)  Desalting  kit.  One  or  more  approved  de- 
salting kits  may  be  used  as  a  substitute  for  one- 
third  of  the  required  amount  of  drinking  water  per 
person,  and  shall  be  constructed  in  accordance  with 
Subpart  160.058  of  Subchapter  Q  (Specifications) 
of  this  chapter. 

33.15-15  Required  equipment  for  rigid  type 
liferafts  and  buoyant  apparatus — TB/LBR. 
(a)  The  i-igid  type  liferafts  and  buoyant  appara- 
tus for  all  vessels  shall  be  equipped  in  accordance 
with  Table  33.15-15 (a).  For  a  description  of  the 
items  contained  in  this  table  and  the  units  compris- 
ing the  items,  see  the  applicable  paragi-aphs  of 
Section  33.15-20.    The  letter  identification  prefix- 


Table  33.15-1.5  (a) 


Item 

Liferaft 

Letter 
identifi- 
cation 

Great 
Lakes 

Lakes, 

bays, 

sounds, 

rivers 

Buoyant 
apparatus- 
All  waters 

a 

Boathook  _ 

1  1 

2  1 

2   I 

2    I 

1 

1 

1  1 
None 

2  1 
None 

2  1 
None 
None 

None 

None 

b  . 

Lifeline 

1  1 

c 

d 

e 

f 

g 

h 

i 

j 

Matches  (boxes) 

Oars  (units) 

Oil,  storm  (gallons)  _ . 
Painter 

Rowlocks  (units) 

Sea  anchor 

Signals,    distress 

(units) . 
Water  light 

None 
None 
None 
s  1 
None 
None 
None 

45    1 

1  Not  required  on  Type  A  liferafts. 

2  For  description  of  unit  see  Section  33.15-20. 

3  Need  only  be  2  inclies  in  diameter  and  of  a  lengtii  equal  to  tiie  distance 
between  the  deck  where  stowed  to  the  ves-sel's  light  draft  plus  6  feet. 

*  Not  required  on  buoyant  apparatus  for  less  than  25  persons. 
'  Applies  to  ocean,  coastwise  and  Great  Lakes  routes. 

ing  the  item  in  the  table  corresponds  to  the  para- 
graph designation  in  Section  33.15-20. 

33.15-16  Required  equipment  for  inflatable 
liferafts— TB/ALL.  (a)  Inflatable  liferafts 
shall  be  equipped  with  ocean  service  equipment  for 
vessels  on  ocean  and  coastwise  routes  and  with 
limited  service  equipment  for  vessels  on  Great 
Lakes,  lakes,  bays,  sotmds,  and  river  routes  in 
accordance  with  Subpart  160.051  of  Subcliapter 
Q  (Specifications)  of  this  chapter. 

Note:  Subpart  160.051  of  this  chapter  requires  the 
servicing  of  inflatable  liferafts  at  approved  servicing 
facilities.  Included  in  the  servicing  at  an  approved  fa- 
cility is  a  complete  inspection  of  the  required  equipment 
by  a  marine  inspector. 

33.15-20  Description  of  equipment  for  life- 
rafts and  buoyant  apparatus — TB/LBR — (a) 
Boathook.  Boathooks  shall  be  of  the  single  hook 
ball  point  type.  Boathook  handles  shall  be  of  clear 
grained  white  ash,  or  equivalent,  not  less  than  8 
feet  long  and  li/^  inches  in  diameter. 

(b)  Lifeline.  The  lifeline  shall  be  properly 
secured  around  the  sides  and  ends  of  the  liferaft, 
or  buoyant  apparatus,  festooned  in  bights  not 
longer  than  3  feet,  with  a  seine  float  in  each  bight, 
which  float  may  be  omitted  if  the  line  is  of  an 
inlierently  buoyant  material  and  absorbs  little  or 
no  water.  The  lifeline  shall  be  of  a  size  and 
strength  not  less  than  %-inch  diameter  manila. 

(c)  Matches.  A  box  of  safety  matches  in  a 
watertight  container. 

(d)  Oars.  A  unit,  consisting  of  4  rowing  oars 
and  one  steering  oar  not  less  than  8  feet  in  length, 
shall  be  provided  for  liferafts  for  7  persons  or 
more.  For  liferafts  for  6  persons  or  less,  a  unit 
shall  consist  of  2  paddles  not  less  than  5  feet  in 
length. 

(e)  Oil,  storm.  One  gallon  of  vegetable,  fish, 
or  animal  oil  shall  be  provided  in  a  suitable  metal 
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container  so  constructed  as  to  permit  a  controlled 
distribution  of  oil  on  the  water,  and  so  arranged 
that  it  can  be  attached  to  the  sea  anchor. 

(f )  Painter.  Painters  shall  be  of  manila  rope 
not  less  than  2%  inches  in  circumference  and  of  a 
length  not  less  than  3  times  the  distance  between 
the  deck  on  Avhich  the  liferafts  are  stowed  and  the 
light  draft  of  the  vessel. 

(g)  Rowlocks.  A  unit,  consisting  of  5  row- 
locks attached  to  the  liferaft  by  separate  chains 
and  ready  for  immediate  use,  together  with  proper 
rowlock  sockets  so  arranged  as  to  provide  4  row- 
ing positions  and  1  steering  position  with  the  life- 
raft  floating  either  side  up.  Kowlocks  and  row- 
lock sockets  are  not  required  on  liferafts  for  6 
pei'sons  or  less. 

(h)  Sea  anchor.  The  sea  anchor  shall  be  con- 
structed of  good  quality  canvas  or  other  satisfac- 
tory material,  and  shall  be  not  less  than  2  feet  in 
diameter. 

(i)  Signals,  distress.  (1)  A  unit,  consisting  of 
equipment  as  specified  in  subparagraph  (2)  or  (3) 
of  this  paragraph.  The  service  use  of  this  equip- 
ment shall  be  limited  to  3  years  from  date  of  man- 
ufacture, and  replacement  shall  be  made  no  later 
than  the  first  inspection  (biennial  or  reinspection) 
after  the  date  of  expiration. 

(2)  12  parachute  red  flare  distress  signals  with 
an  approAed  means  of  projecting  them,  all  con- 
tained in  a  portable  watertight  container.  Con- 
struction shall  be  in  accordance  witli  Subparts 
100.024  and  1(50.028  or  160.036  of  Subchapter  Q 
(Specifications)  of  this  chapter. 

(3)  6  approved  hand  red  flare  distress  signals 
and  6  paracluite  red  flare  distress  signals  with  an 
api^roved  means  of  projecting  them,  all  contained 
in  a  portable  watertight  container.  Construction 
shall  be  in  accordance  witli  Subparts  160.021, 
160.024  and  160.028  or  160.036  of  Subchapter  Q 
(ST)ecifir;itions)  of  this  chapter. 

(j)  Water  light.  The  water  light  shall  be  of 
an  appiovcd  automatic  electric  type,  constructed 
in  accordance  with  Subpart  161.001  oiP  Subchai)tei' 
Q  (Specifications)  of  this  chapter.  The  water 
liglil  sliall  be  attaclied  to  (lie  lifci'aft  or  buoyant 
apparatus  by  a  12-)lii('ad  manila  lanyard  3  fath- 
oms in  Icngtli. 

33.15-25  Portable  radiotelegraph  appa- 
ratus— T/OC.  (a)  All  tankships  on  an  interna- 
lioiial  voyage  sliall  be  provided  with  a  portable 
radio  apparatus  cfjmplying  with  (lie  rc(|uiremen(s 
of  I  lie  Federal  ( 'oniMnniiciil  ions  Commission  unless 
at  least  one  iilVhoat  on  cacli  side,  of  I  lie  vessel  is 
fitted  with  a  fixed  radio  installation.  Such  port- 
able ra<lio  shall  be,  kept  in  flic,  radif)  room,  cliarl- 
rooiii,  or  other  suitable,  location  ready  to  he  moved 
tr>  OIK*  or  other  of  the  lifeboats  in  the  event  of  an 
emergency;  however,  in  tankships  of  ;>,000  gross 
tons  and  r^ver  in  which  lifeboats  are  fitted  ainid- 
.shi[>s  and  aft,  such  e(|uipirienl  shall  be,  kept    in  a 


suitable  place  in  the  vicinity  of  those  lifeboats 
which  are  furthest  removed  from  the  ship's  main 
transmitter. 

33.15-90  Lifeboat,  liferaft  and  buoyant  ap- 
paratus equipment  on  tank  vessels  contracted 
for  prior  to  May  26,  1965— TB/ALL.  (a)  Ves- 
sels contracted  for  prior  to  May  26,  1965,  shall 
meet  the  following  requirements: 

( 1 )  Except  as  specifically  modified  by  this  para- 
graph, the  requirements  of  Sections  33.15-5 
through  33.15-25  shall  be  complied  with  insofar 
as  the  number  of  items  of  equipment  and  the  meth- 
od of  stowage  of  the  equipment  is  concerned. 

(2)  Existing  items  of  equipment  previously  ap- 
proved, but  not  meeting  the  applicable  specifica- 
tions or  requirements  set  forth  in  Sections  33.15-5 
through  33.15-25  may  be  continued  in  service  so 
long  as  they  are  maintained  in  a  good  condition 
to  the  satisfaction  of  the  Officer  in  Charge,  Marine 
Inspection. 

(3)  Lifeboats  previously  approved  without 
automatic  drain  plugs  shall  have  two  plugs  or  caps 
attached  to  the  lifeboat  by  separate  chains. 

(4)  On  tank  vessels  certificated  for  ocean  or 
coastwise  service,  and  contracted  for  prior  to  Xo- 
vember  19,  1952,  imless  other  approved  means  are 
provided  to  achieve  the  same  purpose,  three  1/2- 
inch  diameter  manila  grablines  shall  be  fitted  ex- 
tending from  gunwale  to  gunwale  under  the  keel 
to  enable  persons  to  cling  or  to  climb  upon  the 
upturned  lifeboat.  The  ends  of  each  grabline 
shall  be  securely  attached  to  the  side  benclies  or 
other  permanent  part  of  the  lifeboat  and  each 
grabline  shall  l)e  made  up  with  figure  eight  knots 
spaced  approximately  IS  inches  a])art  in  order  to 
l)rovi(le  hand  grips.  Means  sliall  be  provided  for 
taking  up  any  slack  in  ihe  grablines. 

(5)  All  new  installations  shall  meet  the  apj^li- 
cable  specifications  or  requirements  of  this  ])art. 

SUBPART   .33.20— STOWAGE    OF   LIFEBOATS,    LIFE- 
RAFTS, AND  BUOYANT  APPARATUS 

33.20-1    Davits  and  launching  devices — TB/ 

ALL.  (a)  Tanksliips  of  100  gross  tons  or  more 
shall  be  equipjied  witli  separate  davits  for  each 
li  I'eboaf  carried. 

(b)  Tankships  of  less  than  100  gross  tons  and 
tank  bai'ges  where  lifeboats  are  carried  shall  pro- 
vitlo  means  for  the  launcliing  of  siicli  lifeboats  by 
davits  or  (;raiie  or,  whei'e  the  freeboai'd  is  less 
than  6  feet>  when  Ihe  \essel  has  no  cargo  aboard, 
by  slide. 

(c)  On  all  tankships  of  500  gi'oss  tons  and  over 
in  ocean  and  coastwise  service,  I  ho  conditions  set 
rorlli  in  suliparagraphs  (1)  to  (5),  inclusive,  of 
this  paragra|)h  shall  apply.  'I'ankships  of  500 
gross  Ions  and  over  in  (Ireal  Lakes  service  shall 
coniply  will)  I  he  condil  ions  sel  foil  h  in  siilipara- 
graphs  (!)  and  (3)  of  this  para^^i  ii|)li. 
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(1)  An  approved  ladder,  constructed  in  ac- 
cordance with  Subpart  160.017  of  Subchapter  Q 
(Specifications)  of  this  chapter  shall  be  provided 
at  each  set  of  davits  to  afford  access  to  the  lifeboats 
when  waterborne. 

{•2)  All  davit  installations  shall  have  at  least  2 
lifelines  fitted  to  a  davit  span.  The  lifelines  shall 
be  of  such  length  as  to  reach  the  water  at  the  light- 
est draft  with  the  vessel  listed  15  degrees  either 
way. 

(3)  Suitable  means  shall  be  provided  on  vessels 
engaged  on  international  voyages  for  illuminating 
the  launching  gear  and  the  lifeboats  during  the 
process  of  launching  the  lifelwats  from  the  stowed 
position  until  they  are  waterborne.  Similar  pro- 
visions shall  be  made  on  such  vessels  for  the  illumi- 
nation of  an}'  liferaf  t  stowage  areas.  For  detailed 
requirements  of  such  illumination  for  tank  ves- 
sels contracted  for  on  or  after  November  19,  1955, 
see  Part  111  of  Subchapter  J  (Electrical  Engi- 
neering) of  this  chapter. 

(4)  On  tankships  the  construction  or  conver- 
sion of  which  was  started  on  or  after  November 
19, 1952,  where  applicable,  means  shall  be  provided 
outside  the  machinei-y  space  to  ])revent  the  dis- 
charge of  water  into  the  lifeboats  while  they  are 
being  lowered.  This  shall  consist  of  baffles  to  de- 
flect the  water  down  the  vessel's  side,  reach  rods 
or  other  means  to  close  the  discharge  openings,  or 
a  remote  means  for  stopping  the  pumps. 

(5)  Lifeboats  on  tankships  contracted  for  on  or 
after  May  26,  1965,  shall  be  fitted  with  skates  or 
other  suitable  means  to  facilitate  launching  against 
an  adverse  list  of  up  to  15  degrees.  However, 
skates  may  be  dispensed  with  if,  in  the  opinion  of 
the  Commandant,  the  arrangements  are  such  as 
to  insure  that  the  lifeboats  can  be  satisfactorily 
launched  without  skates.  For  vessels  contracted 
for  prior  to  May  26,  1965,  the  foregoing  sliall  ap- 
ply unless  in  the  opinion  of  the  Officer  in  Charge, 
Marine  Inspection,  it  is  unreasonable  or  imprac- 
ticable or  the  arrangement  or  construction  of  the 
vessel  make  their  use  unnecessary. 

(d)  Lifeboats  shall  not  be  placed  in  the  bows  of 
tankships.  They  shall  be  stowed  in  such  positions 
as  to  insure  safe  launching. 

(e)  Suitable  access  to  the  lifeboats  shall  be  pro- 
vided to  enable  the  crew  to  prepare  the  lifeboats 
for  launching. 

(f)  Means  shall  be  provided  for  bringing  the 
lifeboats  against  the  ship's  side  and  holding  them 
there  so  that  persons  may  be  safely  embarked. 

(g)  On  a  tankship  on  which  inflatable  liferafts 
have  been  substituted  for  lifel)oats,  a  launching 
device  for  each  lifeboat  to  be  used  for  rescue  pur- 
poses shall  be  installed.  Radial  type  davits  or 
other  means  may  be  used  in  sheltered  waters  if 
acceptable  to  the  Officer  in  Charge,  Marine  In- 
spection. 

33.20-3  Embarkation  aids  into  inflatable 
liferafts— T/ALL.      (a)    AVhere   inflatable   life- 


rafts  are  substituted  for  lifeboats,  unless  free- 
boaixl  at  embarkation  point  is  such  tliat  embarka- 
tion devices  are  not  necessary,  suitable  arrange- 
ments shall  be  made  for  embarkation  which  shall 
include  sufficient  ladders  or  other  suitable  devices 
to  facilitate  embarkation  into  the  inflatable  life- 
rafts when  waterborne. 

33.20-5  Lifeboat  davit  falls— T/ALL.  All 
tankships  over  1,000  gross  tons  shall  be  provided 
with  covered  tubs,  boxes,  or  reels,  in  which  to 
stow  the  running  part  of  the  lifeboat  davit  falls. 
Lifeboat  falls  shall  not  be  painted. 

33.20-10  Lifeboats  and  liferafts  kept  clear 
for  launching — TB/ALL.  The  decks  on  which 
lifeboats  or  liferafts  are  carried  shall  be  kept  clear 
of  freight  or  any  other  obstruction  that  would 
interfere  with  the  immediate  launching  of  the  life- 
boats or  liferafts. 

33.20-15  Stowage  of  lifeboats  and  life- 
rafts—TB/ALL.  (a)  All  the  lifeboats  and  life- 
rafts shall  be  stowed  in  such  a  way  that  they  can 
be  launched  in  the  shortest  possible  time,  and  that, 
even  under  unfavorable  conditions  of  list  and  trim 
from  the  point  of  view  of  the  handling  of  the 
lifeboats  and  liferafts,  it  may  be  possible  to  em- 
bark in  them  as  large  a  number  of  persons  as 
possible. 

(b)  For  tankships,  arrangements  shall  be  such 
that  it  may  be  possible  to  launch  on  either  side 
of  the  vessel  as  large  a  number  of  lifeboats  and 
liferafts  as  possible. 

(c)  Where  practicable,  lifeboat  chocks  shall  be 
so  fitted  that  the  lifeboats  they  serve  shall  not 
require  lifting  before  launching. 

(d)  Inflatable  liferafts  shall  be  stowed  in  such 
a  manner  tliat  they  will  float  free  in  the  event  of 
the  vessel  sinking.  Stowage  and  launching  ar- 
I'angements  shall  be  to  the  satisfaction  of  the 
Officer  in  Charge,  Marine  Inspection. 

33.20-20  Hydraulic  releases— TB/ALL.  (a) 
Hydraulic  releases  approved  under  Subpart 
160.0(i2  of  Subchapter  Q  (Specifications)  of  tliis 
chapter,  and  spring-tensioned  gripes  may  be  per- 
mitted in  the  installation  of  any  liferaft,  inflatable 
lifei'aft,  or  buoyant  apparatus.  On  and  after  July 
1,  1969,  only  hydraulic  releases  appro\-ed  under 
Subpart  160.062  of  this  chapter  may  be  used. 

(b)  Existing  hydraulic  releases  may  be  returned 
to  their  manufacturers  or  to  repair  facilities  desig- 
nated by  their  manufacturers  for  the  purpose  of 
determining  compliance  with  Subpart  1(U).()()2  of 
this  chapter.  If  such  a  release  passes  the  periodic 
servicing  and  testing  requirements  in  paragraph 
160.062-4(f)  of  this  chapter  and  the  recondition- 
ing work  (if  any)  is  done  to  tlie  satisfaction  of  the 
Officer  in  Charge,  Marine  Insj)ection,  the  complete 
body  marking  and  inspection  tagging  required  I}y 
Section  1(50.062-5  of  this  chapter  shall  be  placed  on 
such  a  i-elease  indicating  it  is  an  approved  item. 
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SUBPART  33.25— MARKINGS,  CARE  AND 
INSPECTION 

33.25-5  Numbering  and  marking  of  life- 
boats—TB/ ALL.  (:i)  The  number  of  each  life- 
boat shall  be  plainly  marked  or  painted  on  each 
side  of  the  bow  in  figures  3  inches  high;  and, 
where  lifeboats  are  carried  on  both  sides  of  a  ves- 
sel, the  odd-numbered  boats  shall  be  stowed  on  the 
starboard  side,  and  the  even-numbered  boats  on 
the  port  side;  i.e.,  lifeboat  No.  1  shall  be  forward 
on  the  starboard  side,  and  lifeboat  Xo.  3  next 
abaft  lifeboat  No.  1 ;  lifeboat  No.  2  shall  be  for- 
ward on  the  port  side  and  lifeboat  No.  4  next 
abaft  lifeboat  No.  2,  etc. 

( b )  The  cubical  contents  and  number  of  persons 
allowed  to  be  carried  on  each  lifeboat  shall  be 
plainly  marked  or  painted  on  each  side  of  the 
bow  in  letters  and  numbers  li/^  inches  high.  For 
vessels  on  an  international  voyage,  the  vessel's  port 
of  registry  shall  be  added  in  similar  type  letters. 
In  addition,  the  number  of  persons  allowed  shall 
be  plainly  marked  or  painted  on  the  top  of  at  least 
two  of  the  thwarts  in  letters  and  numbers  3  inches 
high. 

(c)  Such  letters  and  numbers  shall  be  dark  on 
a  light  ground  or  light  on  a  dark  ground. 

(d)  The  top  of  thwarts,  side  benches  and  foot- 
ings of  lifel)oats  sliall  be  painted  or  otherwise  col- 
ored international  orange.  The  area  in  way  of  the 
red  mechanical  disengaging  gear  control  lever, 
from  the  keel  to  flie  side  bench,  shall  be  jiainted  or 
otherwise  coloi'ed  white,  to  provide  a  conti'asting 
background  for  the  lever.  This  band  of  white 
.slioukl  l)e  approximately  12  inches  wide  depend- 
ing on  the  internal  arrangements  of  the  lifeboat. 

(e)  Where  mechanical  disengaging  ap[)aratus 
is  used,  the  control  etlVcting  the  release  of  tlie  life- 
l)oat  shall  be  painted  bright  red  and  sliall  have 
tliereon  in  raised  letteis  either  the  words — "Dan- 
ger— Lever  I)roj)s  Hoal,"  or  the  words — "Dan- 
gei" — Lever  Releases  Hooks." 

.33.25-10  Marking  of  liferafts— TB/ALL. 
(a)  There  shall  be  stenciled  in  a  cons|)icuous 
place  on  each  I'igid  type  lif'erart  the  iiiiiiiher  of 
persons  the  liferaft  can  cairy. 

(b)  There  sliall  be  stencikul  in  a  conspicuous 
place  in  the  ininiediatc'  vicinity  of  each  inflatable 
lifcriifi    I  lie    IV>I lowing: 

Lvir.A  r\i',i,i;  IwrKKArr  Xo. 

I'l.liHONS   ('AI'ACiry 

These  markings  shall  not  be  placed  on  the  inflat- 
able lifcra  fl  containers. 

.Voir.:  S  HJO.O.'d  H(a>  f)f  Siilicliiiplcr  Q  ( Siicciflcjil  ioiiH) 
fif  IIiIh  ('li!i|if<'r  rc<|iiir<'>  |M-riiiJiii<-iitl.v  iitliu'licd  iiiiiiu'iiliilcs 
nil  ••(K-li  iiidfittililc  lifcnin  tiiid  ciirryiiiK  ruse.  Tlic  iisiini' 
plnlo  <-oiitiiiiiM  the  toWowlnt;  iiirririiiiil ion  :  'i'lic  iiiiiik!  of 
iii.'iiiiifaciiircr,  iipiiroviil  niiinlicr,  iniinnfiicl  iircr's  model 
iiiiiiilicr,  Kcrial  tiniiilx-r  mid  lot  iiiiiiiticr,  and  llic  niiinlK^r 
of  intmoiih  for  uliidi  the  inllatiilili-  lifrriifl  is  .•i)i|iro\cd. 
In   addition,   the   canyini;  chhv  hIijiII    he   iiiiii'l<fd    "Occiiii 


Service  Equipment"  or  "Limited  Service  Etiuipmeiif '  as 
applicable,  tof^ether  with  the  marine  inspector's  initials, 
the  date,  and  the  letters  '-USCG." 

33.25-15  Overhaul— TB/ALL.  (a)  All  life- 
boats, rescue  boats,  and  rigid  type  liferafts  shall 
be  stripped,  cleaned  and  thoroughly  overhauled  at 
least  once  in  every  year. 

(b)  Tank  vessels  in  ocean  or  coastwise  service 
having  a  sufficient  number  of  lifeboats  on  each  side 
to  accommodate  all  persons  on  board  may  care  for 
their  lifeboats  at  sea :  Provided,  That  a  number 
of  lifeboats  sufficient  to  accommodate  all  persons 
on  board  are  fully  equipped  and  ready  for  use  at 
all  times. 

(c)  The  lifeboat  davits  and  falls  shall  be  over- 
hauled at  least  once  in  every  year. 

(d)  Inflatable  liferafts  shall  be  serviced  at  an 
approved  servicing  facility  in  accordance  with 
the  provisions  of  Subpart  160.051  of  Subchapter 
Q  (Specifications)  of  this  chapter.  Inflatable  life- 
rafts shall  be  serviced  at  an  approved  servicing 
facility  every  12  months  or  not  later  than  the  next 
vessel  inspection  for  certification  pro\ided  the  total 
time  since  date  of  last  servicing  does  not  exceed 
15  months.  The  period  for  servicing  is  computed 
from  date  of  last  servicing.  Except  in  emergen- 
cies no  servicing  should  be  done  aboard  vessels. 
If  at  any  time  external  damage  is  found  to  the  con- 
tainer or  straps  or  if  the  seal  is  broken,  the  Officer 
in  Charge,  Marine  Inspection,  shall  be  notified 
and  the  raft  shall  be  serviced  by  an  approved 
servicing  facility. 

Note  :  After  the  raft  has  been  satisfactorily  serviced  in 
the  presence  of  a  marine  inspector  at  an  approved  serv- 
icing facility,  the  raft  is  repacked  and  sealed  and  the 
carrying  case  stamped  "passed"  together  with  the  date, 
port,  and  the  marine  Inspector's  initials. 

(e)  A  hydraulic  release  used  in  the  installation 
of  any  liferaft,  inflatable  liferaft,  or  buoyant  ap- 
paratus shall  undergo  the  periodic  servicing  and 
testing  recpiired  by  Siibi)art  1()().0()2  of  Subchapter 
Q  (Specifications)  of  this  chapter  every  12  months 
which  may  be  extended  to  15  months  as  determined 
by  the  date  shown  on  its  inspection  tag.  The 
springs  of  a  spring-tensioned  gripe  used  in 
such  an  installation  shall  be  renewed  when  the 
accoiiii)aiiyiiig  hydraulic  release  is  serviced  and 
tested. 

3.3.25-20  Maintenance— TB/ALL.  (a) 
Eveiy  lilVboal,  liferaft,  or  piece  of  buoyant  ap- 
paratus together  with  its  equipment  shall  be  kept 
HI  every  lespect  in  good  condition  and  ready  for 
immediate  use. 

(b)  The  material  that  may  support  the  plat- 
form of  a  liferaft  oi"  buoyant  apparatus  shall  be 
examined  (o  deleiniiiie  that  its  strength  is  niain- 
lain<>(l. 

(c)  Air  tanks  shall  be  examined  (o  see  (hat  (hey 
an;  in  good  condition  hiil  pressure  need  not-  be 
applied  iinl(!ss  (he  inspector  so  desires  to  assure 
hinisi'lf  as  (o  (heir  condit  ion. 
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(d)  Diseiijraging  apparatus,  blocks  and  falls,  if 
used,  shall  be  determined  to  be  in  good  condition. 

(e)  Disengaging  apparatus,  if  used,  shall  be 
shown  on  the  inspector's  report,  and  if  the  inspec- 
tor is  unable  to  identify  it  by  name,  he  shall  take 
tlie  matter  up  with  the  Coast  Guard  District  Com- 
mander in  order  that  such  apparatus  may  be  traced 
for  identification  and  approval  record. 

SUBPART    33.30— MANNING  OF  LIFEBOATS 
AND  LIFERAFTS 

33.30-1  Persons  in  charge  of  each  lifeboat 
and  liferaft — T/0.  A  licensed  deck  officer,  an 
able  seaman,  or  a  certificated  lifeboatman  shall  be 
placed  in  charge  of  each  lifeboat  or  liferaft.  He 
shall  have  a  list  of  its  lifeboatmen  and  other  mem- 
bers of  its  crew  which  shall  be  sufficient  for  her 
safe  management,  and  shall  see  that  the  men 
placed  under  his  orders  are  acquainted  with  their 
several  duties  and  stations.  A  second  in  command 
shall  also  be  appointed  which  person  shall  be 
either  a  licensed  deck  officer,  an  able  seaman  or  a 
certificated  lifeboatman. 

33.30-3  Person  in  charge  of  each  lifeboat  or 
liferaft — T/CLB.  (a)  A  licensed  deck  officer,  an 
able  seaman,  or  a  certificated  lifeboatman  shall  be 
placed  in  charge  of  each  lifeboat  or  liferaft. 

(b)  The  person  in  charge  shall  have  a  list  of  its 
lifeboatmen  and  other  members  of  its  crew,  which 
shall  be  sufficient  for  her  safe  management,  and 
shall  see  that  the  men  placed  under  his  orders  are 
acquainted  with  their  several  duties  and  stations. 

33.30-5  Manning  of  lifeboats  and  liferafts — 
TB/OCLB.  (a)  There  shall  be  for  each  life- 
boat or  liferaft  a  number  of  lifeboatmen  at 
least  equal  to  that  specified  as  follows,  provided, 
that  vessels  required  to  carry  sufficient  lifeboats 
on  each  side  to  accommodate  all  persons  on  board 
need  only  carry  the  lifeboatmen  required  for  the 
lifeboats  on  one  side : 

(1)  If  the  lifeboat  or  liferaft  carries  25  persons 
or  less,  the  minimum  number  of  certificated  life- 
boatmen shall  be  1; 

(2)  If  the  lifeboat  or  liferaft  carries  26  persons 
and  less  than  41  persons  the  minimum  number  of 
certificated  lifeboatmen  shall  be  2; 

(3)  If  the  lifeboat  or  liferaft  carries  41  persons 
and  less  than  61  persons  the  minimum  number  of 
certificated  lifeboatmen  shall  be  3. 

(b)  The  allocation  of  the  certificated  lifeboat- 
men to  each  lifeboat  and  liferaft  remains  within 
the  discretion  of  the  master,  according  to  the 
circumstances. 

.3.3..30-10  Motor-propelled  lifeboat— TB/ 
ALL.  (a)  The  master  shall  assign  to  each  motor- 
propellecl  lifeboat  a  man  capable  of  working  the 
motor. 

33.30-15  Lifeboat  carrying  a  radio-tele- 
graph and/or  searchlight — TB/ALL.  (a)  The 
master  shall  assign  to  each  lifeboat  carrying  a 


radiotelegraph  and/or  searchlight  a  man  capable 
of  operating  such  equipment. 

SUBPART  33.35— LIFE  PRESERVERS 

33.35-1  Number  and  type  required — TB/ 
ALL.  (a)  All  tank  vessels  shall  be  provided  with 
one  approved  life  preserver  for  each  person 
carried.  An  additional  number  of  life  preservers 
shall  be  provided  for  personnel  on  watch  in  the 
engineroom  and  pilothouse,  and  at  the  bow  look- 
out. 

(b)  When  children  are  carried,  a  suitable  num- 
ber of  children's  life  preservers  shall  be  provided. 

(c)  All  life  preservers  on  tankships  of  500  gross 
tons  and  over  on  an  international  voyage 
shall  be  provided  with  a  whistle  of  the  ball-type, 
of  corrosion-resistant  construction,  with  a  3-foot 
lanyard  a^ttached,  and  in  good  working  order.  It 
shall  be  attached  to  the  life  preserver  by  the  lan- 
yard alone  without  hooks,  snaps,  clips,  etc.,  and 
shall  extend  not  less  than  15  inches  from  the  life 
preserver  body.  While  stowed  on  the  life  pre- 
server, the  whistle  lanyard  shall  be  coiled  and 
stopped-off. 

(R.S.  4491,  as  amended  ;  46  U.S.C.  489) 

33.35-5   Distribution  and  stowage — TB/ALL. 

Life  preservers  shall  be  distributed  throughout 
the  cabins,  staterooms,  berths,  and  other  places 
convenient  for  each  person  on  such  tank  vessels. 
The  stowage  of  the  additional  number  of  life  pre- 
servers shall  be  such  that  they  are  i-eadily  acces- 
sible to  personnel  on  watch  in  the  engineroom  and 
pilothouse,  and  at  the  bow  lookout. 

33.35-10  Shipboard  inspections— TB/ALL. 
At  each  inspection  for  certification,  or  oftener 
if  deemed  necessary,  the  life  preserver  shall  be 
examined  by  an  inspector  to  determine  service- 
ability. When  life  preservers  are  found  to  be  in 
accordance  with  the  requirements,  the  inspector 
shall  stamp  them  with  the  word  "Passed,"  his 
initials,  port,  and  date.  Life  preservers  found  not 
to  be  in  a  serviceable  condition  shall  be  removed 
from  the  vessel's  equipment  and,  if  beyond  repair, 
shall  be  destroyed  in  the  presence  of  the  inspector. 

33.35-15  Requirements  for  life  preservers — 
TB/ALL.  (a)  The  specifications  regarding  life 
preservers  are  in  Subparts  160.001,  160.002, 
160.005,  160.006,  and  160.055  of  Subchapter  Q 
( Specifications)  of  this  chapter. 

(b)  Cork  and  balsa  wood  life  preservers,  con- 
structed in  accordance  with  the  applicable  pro- 
visions of  Subpart  160.003  or  160.004  and  manu- 
factured as  approved  life  preservers  prior  to  July 
1,  1965,  may  be  accepted  as  new  or  replacement 
equipment  required  by  this  subchapter  if  such  life 
preservers  are  serviceable  and  in  good  condition 
to  the  satisfaction  of  the  Officer  in  Charge,  Marine 
Inspection:  Provided,  however,  That  such  life 
presex'vers  bearing  basic  Approval  No.  160.003  or 
160.004  shall  not  be  considered  as  approved  equip- 
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ment  meeting  the  requirements  for  those  tankships 
on  an  international  voyage,  constructed  or  con- 
tracted for  on  or  after  May  :>6, 1965.  _ 

(c)  All  kapok  and  fibrous  glass  life  preservers 
which  do  not  have  plastic-covered  pad  inserts,  as 
required  by  Subparts  160.002  and  160.005  of  Sub- 
chapter Q  (Specifications)  of  this  chapter,  shall 
be  removed  from  service. 

SUBPART  33.40— RING  LIFE  BUOYS  AND 
WATER  LIGHTS 

33.40-1  Ring  life  buoys  and  water  lights, 
general  requirements — TB/ALL.  (a)  All  ring 
life  buoys  shall  be  of  an  approved  type,  con- 
structed in  accordance  with  Subpart  160.009  or 
160.050  of  Subchapter  Q  (Specifications)  of  this 
chapter. 

(b)  All  water  lights  shall  be  of  an  approved 
automatic  electric  type,  constructed  in  accordance 
with  Subpart  161.001  of  Subchapter  Q  (Specifi- 
cations) of  this  chapter. 

(c)  All  self -activated  smoke  signals  shall  be  of 
an  approved  type,  constructed  in  accordance  with 
the  requirements  of  Subpart  160.057  of  Subchapter 
Q  (Specifications)  of  this  chapter,  which  shall  be 
capable  of  producing  smoke  of  a  highly  visible 
color  for  at  least  15  minutes. 

(R.S.  4491,  as  amended  ;  46  U.S.C.  489) 

33.40-5     Number   required    on    tankships — 

T/ALL.  i(a)  The  minimum  number  of  approved 
30-inch  ring  life  buoys,  and  the  minimum  number 
of  which  shall  have  water  lights  attached,  shall 
be  in  accordance  with  Table  33.40-5 (a). 


Table 

33.40-5  (a) 

Ocean' 

All  services  other  than 
ocean  ' 

Length  of  tankship 
(feet) 

.Minimum 

numbor  of 

ring  life 

buoys 

Minimum 
number  of 
1  ing  life 
buoys  in  col- 
umn 2  which 
shall  have 
water  llRhts 
attached 

Minimum 

number  of 

ring  life 

buoys 

Minimum 
number  of 
rings  in  col- 
unni  4  wliich 
shall  have 
water  lights 
attached 

Column  I 

Column  2 

Column  3 

Column  4 

Column  G 

Under  K)0 

irwand  under  irw 

anOand  under  300 

.«)()  and  under  400 

400  and  under  WIO 

UJO  and  under  800 

wound  over 

3 
ti 
8 
12 
18 
24 
30 

2 
3 
6 
6 
t) 
12 
16 

2 
4 
6 
12 
18 
24 
30 

1 
2 
2 
4 
9 
12 
Ifi 

•  Vn«Mbi  MW  ((row  tons  and  over  on  nn  Intcmntlonal  voyage,  regardless  of 
length,  Ahall  carry  at  least  8  life  bunyii;  half  of  whicli  sinill  have  water  hglils 
attiiched. 

{\>)  One  of  llie  ring  life  buoys  (mi  cacli  .side  (d' 
llie  ve.s.s<!l  fjiall  Jiav(!  ,s('cured  to  it  a  line  a(  least 
15  fatlioiii.s  in  lenglli.  On  tanksliipHon  an  iiiler- 
nafioiial  voyage,  llie  line  shall  be  of  I  lie  buf)yaiit 
lyi>e. 

('•)  On  l;inl<>-liips  on  iiii  iiil<'rn;il  ioii;il  voyage, 
a(   least   (wo  of  (he  ring  lilV  luioys  wilji    water 


lights  attached  as  required  by  Table  33.40-5 (a), 
shall  also  he  provided  with  an  approved  self- 
activated  smoke  signal  and  shall  be  capable  of 
quick  release  from  the  bridge. 

(d)  On  tankships  on  an  international  voyage, 
the  ring  life  buoys  required  by  this  section  shall 
be  orange  in  color. 

33.40-10  Number  required  on  tank  barges — 
B/ALL.  All  tank  barges  regardless  of  size,  shall 
have  at  least  two  approved  30  inch  ring  life  buoys 
on  board:  Provided,  That  unmanned  barges  are 
exempt  from  this  section. 

33.40-15  Distribution  and  security— TB/ 
ALL.  (a)  All  ring  life  buoys  shall  be  placed  so 
as  to  be  readily  accessible  to  the  persons  on  board, 
and  their  positions  plainly  indicated  so  as  to  be 
known  to  all  persons  concerned. 

(b)  The  ring  life  buoys  shall  always  be  capable 
of  being  cast  loose,  and  shall  not  be  permanently 
secured  in  any  way. 

SUBPART  33.45— DISTRESS  SIGNALS 

33.45-1    Distress  signals— T/ALL  and  B/OC. 

On  every  manned  tank  vessel  of  150  gross  tons  and 
over  there  shall  be  carried  12  approved  hand  red 
flare  distress  signals  in  a  watertight  container,  or 
12  approved  hand  combination  flare  and  smoke 
distress  signals  in  a  watertight  container.  Service 
use  shall  be  limited  to  a  period  of  three  years  from 
date  of  manufacture,  and  replacement  of  out-dated 
items  shall  be  made  at  the  first  port  of  arrival  in 
the  United  States  where  such  distress  signals  are 
available,  except  that  replacement  shall  be  made 
in  all  cases  within  twelve  months  after  the  date  of 
expiration.  Distress  signals  not  bearing  date  of 
manufacture  shall  not  be  carried.  For  specifica- 
tions for  tliese  signals,  see  Subparts  160.021  and 
160.023  of  Subchapter  Q  (Specifications)  of  this 
chapter. 

(R.S.  4491,  as  amended  ;  46  U.S.C.  489) 

33.45-5    Parachute  distress  signals — T  OC. 

Ill  addition  to  the  equii)ment  required  by  Section 
33.45-1,  all  taiiksliips  of  500  gross  Ions  and  oAer 
shall  be  provided  with  12  approved  hand-held 
I'ocket-propelled  parachute  red  flare  distress  sig- 
nals, contained  in  a  jiorlable  watertight  container, 
consti'ucted  in  accordance  with  Subpart  160.036  of 
Siil)cliaj)ter  Q  (Specifications)  of  this  cha])tei-. 
Service  use  of  (he  distress  signals  shall  be  limited 
to  a  period  of  3  years  from  date  of  inaniifactiire, 
and  ref)]ac('nient  of  out-dated  items  shall  be  made 
at  tJie  first  port  of  arrival  in  the  United  Stales 
wjiere  siicji  distress  signals  are  available,  except 
(hat  replacement  shall  be  made  in  all  cases  within 
12  months  af(er  (he  date  of  expiration. 

33.45-10  Stowage  of  distre.ss  signals — TB/ 
ALL.  All  tank  vessels  re(inired  to  carry  pyro- 
(echnir  disd'css  signals  shall  carry  such  signals  in 
watertight  containers  near  the  pilothouse,  on  the 
iia\  iga(oi'"s  hridge,  or  in  some  r)l  her  suit  ahlc.  read- 
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ilj-  accessible  location  other  than  in  the  lifeboats. 
In  no  case  shall  pyrotechnics  be  permitted  to  be 
carried  in  enclosed  spaces,  adjacent  to  cargo  tanks 
or  near  sources  of  heat.  Tank  vessels  required  to 
carry  a  magazine  chest  may  carry  the  distress  sig- 
nals in  the  magazine  chest. 

SUBPART  33.50— SIGNALING  LAMP 

33.50-1  Signaling  lamp— T/0.  Tankships  of 
over  150  gross  tons  engaged  on  international 
voyages  shall  be  equipped  with  an  efficient  day- 
light signaling  lamp.  For  detailed  requirements 
see  Subpart  113.60  of  Subchapter  J  (Electrical 
Engineering)  of  this  chapter. 

SUBPART  33.55— LINE-THROWING  APPLIANCES 

33.55-1   Line-throwing  appliances  required — 

T/OC.  (a)  All  ocean  and  coastwise  tankships  of 
150  gross  tons  and  over  shall  be  equipped  with 
an  approved  line-throwing  appliance  and  equip- 
ment auxiliary  thereto,  as  specified  in  this  subpart. 

(b)  Tankships  of  500  gross  tons  or  more  shall 
be  equipped  with  an  approved  line-throwing  ap- 
pliance and  equipment  auxiliary  thereto,  of  the 
impulse-projected  rocket  type,  the  requirements 
for  which  are  set  forth  in  Subpart  160.040  of  Sub- 
chapter Q  (Specifications)  of  this  chapter.  Lyle 
gun  type  line-throwing  appliances  in  service  on 
or  before  July  1,  1951,  may  be  continued  in  use 
so  long  as  in  good  and  serviceable  condition  :  Pro- 
vided^ That  any  replacements  shall  be  made  with 
a  line-throwing  appliance  of  the  impulse-projected 
rocket  type. 

(c)  Tankships  of  150  gross  tons  and  over  and 
less  than  500  gross  tons  shall  be  equipped  Avith 
an  approved  line-throwing  appliance  and  equip- 
ment auxiliary  thereto,  of  the  shoulder  gun  type 
or  the  impulse-projected  rocket  type,  the  require- 
ments for  which  are  set  forth  in  Subparts  160.031 
and  160.040,  respectively,  of  Subchapter  Q  (Spec- 
ifications) of  this  chapter.  Lyle  gun  type  line- 
throwing  appliances  in  service  on  or  before  July 
1, 1951,  may  be  continued  in  use  so  long  as  in  good 
and  serviceable  condition  :  Provided^  That  any  re- 
placements shall  be  made  with  a  line-throwing 
appliance  of  the  shoulder  gun  type  or  the  impulse- 
projected  rocket  type. 

(d)  Service  use  of  rockets  shall  be  limited  to  a 
period  of  4  years  from  date  of  manufacture,  and 
replacement  of  out-dated  items  shall  be  made  at 
the  first  port  of  arrival  in  the  United  States  where 
such  rockets  are  available,  except  that  replacement 
shall  be  made  in  all  cases  within  12  months  after 
the  date  of  expiration. 

(R.S.  4491,  as  amended  ;  46  U.S.C.  489) 

33.55-5  Accessibility— T/OC.  The  line-throw- 
ing appliance  and  its  equipment  shall  be  kept 
always  easily  and  immediately  accessible  and  ready 
for  use.  Xo  part  of  this  equipment  shall  be  used 
for  any  other  purpose. 


33.55-10  Equipment  for  line-throwing  appli- 
ances— T/OC.  The  equipment  enumerated  below 
is  required  to  be  carried  with  the  various  types 
of  line-throwing  appliances : 

(a)  Impulse-projected  rocket  type.  Four 
(4)  rockets  (2  of  which  shall  be  of  the  buoyant 
type),  4  primer-ejector  cartridges,  4  service  lines 
(each  of  a  length  not  less  than  that  specified  in 
the  approval  of  the  appliance  carried,  of  %2-iiich 
to  %2-inch  diameter,  of  flax  or  manila,  and  hav- 
ing a  breaking  strength  of  at  least  500  pounds, 
to  be  kept  in  faking  boxes  or  on  reels),  1  auxiliary 
line  (1,500  feet  of  3-inch  circumference  manila), 
1  can  of  oil,  1  cleaning  brush,  12  wiping  patches, 
and  1  set  of  instructions  furnished  by  the  manu- 
facturer, all  in  a  suitable  case  or  box  with  the 
appliance,  except  that  the  service  lines  and  the 
auxiliary  line  may  be  stowed  in  an  accessible  loca- 
tion nearby. 

(b)  Shoulder  gun  type.  Ten  (10)  service  pro- 
jectiles, 4  service  lines  (each  not  less  than  400  feet 
in  length  of  %-inch  circumference  flax  or  cotton 
and  having  not  less  than  250  pounds  breaking 
strength,  or  each  not  less  than  600  feet  in  length 
of  i/ig-inch  or  more  diameter  wo\-en  or  braided 
nylon,  very  flexible,  having  a  breaking  strength 
not  less  than  140  pounds,  or  equivalent,  to  be  kept 
in  faking  boxes  or  reels),  25  cartridges,  1  cleaning 
rod  with  brush,  1  can  of  oil,  12  wiping  patches  and 
1  set  of  instructions,  all  in  a  suitable  case  or  box 
with  the  gun,  with  an  auxiliary  line  (500  feet  of 
3-inch  circumference  manila)  accessible  for  use. 

(c)  Lyle  gun  type  on  existing  tank  vessels. 
Six  (6)  service  projectiles,  4  service  lines  (each 
1,700  feet  of  %2-irich  to  %2-inch  diameter  flax  or 
manila,  having  not  less  than  500  pounds  breaking- 
strength,  in  faking  boxes  or  reels),  1  auxiliary 
line  (1,500  feet  of  3-inch  circumference  manila), 
1  approved  firing  attachment  (with  accessories 
consisting  of  lanyard,  wrench,  washer  to  fit  be- 
tween barrel  and  shoulder  of  firing  attachment, 
blank  plug  for  screwing  into  gun  when  firing  at- 
tachment is  not  in  place,  cartridge  extractor,  and 
25  primers  in  watertight  metal  box),  18  bags  (21/^ 
ounces  each)  of  black  powder  marked  "One-half 
normal  charge  for  Lyle  gun,  2i/^  ounces  black 
powder"  in  nonferrous  metal  screw  top  container, 
25  paper  wads,  1  ram  rod,  1  wire  brush,  1  can  light 
petrolatum,  12  wiping  patches,  1  tapered  wooden 
plug  for  muzzle  of  gun  when  not  in  use,  and  1 
set  of  instructions  furnished  by  the  manufacturer 
of  the  gun,  all  in  a  suitable  box  or  chest  with  the 
gun. 

33.55-15  Service  recommendations — T/OC. 
The  following  precautions  and  procedure  are  rec- 
ommended for  the  use  of  line-throwing  appliances 
and  equipment: 

(a)  Impulse-projected  rocket  type.  Follow 
the  operating  instructions  and  safety  precautions 
furnished  by  the  manufacturer. 
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(b)  Shoulder  gun  type.  Follow  the  operating 
instructions  and  safety  precautions  furnished  by 
the  manufacturer. 

(c)  Lyle  gun  type  on  existing  tank  vessels. 

(1)  Service  powder  charge  should  be  about  5 
ounces  of  black  powder,  and  the  powder  bags 
should  be  furnished  to  the  vessel  containing  21/2 
ounces  of  black  jDowder  and  marked  "one-half 
normal  charge."  Under  extraordinary  circum- 
stances, 714  ounces  (three  2i/2-ounce  bags)  of  black 
powder  may  be  used. 

(2)  In  making  the  line  fast  to  the  shank,  pass 
it  through  the  eye  and  take  three  or  more  half- 
hitches  around  its  own  part,  leaving  a  loop  of 
about  10  to  12  inches  and  taking  the  hitches  about 
G  inches  apart.  This  will  allow  the  line  to  slip 
slightly  through  the  eye  of  the  shank  before  the 
hitches  fetch  up,  thus  easing  the  strain  on  the 
line  at  the  loop  during  the  initial  acceleration. 

(3)  A  considerable  bight  led  over  the  side  is 
recommended  wherever  possible,  as  it  will  tend  to 
lessen  the  jerk  on  the  line  at  initial  acceleration. 

(4)  At  least  a  fathom  of  the  line  from  the  shank 
should  be  thoroughly  wet  before  using  to  prevent 
burning. 

(5)  The  faking  box  or  reel  should  always  be 


faced  in  the  direction  of  the  line  of  fire  and  placed 
abreast  of  the  gun  and  as  close  to  ship's  side  as 
possible.  It  is  not  advisable  to  place  the  line  too 
close  to  the  muzzle  of  the  gun,  as  the  concussion 
may  lift  several  layers  or  coils  from  the  top, 
causing  a  snarl  which  in  turn  may  cause  the  line 
to  part. 

(6)  Care  should  be  taken  in  placing  the  equip- 
ment to  prevent  fouling  of  the  line  in  rigging, 
ridge  ropes,  etc.,  whicli  have  a  tendency  to  rise 
or  jump  up  when  the  gun  is  fired. 

(7)  Having  made  the  gun  and  equipment  ready 
for  use,  the  following  j^trocedure  in  firing  is  recom- 
mended: select  a  place  where  the  gun  may  recoil 
without  striking  anything,  or  where  it  may  be 
securely  lashed  down.  Note  the  position  of  the 
vessel  to  be  relieved,  and  the  direction  and  ap- 
proximate force  of  the  wind,  and  then  place  the 
gun  in  position,  making  allowance  for  the  drift  of 
the  line.  Place  the  line  on  the  windward  side  of 
the  gun  and  about  3  feet  from  it.  ]\Iake  the  line 
fast  in  the  eye  of  the  shank  and  insert  the  powder 
charge,  projectile,  and  primer.  In  loading,  make 
sure  that  the  projectile  is  seated  against  the  wad. 

(8)  After  using,  the  line  should  be  thoroughly 
dried  before  rewinding  or  faking. 
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Subpart  34.01 — Application 
Sec. 

34.01-1     General— TB/ALL. 
34.01-5     Eciuipmeut    In.stalled    But    Not    Reauired— TB/ 

ALL. 
34.01-10  Protection  for  nnii.suai  arrangements  or  special 
products— TB/ALL. 

Subpart  34.0.") — Firefighting  Equipment,  Where 
Required 

;;4.0.->-l     Fire  Main  S.vsteiu— T/ALL. 

34. 0.")-;")     Fire-Extinguishing  Systems — T/ALL. 

34.0.')-10  Portable  and  Semiportable  Extinguishers — TB/ 

ALL. 
34.0.-,-l.j  Sand— TB/ALL. 
34.0.1-20  Fire  Axes— T/ALL. 

Subpart  34.10 — Fire  Main  System,  Details 

34.10-1     Application— TB/ALL. 

34.10-5     Fire  Pumps— T/ALL. 

34.10-10  Fire   Station   Hydrants,   Hose  and   Nozzles — T/ 

ALL. 
34.10-15  Piping— T/ALL. 
34.10-90  Installations    contracted    for   prior   to   May   26, 

1965— T/ALL. 

Subpart  34.13 — Steam  Smothering  System,  Details 

34.13-1     Application— T/ALL. 

34.13-90  Installations  Contracted  for  Prior  to  January  1, 
1962— T/ALL. 


Subpart  34.1c 


-Carbon  Dioxide  Extinguishing  Systems, 
Details 


34.1.5-1     Application— T/ALL. 

34.1.5-5    Quantity,  Pipe  Sizes,  and  Discharge  Rates — T/ 

ALL. 
34.1.5-10  Controls— T/ALL. 
34.1.5-15  Piping— T/ALL. 
34.1.5-20  Carbon  Dioxide  Storage— T/ALL. 
34.1.5-25  Discharge  Outlets— T/ALL. 
34.1.5-30  Alarm-s- T/ALL. 
34.1.5-35  Enclosure  Openings— T/ALL. 
34.1.5-40  Pressure  Relief— T/ALL. 
34.1.5-90  Installations  Contracted  for  Prior  to  January  1, 

1962— T/ALL. 

Subpart  34.17 — Fixed  Foam  Extinguishing  Systems, 
Details 

34.17-1     Application— T/ALL. 
34.17-5     Quantity  of  Foam  Required— T/ALL. 
34.17-10  ControLs— T/ALL. 
34.17-15  Piping— T/ALL. 
.34.17-20  Discharge  Outlets— T/ALL. 
34.17-25  Additional  Protection  Required — T/ALL. 
34.17-90  Installations  Contracted  for  Prior  to  January  1, 
1902— T/ALL. 

Subpart  34.20 — Deck  Foam  System,  Details 

34.20-1     Application— T/ALL. 

34.20-3     Cargo  area  definition— T/ALL. 

34.20-5     Quantity  of  Foam  Required— T/ALL. 

34.20-10  ControLs— T/ALL. 

.34.20-15  Piping— T/ALL. 


Sec. 

34.20-20  Discharge  Outlets— T/ALL. 

34.20-90  Installations  Contracted  for  Prior  to  January  1, 
1962— T/ALL. 

Suhpart    34.2.5-Water    Spray    Extinguishing    Systems, 
Details 

.34.2.5-1  Application— T/ALL. 

34.2.5-5  Capacity  and  arrangement — T/ALL. 

34.2.5-10  Controls— T/ALL. 

34.25-15  Piping— T/ALL. 

.34.2.5-20  Spray  nozzles— T/ALL. 

34.2.5-90  Installations  contracted  for  prior  to  January  1, 
1964— T/ALL. 

Subpart  34.50 — Portable  and  Semiportable  Extin- 
guishers 

34..50-1     Application— TB/ALL. 
34..50-5     Classification— TB/ALL. 
.34.50-10  Location— TB/ALL. 
34..50-15  Spare  Charges— TB/ALL. 

34.50-90  Vessels  Contracted  for  Prior  to  January  1, 1962— 
TB/ALL. 

Subpart  34.55 — Sand 

34..5.5-1     Application— TB/ALL. 
34.5.5-5     Amount  Required— TB/ALL. 
34.5.5-10  Substitute— TB/ALL. 

Subpart  34.60 — Fire  Axes 

34.60-1     Application— T/ALL. 
34.60-5     Number  Required— T/ALL. 
34.60-10  Locaticm- T/ALL. 

Authority  :  The  provisions  of  this  Part  .S4  Issued  under  R.S. 
440.").  as  amended,  4417a,  as  amended,  4462,  as  amended,  sec. 
6(b)(1),  80  Stat.  988;  46  U.S.C.  875,  391a,  410.  49  U.S.C. 
16."..">(h)  ;  49  CPR  1.4(a)(2).  Interpret  or  apply  R.S.  4488.  as 
amended,  sec.  .S,  68  Stat.  67.".  :  46  U.S.C.  481,  oO  U.S.C.  198  ; 
E.O.  11239,  Jul.v  31,  1965,  30  F.R.  9671,  3  CFR,  1965  Supp. 

SUBPART  34.01— APPLICATION 

34.01-1  General— TB/ALL.  (a)  The  pro- 
visions of  this  part  shall  apply  to  all  tank 
vessels  except  as  otherwise  noted  in  this  part. 

34.01-5  Equipment  installed  but  not  re- 
quired— TB/ALL.  (a)  Where  firefighting  equip- 
ment is  not  required,  but  is  installed,  the  equip- 
ment and  its  installation  shall  be  of  an  approved 
type. 

34.01-10  Protection  for  unusual  arrange- 
ments or  special  products — TB/ALL.  (a)  The 
provisions  of  this  part  contemplate  fire  protection 
for  tank  vessels  of  conventional  design  carrying 
the  usual  liquid  petroleum  products  in  internal 
tanks.  Whenever  unusual  arrangements  exist  or 
special  cargoes  are  carried  upon  which  the  vessel's 
normal  firefighting  equipment  will  be  ineffective, 
additional  suitable  firefighting  equipment  of  ap- 
proved type  shall  be  carried. 
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SUBPART  34.05— FIREFIGHTING  EQUIPMENT, 
WHERE  REQUIRED 

34.05-1    Fire     main     system — T/ALL.     (a) 

Fire  pumps,  piping",  liydrants,  hose  and  nozzles 
shall  be  installed  on  all  tankships. 

(b)  The  arrangements  and  details  of  the  fire 
main  system  shall  be  as  set  forth  in  Subpart  34.10. 

34.05-5  Fire-extinguishing  systems — T/ALL. 
(a)  Approved  fire-extinguishing  systems  shall  be 
installed  on  all  tankships  in  the  following 
locations: 

(1)  Dry  cargo  compartments.  A  carbon  di- 
oxide or  water  spray  system  shall  be  installed  for 
the  protection  of  all  dry  cargo  compartments.  On 
vessels  contracted  for  prior  to  January  1,  1962,  a 
steam  smothering  system  may  be  used  in  lieu 
thereof.  In  any  case,  where  such  dry  cargo  com- 
partments are  readily  accessible  by  means  of  doors 
such  spaces  need  be  protected  only  by  the  fire  main 
system. 

(2)  Cargo  tanks.  A  deck  foam  system  shall 
be  installed  for  the  protection  of  all  cargo  tank 
spaces.  '\'Miere  a  deck  foam  system  is  installed, 
an  approved  inert  gas,  steam  or  other  system  may 
also  be  installed  for  purposes  of  fire  prevention  or 
inerting  of  cargo  tanks.  For  vessels  under  100 
feet  in  length,  the  semiportable  equipment  re- 
quired by  footnote  1  of  Table  34.10-5 (a)  will  be 
considered  as  meeting  the  I'equirements  of  this 
subparagraph.  On  vessels  contracted  for  prior 
to  Januar}'  1,  1002,  a  steam  smothering,  inert  gas, 
fixed  foam  or  carbon  dioxide  system  may  be  used 
in  lieu  of  the  deck  foam  system  for  the  protection 
of  the  cargo  tank  spaces. 

(3)  Lamp  and  paint  lockers  and  similar 
spaces.  A  cai-bon  (li()xi<le  or  water  spray  system 
shall  be  installed  in  all  lamp  and  paint  lockers,  oil 
rooms,  and  siiiiilai'  sp:icps.  Vessels  cont  rncted  for 
prior  to  .Tanuarv  1,  1002,  shall  have  a  carbon  di- 
oxide, water  spray,  or  steam  smothering  system. 
Vessels  contracted  for  prior  to  November  19,  19.52, 
shall  have  a  carbon  dioxide  water  spray,  steiim 
smothering,  or  foam  system. 

(4)  Fumprooms.  A  carbon  dioxide,  inert  gas, 
foiim  fjr  ujitcr  ,-pray  system  sliidi  be  installed  for 
the  protect  ion  of  all  piiiiiprooins.  Vessels  con- 
tiafted  for  prior  to  .Jjiiiiiary  1,  1902,  mid  jifter 
July  1.  19.51,  shall  have  the  same  protection  or  a 
sleain  sniotliering  system.  For  vessels  contracted 
for  prior  to  Jiil^y  1,  1951,  such  systems  are  not 
required  l>iit  if  nist idled  shnll  meet  tlie  require- 
ments of  this  .s<'cf  ion. 

(5)  Boilerrooms.  On  tiinkships  conlnicted 
lor  on  or-  m  llcr  .November  19.  1952,  it  cjirbon  dioxide 
(>v  foam  system  sliiill  be  ins! ailed  for-  lli(>  protec- 
tion of  all  spaces  contnining  oil  lircd  boilers,  either 
main  or  aiixili;iry,  their  fuel  oil  service  punqis 
and/or  such  fuel  oil  units  as  t lie,  healers,  strainers, 
valves,  tiiani folds,  etc.,  that  are  subject  to  the  dis- 
charge preHHiire  «>f  tlie  fuel  oil  service  pumps. 


(6)  Machinery  spaces.  A  carbon  dioxide  sys- 
tem shall  be  installed  for  the  protection  of  ma- 
chinei'y  spaces  containing  internal  combustion 
propelling  engines  using  fuel  having  a  fla.shpoint 
of  less  than  110  degrees  F. 

(7)  Internal  combustion  installations.  Fire- 
extinguishing  systems  shall  be  [jrovided  for  in- 
ternal combustion  installations  in  accordance  Avith 
the  following:  I 

(i)   If  a  fire-extinguishing  system  is  installed     ■ 
to  protect  an  internal  combustion  installation,  the 
system  shall  be  of  the  carbon  dioxide  type. 

(ii)  On  vessels  of  1,000  gross  tons  and  over 
(m  an  international  voyage,  the  construction  or 
conversion  of  which  is  conti-acted  for  on  or  after 
INIay  20,  1965,  a  fixed  carbon  dioxide  system  shall 
l)e  installed  in  all  spaces  containing  internal  com- 
bustion or  gas  turbine  main  propvdsion  machinery, 
auxiliaries  with  an  aggTCgate  i:)ower  of  1,000  b.h.p. 
or  greater,  or  their  fuel  oil  units,  including  puri- 
fiei's,  valves,  and  manifolds. 

(iii)  On  vessels  of  1,000  gross  tons  and  over, 
the  construction,  conversion  or  automation  of 
which  is  contracted  for  on  or  after  January  1. 1968, 
a  fixed  carbon  dioxide  system  shall  be  installed  in 
all  spaces  containing  internal  combustion  or  gas 
turl)ine  main  i^ropnlsion  machinery,  auxiliaries 
with  an  aggregate  power  of  1,000  b.h.p.  or  greater, 
or  theii'  fuel  oil  units,  including  purifiers,  valves 
and  manifolds. 

(8)  Enclosed  ventilating  system.  On  tank- 
ships  contracted  for  on  or  after  January  1,  1902, 
where  an  enclosed  ventilating  system  is  installed 
for  electric  propulsion  motors  or  generators,  a  car- 
bon dioxide  extinguishing  system  sliall  be  in- 
stalled in  such  system. 

The  arrangements  and  details  of  the  fii'e- 
extinguishing  systems  shall  be  as  set  foi'th  in  Sub- 
parts 34.10  through  34.20. 

34.0.'>-10  Portable  and  semiportable  extin- 
guishers— TB/ALL.  (a)  Ap])i'oved  poi-table  and 
semijiortable  extinguishers  shall  be  ])rovided  for 
all  lank'  vessels. 

(b)  I'he  type,  size,  location  and  arrangement 
of  poi'table  iuul  semiportable  extinguishers  shall 
be  as  set  forth  in  Subpart  3)4.50. 

34.05-15  Sjind— TB/ALL.  (a)  All  spaces 
containing  oil  (ired  boilei's  sliall  have  available  in 
such  spaces  sand  or  an  accei)lal)le  substitute. 

(b)  The  arrangement  and  details  of  the  cai'- 
riage  of  the  sand  shall  he  as  set  forth  in  Subpart 
34.55. 

.34.05-20  Fire  axes— T/ALL.  (a)  Fire  axes 
shall  be  provided  on  all  tankships. 

(I))  The  location  and  arrangemenl  of  lii'e  axes 
shall  he.  as  set   forth  in  Subpart  ;M.0O. 

SUBPART  34.10— FIKE  MAIN  SYSTEM.  DETAILS 

.14.10-1     Application— TB/ALL.     (a)    On   all 

tanksliii)s  I  he  provisions  of  this  subpart,  with  the 
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exception  of  Section  -34.10-90,  shall  apply  to  all 
fire  nulla  installations  contracted  for  on  or  after 
May  '26,  1965.  Installations  contracted  for  prior 
to  ^lay  26,  1965,  shall  meet  the  requirements  of 
Section  34.10-90. 

(b)  If  a  fire  main  system  is  installed  on  a  tank 
barge,  the  system  shall  meet  the  intent  of  this 
subpart  insofar  as  reasonable  and  practicable. 

U.lO-0  Fire  pumps— T/ALL.  (a)  Tank- 
ships  shall  be  equipped  with  independently  driven 
fire  pimips  in  accordance  with  Table  34.10-5 (a). 


Table 

34.1(>-5(a)— Fire  Pumps 

Size  vesse 

,  L.O.A. 

Minimum 
number 
of  pumps 

Powerful 

streams 

of  water 

per  pump 

Minimum  Iiydrant 
and  hose  size 

Over— 

Xot  over— 

Exterior 
stations 

Interior 
stations 

(Fed) 

(Feet) 
100 
250 
400 
650 

(') 

2  1 

2 
2 
2 

(Inches) 

(Inches) 

100 
250 
■400 
650 

32 
32 
32 
33 

114 

<2J^ 
«2J^ 

VA 
VA 

m 

Hi 

'  Vessels  of  65  feet  and  not  over  100  feet  shall  be  equipped  with  2  B-V  extin- 
guishers. (Refer  to  Table  34.50-5(c).)  Vessels  under  65  feet  shall  be 
equipped  with  1  B-V  extinguisher.    (Refer  to  Table  34.50-5(c).) 

■  Vessels  of  1,000  gross  tons  aud  over  on  an  international  voyage  shall  have 
at  least  2  fire  pumps. 

3  From  hydrants  having  greatest  pressure  drop  between  fire-pump(s)  and 
nozzles. 

'  Where  23^-inch  hydrant  size  is  required,  two  Ij^-inch  outlets  may  be 
substituted  therefor  with  two  IJ^-inch  hoses. 

(b)  Each  pump  shall  be  capable  of  delivering 
simultaneouslj'  the  number  of  streams  of  water 
required  b}^  Table  34.10-5  ( a )  from  the  outlets  hav- 
ing the  greatest  pressure  drop  between  fire 
pump(s)  and  nozzles  at  a  Pitot  tube  pressure  of 
approximately  75  p.s.i.  "Where  iy2-u\c\i  hose  is 
permitted  in  lieu  of  2i^-inch  hose  by  footnote  3  of 
Table  34.10-5 (a),  the  pump  capacity  shall  be  de- 
termined on  the  basis  that  both  hoses  are  used, 

(c)  On  tankships  of  1,000  gross  tons  and  over 
on  an  international  voyage,  each  required  fire 
pump,  while  delivering  water  through  the  fire 
main  system  at  a  pressure  corresponding  to 
that  required  by  paragraph  34.10-15  ( e) ,  shall  have 
a  minimum  capacity  of  at  least  two-tliirds  of  that 
required  for  an  independent  bilge  pump  if  no 
length  correction  is  taken  for  the  cargo  tank  space. 
However,  in  no  case  sliall  the  capacity  of  each  fire 
pump  be  less  than  that  otherwise  required  by  this 
section. 

(d)  Fire  pumps  shall  be  fitted  on  the  discharge 
side  with  relief  valves  set  to  relieve  at  25  p.s.i.  in 
excess  of  the  pressure  necessary  to  maintain  the 
requirements  of  paragraph    (b)    of  this  section. 

(e)  Fire  pumps  shall  be  fitted  with  a  pressure 
gage  on  the  discharge  side  of  the  pumps. 

( f )  Fire  pumps  may  be  used  for  other  purposes 
provided  at  least  one  of  the  required  pumps  is 
kept  available  for  use  on  the  fire  system  at  all 
times.     Unle.ss     specifically     approved     by     the 


Conunandant  no  branch  lines  shall  be  connected 
to  the  fire  mains  for  other  than  fire,  deck  wash  or 
tank  cleaning  purposes.  Other  discharge  lines 
shall  lead  from  a  discharge  manifold  near  the  fire 
pump.  In  no  case  shall  a  pump  having  connec- 
tion to  an  oil  line  be  used  as  a  fire  pump. 

(g)  On  all  vessels  where  two  fire  pumps  are 
required,  they  shall  be  located  in  separate  spaces, 
and  the  arrangement  of  pumps,  sea  connections, 
and  soiirces  of  power  shall  be  stich  as  to  insure 
that  a  fire  in  any  one  space  will  not  put  all  of  the 
fire  ptunps  out  of  operation.  However,  where  it 
is  shown  to  the  satisfaction  of  the  Commandant 
that  it  is  unreasonable  or  impracticable  to  meet 
this  requirement  due  to  the  size,  or  arrangement 
of  the  vessel,  or  for  other  reasons,  the  installation 
of  a  total  flooding  carbon  dioxide  system  may  be 
accepted  as  an  alternate  method  of  extinguishing 
any  fire  which  would  affect  the  powering  and  op- 
eration of  at  least  one  of  the  required  fire  pumps. 

34.10-10  Fire  station  hydrants,  hose  and 
nozzles — T/ALL.  (a)  The  size  of  fire  station 
hydrants  and  hose  reqttired  shall  be  as  noted  in 
Table  34.10-5 (a). 

(b)  Fire  hydrants  shall  be  of  sufficient  number 
and  so  located  that  any  part  of  living  quarters, 
storerooms,  working  spaces  and  weather  decks  ac- 
cessible to  crew  while  at  sea  may  be  reached  with 
two  effective  spray  patterns  of  water,  one  of  which 
shall  be  from  a  single  50-foot  length  of  hose.  In 
main  machinery  spaces  all  portions  of  such  spaces 
shall  be  capable  of  being  reached  by  at  least  2  ef- 
fective spray  patterns  of  water,  each  of  which 
shall  be  from  a  single  50-foot  length  of  hose  from 
separate  outlets. 

(c)  The  otitlets  at  the  fire  station  hydrant  shall 
be  limited  to  any  position  from  the  horizontal  to 
the  vertical  pointing  downward  so  that  hose  will 
lead  horizontally  or  downward  to  minimize  possi- 
bility of  kinking. 

(d)  All  fire  station  hydrants  shall  be  equipped 
with  spanners  suitable  for  use  on  the  hose  at  that 
station. 

(e)  Each  fire  station  hydrant  shall  be  provided 
witli  at  least  one  length  of  hose  with  approved 
combination  nozzle  attached.  A  suitable  hose 
rack  or  other  device  shall  be  provided.  Hose  racks 
on  weather  decks  shall  be  located  so  as  to  afford 
protection  from  heavy  seas.  The  hose  shall  be 
stored  in  the  open  or  so  as  to  be  readily  visible. 

(f )  The  pipes  and  fire  station  hydrants  shall  be 
so  placed  that  the  firehose  may  be  easily  coupled 
to  them.  All  hydrants  shall  be  so  located  as  to  be 
readily  accessible.  If  deck  cargo  is  carried,  it 
shall  not  interfere  with  access  to  the  fire  station 
hydrants,  and  the  pipes  shall  be  arranged  as  far 
as  practicable  to  avoid  risk  of  damage  by  such 
cargo. 

(g)  Each  fire  station  hydrant  or  "y"  branch 
shall  be  equipped  with  a  valve  so  that  the  hose  may 
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be  removed  while  there  is  pressure  on  the  fire 
main. 

(h)  Fire  station  hydrant  connections  sliall  be 
brass,  bronze,  or  otlier  equivalent  metal.  Na- 
tional Standard  firehose  coupling  threads  shall 
be  used  for  the  li/o-ii^ch  and  2y2-inch.  sizes,  i.e.,  9 
threads  per  inch  for  li^-inch  hose  and  71^  threads 
per  inch  for  'lYo-inch  hose. 

(i)  Firehose  shall  be  50  feet  in  length  except 
on  weather  decks  the  hose  shall  be  increased  in 
length  if  necessary  to  enable  a  single  length  to  be 
goose-necked  over  each  side  of  the  vessel.  If  two 
fire  mains  are  installed  on  the  weather  decks,  the 
length  of  hose  shall  be  such  that  it  may  be  goose- 
necked  over  the  side  from  the  nearest  fire  main. 

(j)  Firehose  when  part  of  the  fire  equipment 
shall  not  be  used  for  any  other  purpose  than  fire 
extinguishing,  fire  drills,  and  testing. 

(k)  Firehose  shall  be  connected  to  outlets  at 
all  times.  However,  in  heavy  weather  on  open 
decks  where  no  protection  is  alforded  the  hose  may 
be  removed  temporarily  from  the  hydrant  and 
stowed  in  an  accessible  location  nearby.  While 
in  port,  firehose  in  way  of  cargo  area  shall  be 
kept  ready  for  immediate  use.  The  firehose  may 
be  temporarily  removed  when  it  will  interfere  with 
the  handling  of  cargo. 

(1)  All  lined  and  unlined  hose  installed  after 
Januar}'  1,  1961,  shall  be  of  firehose  quality,  in 
conformance  with  Underwriters'  Laboratories, 
Inc.,  Standard  18  or  19,  or  Federal  Specification 
JJ-PI-571  oi-  ZZ-H-4r)la.  Hose  which  bears  the 
label  of  Underwriters'  Laboratories,  Inc.,  will  be 
accepted  as  conforniin<r  to  this  requirement. 

(m)  Coui)linfr  shall  conform  to  the  require- 
ments of  paragraph  (h)  of  this  section. 

(n)  All  firehose,  including  those  in  the  engine 
and  boiler  spaces,  shall  be  fitted  with  approved 
combination  nozzles,  each  having  a  solid  stream 
orifice  of  not  less  than  y^-'mch  diameter  for  the 
21/^-inch  size  and  not  less  than  %-inch  diameter 
for  the  IV^-inch  size.  The  nozzle  shall  be  cajjable 
of  [jrodufing  a  solid  stream  or  a  high  velocity 
spray  and  of  being  shut  oil". 

(<>}  Thcic  shall  be  approved  low  velocity  spray 
applicators  cfHivenienl  Iv  located  I'oi-  use  as  re- 
quired by  Table  .".  l.l()-l()(o).  Each  shall  have 
the  jHoper  connection  for  mating  its  adjacent 
conihiiialion  nozzle. 


Table  34JO-10(o)— Low  Velocity  Hpray 

Applicators 

LoKStton 

Niimbfr 

LonKth 

t.i-.Ult  flKVi* 

1 
4 
2 

4  or  fi  fii't. 

Wcath<T  'lickii          

10  or  12  fci't 

Machlfury  ipoon ..................... 

4  or  0  fct^l. 

31.10-15  Piping— T/ALL.  (a)  All  piping, 
valves  aii'l  linings  shall  nicci  the  a|)|)lir;il)lc  rc- 
f)iiireni<'nlH  of  Siibchiiptcr  K  (Marine  lOngineer- 
ingj  of  tliis  chapter. 


(b)  An  adequate  number  of  valves  shall  be  in- 
stalled to  isolate  damaged  sections  of  piping. 

(c)  All  distribution  valves  shall  be  marked  as 
required  by  Section  35.40-10  of  this  subchapter. 

(d)  Tankships  of  1,000  gross  tons  and  over  on 
an  international  voyage  sluill  be  i:)rovided  witli  at 
least  one  international  shore  connection.  Facil- 
ities shall  be  available  enabling  such  a  connection 
to  be  used  on  either  side  of  the  vessel.  The  inter- 
national shore  connection  shall  be  in  accordance 
with  specification  Subpart  162.03-1  of  Subchapter 
Q  (Specifications)  of  this  chapter. 

(e)  For  tankships  on  an  international  voyage, 
the  diameter  of  the  fire  main  shall  be  sufficient  for 
the  effective  distribution  of  the  maximum  required 
discharge  from  two  fire  pumps  operating  simul- 
taneously. This  requirement  is  in  addition  to 
Paragraph  34.10-5 (b).  The  discharge  of  this 
quantity  of  water  through  hoses  and  nozzles  at  a 
sufficient  numbei'  of  adjacent  hydrants  shall  be  at 
a  minimum  Pitot  tube  pressure  of  approximately 
50  pounds  per  square  inch. 

34.10-90  Installations  contracted  for  prior 
to  May  26,  1965— T/ALL.  (a)  Installations 
contracted  for  prior  to  January  1,  1962,  shall  meet 
the  following  requirements : 

(1)  Existing  arrangements,  materials  and 
facilities  previously  approved  shall  be  considered 
satisfactory  so  long  as  they  meet  the  minimum  re- 
quirements of  this  paragraph  and  they  ai'e  main- 
tained in  good  condition  to  the  satisfaction  of  the 
Officer  in  Charge,  Marine  Inspection.  Minor  re- 
l^airs  and  alterations  may  be  made  to  the  same 
standards  as  the  original  installation. 

(2)  Except  as  further  modified  by  this  para- 
graph, the  details  of  the  systems  shall  be  in  general 
agreement  with  Sections  34.10-5  through  34.10-15 
insofar  as  is  reasonable  and  practicable. 

(3)  Tankships  of  less  than  500  gross  tons  shall 
be  equii)ped  with  an  efficient  hand  pump  capable 
of  delivering  50  gallons  per  minute  or  a  power- 
di'iven  pump  of  equivalent  capacity.  However,  on 
tankships  of  20  gi-oss  tons  or  under  where  it  is  im- 
l)i'acticable  to  install  a  hand  or  power-o])erated 
fire  pump,  or  on  tankships  with  only  one  man  in 
the  crew,  at  least  one  additional  H-II  fire  ex- 
tinguisher may  be  accepted  in  lieu  of  a  fire  ]iuni]). 

(4)  Tankships  of  500  gross  tons  aiul  ovei-  but 
not  over  1,000  gi'oss  tons  shall  be  ])rovide(l  with 
one  in(le[)enden(ly  power-driven  pumj). 

(5)  Tankships  of  ovei-  1,000  gross  tons  shall  be 
provided  with  two  independently  ))owei'-(lriven 
pumps. 

(6)  On  tankships  oi"  500  gross  tons  and  over, 
(in-  capacity  of  (li(>,  combined  lire  pump  installa- 
tion shall  he  one  iiflli  gallon  per  minute  i)er  gross 
ton  of  (he  ship.  The  inaxiniiiin  lolal  lire  pump 
capacity  re(|uircd  for  any  tankship  shall  be  800 
gallons  per  minute. 
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(7)  Fire  pumps  on  tanksliips  of  500  gross  tons 
and  over  shall  be  capable  of  deliverino-  two  power- 
ful jets  of  water  simultaneously  from  the  highest 
outlets  on  the  fire  main  at  a  Pitot  tube  pressure 
of  approximately  50  pounds  per  square  inch 
through  nozzles,  each  having  an  orifice  of  not  less 
than  Vg-inch  diameter  wliere  the  internal  diameter 
of  the  hose  exceeds  II/2  inches,  and  not  less  than 
%-inch  diameter  where  the  internal  diameter  of 
the  hose  does  not  exceed  II/2  inches. 

(8)  On  oil-burning  tankships,  provided  with 
two  fire  pumps,  where  the  engine  and  fire  rooms 
are  not  entirely  separated  by  iron  or  steel  bulk- 
heads, or  if  fuel  can  drain  from  fireroom  bilges 
into  the  engineroom,  one  of  the  fire  pumps  shall 
be  located  in  an  accessible  space  separate  from  the 
machinery  compartment.  On  all  tankships  con- 
tracted for  on  or  after  Xo^■ember  19,  1952,  the 
recjuirements  of  Paragraph  (f)  of  Section  34.10-5 
shall  be  met. 

(9)  Fii-e  hydrant  outlets  shall  have  a  minimum 
diameter  of  114  inches. 

(10)  On  all  tankships  of  1,000  gross  tons  and 
OA'er  contracted  for  on  or  after  July  1,  1951,  but 
prior  to  January  1,  19()2,  the  nozzles  used  on  at 
least  2  hose  lines  in  the  boiler  and  machinery 
spaces  shall  be  approved  combination  nozzles.  In 
addition,  an  approved  applicator  equipped  with  a 
low  velocity  water  spray  tip,  which  is  capable  of 
being  attached  directly  to  the  nozzle  or  the  hose, 
shall  be  provided  for  each  nozzle.  Unless  a  self- 
cleaning  strainer  is  contained  within  the  nozzle 
itself  and  within  the  applicator  where  the  appli- 
cator is  attached  directly  to  the  hose,  there  shall 
be. a  self-cleaning  strainer  attached  to  the  fire 
hydrant  either  directly  or  by  means  of  a  short 
length  of  hose,  except  where  high  and  low  velocity 
spray  heads  have  large  orifice  openings. 

(11)  Firehose  lines  in  boiler  and  machinery 
spaces  of  vessels  of  1,000  gross  tons  and  over,  con- 
tracted for  prior  to  July  1,  1951,  shall  be  provided 
with  at  least  2  suitable  nozzles  of  an  approved  type 
which  are  capable  of  effectively  extinguishing  oil 
fires.  Approved  combination  nozzles  together 
with  the  applicator  and  low  velocity  spray  head, 
will  be  acceptable  for  this  purpose.  The  self- 
cleaning  strainer  may  be  fitted,  but  will  not  be 
required. 

(12)  At  least  25  percent  of  the  hydrants,  exclu- 
sive of  those  in  the  boiler  and  machinery  spaces, 
shall  be  fitted  with  approved  combination  nozzles, 
applicatoi's  with  low  velocity  spray  heads,  and 
self-cleaning  strainers  as  described  in  subpara- 
gi-aph  (10)  of  this  pai-agraph.  Such  nozzles  shall 
be  strategically  located  throughout  the  tankship. 

(13)  Where  approved  combination  nozzles  are 
used  with  fire  lines  other  than  required  in  sub- 
paragraphs (10)  through  (12)  of  this  paragraph, 
the  applicators,  low  velocity  spray  heads,  and  self- 


cleaning  strainers  may  be  fitted,  but  will  not  be 
required. 

(14)  Vessels  contracted  for  on  or  after  July  1, 
1954,  shall  meet  the  requirements  of  Paragraph 
34.10-10  (h). 

(b)  Installations  contracted  for  on  or  after 
January  1,  1962,  but  prior  to  May  26,  1965,  shall 
meet  the  following  requirements: 

(1)  Existing  arrangements,  materials,  and 
facilities  previously  approved  shall  be  considered 
satisfactory  as  long  as  they  meet  the  minimum 
requirements  of  this  paragraph  and  they  are  main- 
tained in  good  condition  to  the  satisfaction  of  the 
Officer  in  Charge,  Marine  Inspection.  Minor  re- 
pairs and  alterations  may  be  made  to  the  same 
standards  as  the  original  installation. 

(2)  The  details  of  the  systems  shall  be  in  gen- 
eral agreement  with  Sections  34.10-5  through 
34.10-15  insofar  as  is  reasonable  and  practicable. 

SUBPART  34.13— STEAM  SMOTHERING   SYSTEM, 
DETAILS 

34.13-1  Application— T/ ALL.  (a)  In  ac- 
cordance with  Section  34.05-5,  steam  smothering 
systems  are  not  permitted  on  vessels  contracted 
for  on  or  after  January  1,  1962,  except  as  pro- 
vided for  under  subparagraph  34.05-5 (a)  (2). 

(b)  Where  a  steam  smothering  system  is 
already  installed  on  a  vessel  contracted  for  prior 
to  that  date,  the  provisions  of  this  subpart  shall 
apply. 

(c)  This  does  not  preclude  the  introduction  of 
steam  into  such  confined  spaces  as  boiler  casings  or 
into  tanks  for  steaming  out  purposes.  Such  in- 
stallations are  not  to  be  considered  as  part  of  any 
required  fire  extinguishing  system. 

34.13-90  Installations  contracted  for  prior 
to  January  1,  1962— T/ALL.  (a)  Installations 
contracted  for  prior  to  January  1,  1962,  .shall  meet 
the  following  requirements : 

( 1 )  Existing  arrangements,  materials  and  facil- 
ities previously  approved  wnll  be  considered  satis- 
factory so  long  as  they  meet  the  minimum  require- 
ments of  this  paragraph  and  they  are  maintained 
in  good  condition  to  tlie  satisfaction  of  the  Officer 
in  Charge,  ]\Iarine  Inspection.  Minor  repairs  and 
alterations  may  be  made  to  the  same  standard  as 
the  original  installation. 

(2)  Steam  shall  be  available  from  the  main 
or  auxiliary  boilers,  or  from  a  shore  source.  The 
capacity  of  the  steam  supply  shall  be  at  least  equal 
to  one  pound  of  steam  per  hour  for  each  12  cubic 
feet  of  the  largest  cargo  compartment  in  the  case 
of  installations  contracted  for  on  or  after  Novem- 
ber 19,  1952,  and  one  pound  of  steam  per  hour  for 
each  50  cubic  feet  of  the  largest  cargo  compartment 
in  the  case  of  installations  contracted  for  prior 
to  November  19, 1952. 

(3)  Where  reasonable  and  practicable,  the 
steam  pressure  shall  be  at  least  100  p.s.i. 
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(4)  The  piping  system  shall  meet  the  general 
requirements  of  this  subparagraph  insofar  as  is 
reasonable  and  practicable. 

(i)  All  piping,  valves,  and  fittings  shall  meet 
the  applicable  i-equirements  of  subchapter  F  (]\Ia- 
rine  Engineering)  of  this  chapter.  All  valves  and 
manifolds  shall  be  marked  as  required  by  Section 
35.40-10. 

(ii)  The  supply  may  be  taken  from  any  steam 
line  having  adequate  capacity. 

(iii)  The  distribution  line  to  each  compartment 
shall  be  fitted  -with  a  shutolf  valve. 

(iv)  Provisions  shall  be  made  for  draining  the 
manifold  and  distribution  lines  to  prevent  them 
from  freezing. 

(v)  The  minimum  size  and  number  of  branches 
to  the  various  spaces  shall  be  as  given  in  Table 
34.13-90(a)(4)(v).  The  distribution  piping 
from  the  manifold  to  the  branch  lines  shall  have 
an  area  approximately  equal  to  the  combined  areas 
of  the  branch  lines  served. 

Table  34. 13-90  (a)  (4)  (v) 


Volume  of  space  in 
cubic  feet 

Number  of 
branches 
to  space 

Pipe  size 
of  each 
branch, 
inches 

Over— 

Not  over— 

500 
5,000 
15.000 
and  over 

1 
1 
1 
1 

1 
IH 

500 
5.000 
15.000 

(vi)  The  steam  supply  line  to  any  distribution 
manifold  shall  be  of  sufficient  size  to  su])ply  all 
the  branch  lines  to  the  largest  compartment. 

(vii)  All  controls  and  valves  for  the  operation 
of  the  system  shall  be  outside  the  space  protected 
and  shall  not  be  located  in  any  space  that  might 
be  cut  off  or  made  inaccessible  in  the  event  of  fire 
ill  any  i)laces  piotecled. 

(.'))  For  the  purpose  of  this  paragraph,  the 
term  "largest  cargo  compart niciit"'  shall  be  consid- 
ered as  the  cargo  space,  eitlici-  liquid  or  dry,  hav- 
ing the  greatest  volunietric  measurement.  In  the 
ca.se  of  Jifjuid  cargo  tanks,  the  gross  volume  of 
the  largest  tank  and  all  adjoining  tanks  shall  be 
used  for  insfallalions  contiacled  for  on  or  aftei- 
November  19,  1952;  foi-  installations  contracted 
for  prior  to  November  10,  V.)U-1^  the  gross  volume 
f>f  the  in<livi<lual  tanks  shall  be  used.  In  the  case 
of  dry-cai-go  compartments,  the  gi-oss  vohi  me  shall 
Ih!  taKen  between  adjacent  watertight  or  firescreen 
l»iilkliea(|-,  and  fiom  tank  lo|)  or  lowest  deck  to  I  he 
deckhead  of  the  upperinost  deck  (Hi  which  cargo 
Miav  1m'  carrie^l,  and  if  a  trunk  extends  beyond  such 
dec'kheiid,  (he  volume  of  (he  dunk  shall  be  in- 
cluded. 

(i't)  TIk!  valves  (o  the  tanks  shall  be  left  o|)en  a( 
all  times  s<^)  (hat,  in  r-ase  of  lire,  it  will  he  necessary 
»*fdy  to  open  the  master  valve  to  insure;  a  flow  of 


steam  into  each  tank,  after  which,  the  valves  to 
the  tanks  which  are  not  on  fire  may  be  closed; 
however,  where  the  opening  of  such  branch  lines 
may  cause  contamination  of  cargo  or  cau.se  the 
pa.ssage  of  gases  or  vapors  between  tanks  or  com- 
partments, they  may  be  kept  closed. 

(7)  Piping  for  dry-cargo  spaces,  pumprooms, 
paint  and  lamp  lockers,  and  similar  spaces  shall  be 
run  independent  of  the  extinguishing  system  for 
the  bulk  cargo  tanks.  If  this  should  be  imprac- 
ticable, valves  shall  be  installed  between  the  main 
bulk  tank  extinguishing  system  and  other  com- 
partments served,  such  valves  to  be  marked :  "This 
valve  to  be  kept  closed  except  in  case  of  fire.'" 

(8)  The  master  valve  control  shall  be  located 
above  the  uppermost  complete  deck  having  perma- 
nent means  of  closing  all  openings  in  the  weather 
portions  of  the  deck. 

(9)  Control  valves  for  pumproom  extinguish- 
ment systems  shall  be  locatecl  adjacent  to  the 
pumproom  exit. 

(10)  In  pumprooms  the  outlets  shall  terminate 
just  above  the  floorplates. 

SUBPART   34.15— CARBON   DIOXIDE   EXTINGUISH- 
ING   SYSTEMS,    DETAILS 

34.15-1  Application— T/ALL.  (a)  ^Miere  a 
carbon  dioxide  extinguishing  system  is  installed, 
the  provisions  of  this  subpart,  with  the  exception 
of  Section  34.15-90,  shall  apply  to  all  installations 
contracted  for  on  or  after  January  1,  19G2.  In- 
stallations contracted  for  prior  to  January  1, 1962, 
shall  meet  the  requirements  of  Section  34.15-90. 

(b)  The  requirements  of  this  subpart  are  based 
on  a  "high  pressure  system,''  i.e.,  one  in  which  the 
carbon  dioxide  is  stored  in  liquid  form  at  atmos- 
pheric temperature.  Details  for  "low  pressure 
systems,"  i.e.,  those  in  which  the  carbon  dioxide  is 
stored  in  liquid  form  at  a  continuously  controlled 
low  tenijierature,  may  be  specifically  approved  by 
the  (^immaiidant  where  it  is  demonstrated  that  a 
compai-able  degi-ee  of  safety  and  liie  extinguishing 
ability  is  achieved. 

34.i.')-.'5  Quantity,  pipe  sizes,  and  discharge 
rates — T/ALL.  (a)  General.  (1)  The  amount 
of  carbon  dioxide  recpiired  for  each  space  shall 
be  as  determined  by  jiaragraphs  (b)  through  (e) 
of  this  sect  ion. 

(b)  Total  available  supply.  (1)  A  sepaiate 
supply  of  carbon  dio.xide  need  not  be  provided  for 
each  space  pi'otected.  The  total  available  supjily 
shall  be  at  least  sufficient  for  the  space  re(|uiring 
the  greatest  amount. 

(c)  Dry  cargo  spaces.  (I)  The  number  of 
pf)UiHls  of  (  arhon  dio.xide  re(|Mire(l  for  each  space 
shall  be  e(|nal  to  the  gro.ss  xolnme  of  the  space  in 
cubic,  feet  divided  by  30. 

(2)  Although  separate  pi|)ing  shall  he  le<l  to 
each  cai'tro  hold  and  "t  ween  ileck,  for  (he  imtpose 
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of  deternnnino:  the  amount  of  carbon  dioxide  re- 
quired, a  cargo  compartment  will  be  considered  as 
the  space  between  watertight  or  firescreen  bulk- 
heads and  from  the  tank  top  or  lowest  deck  to 
the  deckhead  of  the  uppermost  space  on  which 
cargo  may  be  carried.  If  a  trunk  extends  beyond 
such  deck,  the  trunk  volume  shall  be  included. 
Tonnage  openings  shall  be  considered  as  sealed  for 
this  purpose. 

(3)  Branch  lines  to  the  various  cargo  holds  and 
'tween  decks  shall  not  be  less  than  s^-inch  stand- 
ard pipe  size. 

(4)  No  specific  discharge  rate  need  be  a])plied 
to  such  systems. 

(d)  Enclosed  ventilation  systems  for  rotat- 
ing electrical  propulsion  equipment.  (1)  The 
number  of  pounds  of  carbon  dioxide  required  for 
the  initial  charge  shall  be  equal  to  the  gross  volume 
of  the  system  divided  by  10  for  systems  having  a 
volume  of  less  than  2,000  cubic  feet,  and  divided 
by  12  for  sj'Stems  having  a  volume  of  2,000  cubic 
feet  or  more. 

(2)  The  piping  for  the  initial  charge  shall  be 
in  accordance  with  Table  34.15-5 (e)  (4),  and  the 
discharge  of  the  required  amount  shall  be  com- 
pleted within  2  minutes. 

(3)  In  addition  to  the  above  there  shall  be 
sufficient  carbon  dioxide  available  to  permit  de- 
layed discharges  of  such  quantity  as  to  maintain 
at  least  a  25  percent  concentration  until  the  equip- 
ment can  be  stopped.  If  the  initial  discharge  is 
such  as  to  achieve  this  concentration  until  the 
equipment  is  stopped,  no  delayed  discharge  need 
be  provided. 

(4)  The  piping  for  the  delayed  discharge  shall 
not  be  less  than  i^-inch  standard  pipe,  and  no 
specific  discharge  rate  need  be  applied  to  such 
systems.  On  small  systems,  this  pipe  may  be  in- 
corporated with  the  initial  discharge  piping. 

(e)  Machinery  spaces,  pumprooms,  paint 
lockers,  and  similar  spaces.  (1)  Except  as  pro- 
vided in  subparagraph  (4)  of  this  paragraph,  the 
number  of  pounds  of  carbon  dioxide  required  for 
each  space  shall  be  equal  to  the  gross  volume  of 
the  space  divided  by  the  appropriate  factor  noted 
in  Table  34.15-5 (e)  (1).  If  fuel  can  drain  from 
the  compartment  being  protected  to  an  adjacent 
compartment,  or  if  the  compartments  are  not 
entirely  separate,  the  requirements  for  both  com- 
partments shall  be  used  to  determine  the  amount 
of  carbon  dioxide  to  be  provided.  The  carbon 
dioxide  shall  be  arranged  to  discharge  into  both 
such  compartments  simultaneously. 

(2)  For  the  purpose  of  the  above  requirement 
of  this  paragraph,  the  volume  of  a  machinery 
space  shall  be  taken  as  exclusive  of  the  normal 
machinery  casing  unless  the  boiler,  internal  com- 
bustion propelling  machinery,  or  fuel  oil  installa- 
tions subject  to  the  discharge  pressure  of  the  fuel 
oil  service  pump  extend  into  such  space,  in  which 


Table  34.15-5(e)(l) 


Gross  volume  of  compart- 
ment, cubic  feet 

Factor 

Over— 

Not  over — 

500 
1,600 
4,  500 
50, 000 

15 
16 
18 
20 
22 

5no 

1,600 
4,500 
50, 000 

case  the  volume  shall  be  taken  to  the  top  of  the 
casing  or  the  next  material  reduction  in  casing- 
area  whichever  is  lower.  The  terms  "nonnal 
machinery  casing"  and  "material  reduction  in  cas- 
ing area"  shall  be  defined  as  follows : 

(i)  By  "normal  machinery  casing''  shall  be 
meant  a  casing  the  area  of  which  is  not  more  than 
40  percent  of  the  maximum  area  of  the  machinery 
space. 

(ii)  By  "material  reduction  in  casing  area" 
shall  be  meant  a  i-eduction  to  at  least  40  percent 
of  the  casing  area. 

(3)  For  the  purpose  of  the  above  requii-ements 
of  this  paragraph,  the  volume  of  a  pumproom  shall 
include  the  pumproom  and  all  associated  trunks 
up  to  the  deck  at  which  access  from  the  weather 
is  provided. 

(4)  For  tankships  on  an  international  voyage 
contracted  for  on  or  after  May  26, 1965,  the  amount 
of  carbon  dioxide  required  for  a  space  containing 
propulsion  boilers  or  internal  combustion  pro- 
pulsion machinery  shall  be  as  given  by  subpara- 
graphs (1)  and  (2)  of  this  paragraph  or  by 
dividing  the  entire  volume,  including  the  casing, 
by  a  factor  of  25,  whichever  is  the  larger. 

(5)  Branch  lines  in  the  various  spaces  shall  be 
as  noted  in  Table  34.15-5 (e)  (5). 

Table  34.15-5(e)(5) 


Maximum 
quantity  of 
carbon  diox- 
ide required, 
poimds 

Minimum 

pipe  size, 

inches 

Maximum 
quantity  of 
carbon  diox- 
ide required, 
pounds 

Minimum 

pipe  size, 

inches 

100 
225 
300 
600 
1,000 
2,450 

M 

1 

2 

2,500 
4,450 
7,100 
10, 450 
15,000 

2V2 
3 

3H 
4 

4^ 

(6)  Distribution  piping  within  the  space  shall 
be  proportioned  from  the  supply  line  to  give 
proper  distribution  to  the  outlets  without 
throttling. 

(7)  The  number,  type  and  location  of  discharge 
outlets  shall  be  such  as  to  give  a  uniform  distri- 
bution throughout  the  space. 

(8)  The  total  area  of  all  discharge  outlets  shall 
not  exceed  85  percent  nor  be  less  than  35  percent 
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of  the  nominal  cylinder  outlet  area  or  the  area  of 
the  supply  pipe,  whichever  is  smaller.  The  nomi- 
nal cj'linder  outlet  area  in  square  inches  shall  be 
determined  by  multiplying  the  factor  0.0022  by 
the  number  of  jjounds  of  carbon  dioxide  required, 
except  that  in  no  case  shall  this  outlet  area  be  less 
than  0.110  square  inches. 

(9)  The  discharge  of  at  least  85  percent  of  the 
required  amount  of  carbon  dioxide  shall  be  com- 
plete Nvirhin  2  minutes. 

34.15-10  Controls— T/ ALL.  (a)  Except  as 
noted  in  Paragraph  ;34.15-20(b),  all  controls  and 
valves  for  the  operation  of  the  system  shall  be 
outside  the  space  protected,  and  shall  not  be  lo- 
cated in  any  space  that  might  be  cut  off  or  made 
inaccessible  in  the  event  of  fire  in  any  of  the  spaces 
protected. 

(b)  If  the  same  cylinders  are  used  to  protect 
more  than  one  space,  a  manifold  with  normally 
closed  stop  valves  shall  be  used  to  direct  the  carbon 
dioxide  into  the  proper  space.  If  cylinders  are 
used  to  protect  only  one  space,  a  normally  closed 
stop  valve  shall  be  installed  between  the  cylinders 
ancl  the  space  except  for  systems  of  the  type  indi- 
cated in  Paragraph  34.15-5  (e)  which  contain  not 
more  than  300  pounds  of  carbon  dioxide. 

(c)  Distribution  piping  to  the  di*y  cargo  spaces 
.shall  be  controlled  from  not  more  than  two  sta- 
tions. One  of  the  stations  controlling  the  system 
for  the  main  machinery  space  shall  be  located  as 
convenient  as  practicable  to  one  of  the  main  es- 
capes from  the  space.  All  control  stations  and 
the  individual  valves  and  controls  shall  be  marked 
as  required  by  Section  35.40-10  of  the  subchapter. 

(d)  Systems  of  the  type  indicated  in  Para- 
graph 34.15-5 (e)  shall  be  actuated  at  eacli  station 
by  one  control  operating  the  valve  to  the  space 
and  a  separate  control  releasing  at  least  the  re- 
quired amount  of  carbon  dioxide.  These  two  con- 
trols shall  be  located  in  a  box  or  other  enclosure 
clearlv  identified  for  the  particular  space.  Sys- 
tems nistalled  witliout  a  stop  valve  shall  be  oper- 
ated by  one  contiol  i-eleasing  at  least  the  required 
amount  of  carbon  dioxide. 

(e)  Where,  provisions  ai-e  made  for  the  simul- 
taneous release  of  a  given  amount  of  carbon  di- 
oxide by  ojMTation  of  a  remote  control,  ))rovisions 
shall  also  be  made  for  mainial  control  at  the 
cylindei-s.  "Where  gas  pressure  from  pilot  cyl- 
inders is  used  as  a  means  for  releasing  the  rerjiam- 
ing  cvlinder.s,  not  less  than  two  pilot  cylinders 
shall  be  us<'d  for  systems  consisting  of  moie  IJian 
two  rylinders.  Eacji  of  the,  pilot  cylinders  shall 
Im!  capable,  of  manual  control  at  the  cylinder,  but 
the  remaining  cylinders  need  not  l)e  capable  of 
individual  manual  r-onirol. 

(f)  Systems  of  the  type  indicated  in  Paragiapli 
J{4.15-5(e),  which  are  of  more  than  '•'>()()  pounds  of 
carbon  dioxide  shall  be  fitted  with  an  ap[)ro\('d 
delayed  dis^-harge  so  arrangecj  that  the  alarm 
will  be  s/jumlcd  for  at  least  20  seconds  before,  the 


carbon  dioxide  is  released  into  the  space.  Such 
systems  of  not  more  than  300  pounds  of  carbon 
dioxide  shall  also  have  a  similar  delayed  dis- 
charge, except  for  spaces  which  have  a  suitable 
horizontal  escape. 

(g)  All  distribution  valves  and  controls  shall 
be  of  an  approved  type.  All  controls  shall  be 
suitably  protected. 

(h)  Complete  but  simple  instructions  for  the 
operation  of  the  system  shall  be  located  in  a  con- 
spicuous place  at  or  near  the  releasing  control 
device. 

(i)  If  the  space  or  enclosure  containing  the 
carbon  dioxide  supply  or  controls  is  to  be  locked, 
a  key  to  the  space  or  enclosure  shall  be  in  a  break- 
glass-type  box  conspicuously  located  adjacent  to 
the  opening. 

34.15-15  Piping— T/ ALL.  (a)  The  piping,  j 
valves,  and  fittings  shall  have  a  bursting  pressure  ' 
of  not  less  than  6,000  pounds  p.s.i. 

(b)  All  piping,  in  nominal  sizes  not  over  %-inch 
shall  be  at  least  Schedule  40  (standard  weight) 
and  in  nominal  sizes  over  s^-inch,  shall  be  at  least 
Schedule  80  (extra heavy). 

(c)  All  piping,  valves,  and  fittings  of  ferrous 
materials  shall  be  protected  inside  and  outside 
against  corrosion  imless  specifically  approved 
otherwise  by  the  Commandant. 

(d)  A  pressure  relief  valve  or  equivalent  set  to 
relieve  between  2,400  and  2,800  pounds  p.s.i  shall 
be  installed  in  the  distributing  manifold  or  such 
other  location  as  to  protect  the  piping  in  the  e\ent 
that  all  branch  line  shutoff  valves  are  closed. 

(e)  All  deadend  lines  shall  extend  at  least  2  J 
inches  beyond  the  last  orifice  and  shall  be  closed  | 
with  cap  or  plug. 

(f)  All  piping,  valves,  and  fittings  shall  be  se- 
curely supported,  and  wliere  necessary,  protected      j 
against  injury.  ' 

(g)  Drains  and  dirt  traps  shall  be  fitted  where 
necessary  to  prevent  tlie  accumulation  of  dirt  or 
moisture.  Drains  and  dirt  traps  shall  be  located 
in  accessil)le  locations  whei-e  possible. 

(h)  Piping  shall  be  used  for  no  other  purpose 
exce])t  that  it  may  be  incorporated  with  the  fire- 
detecting  system. 

(i)  Piping  passing  thi'ougli  living  quarters 
shall  not  be  fitted  with  drains  or  other  openings 
within  such  spaces. 

(])    Installation  test  requirements  ai-e: 

(1)  TT})on  com|)Ie,t ion  of  the  piping  installation, 
and  before  the  cylindeis  are  connected,  a  pressui'e 
test  shall  l)eap|)li('(l  asset  foi'th  in  this  paragrapli. 
Only  caibon  (lioxide  oi-  other  inert  gas  shall  be 
used  lor  I  his  lest. 

(2)  The  piping  from  the  cylinders  to  the  stop 
valves  in  the  manifold  shall  be  subjected  to  a  pres- 
sure of  1,000  pounds  p.s.i.  with  no  additional  gas 
being  introduced  to  the  system,  it  shall  be  demon- 
stiated  that  t h(^  leakage  of  the  system  is  such  as 
not  (o  permit   a  jji'essure  drop  of  more  than   150 
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pounds  per  square  inch  per  minute  for  2-minute 
period. 

(3)  The  individual  branch  lines  to  the  various 
spaces  protected  shall  be  subjected  to  a  test  similar 
to  that  described  in  the  preceding  subparagraph 
with  the  exception  that  the  pressure  used  sliall  be 
600  pounds  p.s.i.  in  lieu  of  1,000  pounds  p.s.i.  For 
the  purpose  of  this  test,  the  distribution  piping 
shall  be  capped  witliin  the  space  protected  at  the 
first  joint  ahead  of  the  nozzles. 

(4)  In  lieu  of  the  tests  prescribed  in  the  pre- 
ceding subparagraphs  in  this  paragraph,  small 
independent  systems  protecting  si:)aces  such  as 
emergency  generator  rooms,  lamp  lockers,  etc., 
may  be  tested  by  blowing  out  the  piping  with  the 
air  at  a  pressure  of  at  least  100  pounds  p.s.i. 

34.15-20  Carbon  dioxide  storage— T/ALL. 
(a)  Except  as  provided  in  paragrajDh  (b)  of  this 
section,  the  cylinders  shall  be  located  outside  the 
spaces  protected,  and  shall  not  be  located  in  any 
space  that  might  be  cut  oti'  or  made  inaccessible  in 
the  event  of  a  fire  in  any  of  the  spaces  protected. 

(b)  Systems  of  the  type  indicated  in  Paragraph 
34.15-5  (e) ,  consisting  of  not  more  than  300  pounds 
of  carbon  dioxide,  may  have  the  cylinders  located 
within  the  space  protected.  If  the  cylinder  stow- 
age is  within  the  space  protected,  the  system  shall 
be  arranged  in  an  approved  manner  to  be  auto- 
matically operated  by  a  heat  actuator  within  the 
space  in  addition  to  the  regular  remote  and  local 
controls. 

(c)  The  space  containing  the  cylinders  shall  be 
properly  ventilated  and  designed  to  preclude  an 
anticipated  ambient  temperature  in  excess  of  130 
degrees  F. 

(d)  Cylinders  shall  be  securely  fastened  and 
supported,  and  where  necessary,  protected  against 
injury. 

(e)  Cylinders  shall  be  so  mounted  as  to  be 
readily  accessible  and  capable  of  easy  removal  for 
recharging  and  inspection.  Provisions  shall  be 
available  for  weighing  the  cylinders. 

(f)  Where  subject  to  moisture,  cylinders  shall 
be  so  installed  as  to  provide  a  space  of  at  least  2 
inches  between  the  flooring  and  the  bottom  of  the 
cj'linders. 

(g)  Cylinders  shall  be  mounted  in  an  upright 
position  or  inclined  not  more  than  30  degrees  from 
the  vertical.  However,  cylinders  which  are  fitted 
with  flexible  or  bent  siphon  tubes  may  be  inclined 
not  more  than  80  degrees  from  the  vertical. 

(h)  '\'\liere  check  valves  are  not  fitted  on  each 
independent  cylinder  discharge,  plugs  or  caps 
shall  be  provided  for  closing  outlets  when  cylin- 
ders are  removed  for  inspection  or  refilling. 

(i)  All  cylinders  used  for  storing  carbon  di- 
oxide shall  be  fabricated,  tested,  and  marked  in 
accordance  with  the  regulations  of  the  Interstate 
Commerce  Commission  as  noted  in  Section 
147.04—1  of  Subchapter  N  (Dangerous  Cargoes) 
of  this  chapter. 


34.15-25    Discharge    outlets— T/ALL.       (a) 

Discharge  outlets  shall  be  of  an  approved  type. 

34.15-30  Alarms— T/ALL.  (a)  Spaces  re- 
quired to  have  a  delayed  discharge  by  paragraph 
34. 15-10 (f)  which  are  protected  by  a  carbon  di- 
oxide extinguishing  system  and  are  normally  ac- 
cessible to  persons  on  board  while  the  vessel  is 
being  navigated,  other  than  paint  and  lamp  lock- 
ers and  similar  small  spaces,  shall  be  fitted  with 
an  approved  audible  alarm  in  such  spaces  which 
will  be  automatically  sounded  before  the  carbon 
dioxide  is  admitted  to  the  space.  The  alarm  shall 
be  conspicuously  and  centrally  located  and  shall 
be  marked  as  required  by  Section  35.40-7  of  this 
subchapter.  Such  alarms  shall  be  so  arranged  as 
to  sound  during  the  20-second  delay  period  prior 
to  the  discharge  of  carbon  dioxide  into  the  space, 
and  the  alarm  shall  depend  on  no  source  of  power 
other  than  the  carbon  dioxide. 

34.15-35  Enclosure  openings — T/ALL.  (a) 
Except  for  cargo  spaces,  the  operation  of  the  car- 
bon dioxide  system  shall  automatically  shut  down 
any  mechanical  ventilation  to  that  space.  This 
will  not  be  required  where  the  carbon  dioxide  sys- 
tem is  a  secondary  system  in  addition  to  another 
approved  primary  system  protecting  the  space. 

(b)  Where  natural  ventilation  is  provided  for 
spaces  protected  by  a  carbon  dioxide  extinguishing 
system,  provisions  shall  be  made  for  easily  and 
efi"ectively  closing  off  the  ventilation. 

(c)  Means  shall  be  provided  for  closing  all 
other  openings  to  the  space  protected  from  out- 
side such  space.  In  this  respect,  relatively  tight 
doors,  shutters,  or  dampers  shall  be  provided  for 
openings  in  the  lower  portion  of  the  space.  The 
construction  shall  be  such  that  openings  in  the 
upper  portion  of  the  space  can  be  closed  off  either 
by  permanently  installed  means  or  by  the  use  of 
canvas  or  other  material  which  is  normally  carried 
by  the  vessel . 

34.15-40  Pressure  relief  —  T/ALL.  (a) 
Where  necessary,  relatively  tight  coinpartments 
such  as  refrigeration  spaces,  paint  lockers,  etc., 
shall  be  provided  with  suitable  means  for  relieving 
excessive  pressure  accumulating  within  the  com- 
partment when  the  carbon  dioxide  is  injected. 

34.15-90  Installations  contracted  for  prior 
to  January  1,  1962— T/ALL.  (a)  Installations 
contracted  for  prior  to  November  19,  1952,  shall 
meet  the  requirements  of  this  paragraph. 

(1)  Existing  arrangements,  materials,  and  fa- 
cilities previously  approved  shall  be  considered 
satisfactoiy  so  long  as  they  meet  the  minimum 
requirements  of  this  paragraph  and  they  are  main- 
tained in  good  condition  to  the  satisfaction  of  the 
Officer  in  Charge,  Marine  Inspection.  Minor  re- 
pairs and  alterations  may  be  made  to  the  same 
standards  as  the  original  installation. 

(2)  The  details  of  the  systems  shall  be  in  general 
agreement  with  Sections  34.15-5  through  34.15-40 
insofar  as  is  reasonable  and  practicable,  with  the 
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exception  of  Subparagraphs  34.15-5(6)  (1) 
tlirougli  (3)  covering  spaces  other  tlian  cargo 
spaces,  which  systems  may  be  installed  in  accord- 
ance with  subparagraphs  (4)  through  (7)  of  this 
paragraph. 

(5)  For  cargo  tanks  at  least  one  pound  of  car- 
bon dioxide  shall  be  available  for  each  30  cubic 
feet  of  the  largest  cargo  tank.  The  discliarge  of 
the  required  amount  of  carbon  dioxide  shall  be 
complete  within  5  minutes. 

(4)  In  boilerrooms,  the  bilges  shall  be  pro- 
tected by  a  system  discharging  principally  below 
the  floorplates.  Perforated  pipe  may  be  used  in 
lieu  of  discharge  nozzles  for  such  systems.  Tlie 
number  of  pounds  of  carbon  dioxide  sliall  be  equal 
to  the  gross  volume  of  the  boilerroom  taken  to  the 
top  of  the  boilers  divided  by  36.  In  the  event  of 
an  elevated  boilerroom  which  drains  to  the  ma- 
chinery space,  the  system  shall  be  installed  in  the 
engineroom  bilge  and  the  gross  volume  shall  be 
taken  to  the  flat  on  which  the  boilers  are  installed. 

(5)  In  machinery  spaces  where  main  propulsion 
internal  combustion  machinery  is  installed,  the 
number  of  pomids  of  carbon  dioxide  required  shall 
be  equal  to  the  gross  volume  of  the  space  taken  to 
the  under.-^ide  of  the  deck  forming  the  hatch  open- 
ing divided  by  '2-2. 

(6)  In  miscellaneous  .spaces  other  than  cargo 
or  main  machinery  spaces  the  number  of  pounds 
of  carbon  dioxide  required  shall  be  equal  to  the 
gross  volume  of  the  .space  divided  by  22. 

(7)  Branch  lines  to  the  various  spaces  other 
than  f-argo  and  similar  spaces  shall  be  as  noted  in 
Table  34:i5-9()(a)  (7).  This  table  is  based  on  cyl- 
inders liaving  discliarge  outlets  and  siphon  tubes  of 
%-ineh  diameter. 

T.\BLE  .34.15-90(a)(7) 


Number  of  cylinders 

Nominal  pipe  size,  inches 

Over— 

Not  over— 

2 
4 
0 
VI 
16 
27 
39 
60 
W) 
UI4 
16S 

H-standard. 

2 
4 
6 
12 
16 
27 
39 
«0 

m 

104 

5i-st,andard. 
1-extra  heavy. 
\'4-<-%Uii  heavy. 
1  H-i'Xtra  heavy. 
2HXtra  heavy. 
2M-extra  heavy. 
Snxtra  heavy. 
.'J!^-extra  heavy. 
4-<itra  hi-avy. 
H-citTU  heavy. 

(b)  Iiisf  alia!  ions  com  racled  lor  on  or  a ft(U"  No- 
vember 1!),  1052,  hut  |)rioi'(o. January  1,  1!)()2, shall 
meet  fhe  re<juireiiien(H  of  this  paragraph. 

(1)  Existing  ariangcmeiMs,  malcrial.s,  and  fa- 
cilities previously  approved  shall  be-  (considered 
wilisfactory  so  long  as  tlicy  meet  tlic  iiiiiiimiiin  re- 
f|Mire,iiients  of  tliis  i»ai!igia|)li  and  tliey  are  inain- 
tainwl  id  gofxl  coiKlilion  to  tlie  satisfaf;tion  of  the 
Officer  in  Charge,  .Marine  Inspex-t  ion.  Minor  re- 
pairs and  iilleialionH  may  be  made  U)  the  same 
Mlandards  us  the  original  installation. 


(2)  The  details  of  the  systems  shall  be  in  gen- 
eral agreement  with  Sections  34.15-5  through 
34.15-40  insofar  as  is  reasonable  and  practicable 
with  the  exception  that  delayed  discharges  need 
not  be  provided  for  installations  made  pi'ior  to 
July  1, 1957. 

SUBPART  34.17— FIXED  FOAM  EXTINGUISHING 
SYSTEMS,  DETAILS 

34.17-1  Application— T/ ALL.  (a)  ^Miere  a 
fixed  foam  extinguishing  system  is  installed,  the 
provisions  of  this  Subpart  with  the  exception  of 
Section  34.17-90,  shall  apply  to  all  installations 
contracted  for  on  or  after  January  1,  1962. 

(b)  Installations  contracted  for  prior  to  Janu- 
ary 1,  1962,  shall  meet  the  requirements  of  Section 
34.17-90. 

34.17-5  Quantity  of  foam  required — T/ALL. 
(a)  Area  protected.  (1)  For  machinery  spaces 
and  pumprooms,  the  system  shall  be  so  designed 
and  arranged  as  to  spread  a  blanket  of  foam  over 
the  entire  tank  top  or  bilge  of  the  space  protected. 
The  arrangement  of  piping  shall  be  such  as  to  give 
a  relatively  uniform  distribution  over  the  entire 
area  protected. 

(2)  Where  an  installation  is  made  to  protect 
an  oil-fired  boiler  installation  on  a  flat  which  is 
open  to  or  can  drain  to  the  lower  engineroom 
or  other  space,  both  the  flat  and  the  lower  space 
shall  be  protected  simultaneously.  The  flat  shall 
be  fitted  with  suitable  coamings  on  all  openings 
other  than  deck  drains  to  properly  restrain  the 
oil  and  foam  at  that  level.  Other  installations  of 
a  similar  nature  will  be  considered  in  a  like  man- 
ner. 

(b)  Rate  of  application.  (1)  The  rate  of  dis- 
chai'ge  to  foam  outlets  protecting  the  hazai'd  shall 
be  at  least  as  set  forth  in  this  paragraph. 

(2)  For  chemical  foam  systems  Avith  stored  "A'' 
and  "B"  solutions,  a  total  of  at  least  1.6  gallons 
per  minute  of  the  two  solut  ions  shall  be  discharged 
for  each  10  square  feet  of  area  protected. 

(3)  For  other  types  of  foam  systems,  the  water 
rate  to  the  di'y-powder  generators  or  air  foam 
production  ecpiipment  shall  be  at  least  1.6  gallons 
pel-  minute  for  each  10  square  feet  of  area  pro- 
t(>cted. 

(c)  Supply  of  foam-producing  material. 
(1)  'J'heie  siiall  be  provided  a  (luantity  of  foam- 
producing  material  sudicient  to  operate  the  e(|ui|)- 
mcnl  at  the  minimum  discharge  rate  specified  in 
paragrapli  (b)  of  this  section  for  a  pei'iod  of  at 
least  .'>  minutes. 

(d)  Separate  .supply  of  foam-producing  ma- 
terial. (1)  A  separate  supply  of  foam-producing 
material  need  not  be  provided  for  each  space  |)ro- 
tcclcd.  This  iiKcliides  a  (\vrk  foam  syslein.  The 
tolal  available  supply  shall  be  at  least  sullicient 
for  the  space  re(|uiiing  the  gi'catest  amount. 
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(e)  Water  supply  for  required  pumps.     (1) 

The  water  supply  shall  be  from  outside  and  com- 
pletelv  independent  of  the  space  protected. 

34.17-10  Controls— T/ALL.  (a)  The  foam 
agent,  its  container,  measuring  devices,  and  other 
items  peculiar  to  the  system  shall  be  of  an  ap- 
proved type. 

(b)  The  foam-producing  material  container 
and  all  controls  and  valves  for  the  operation  of 
the  system  shall  be  outside  the  space  protected  and 
shall  not  be  located  in  such  space  as  might  be  cut 
off  or  made  inaccessible  in  the  event  of  fire  in  any 
of  the  spaces  protected.  The  control  space  shall  be 
as  convenient  as  practicable  to  one  of  the  main 
escapes  from  the  spaces  protected,  and  shall  be 
marked  as  requirecl  by  Section  35.40-10  of  this 
subchapter.  Where  pumps  are  required,  it  shall 
not  be  necessary  that  they  be  started  from  the 
control  space. 

(c)  Complete,  but  simple  instructions  for  the 
operation  of  the  system  shall  be  located  in  a  con- 
spicuous place  at  or  near  the  controls. 

(d)  The  valves  to  the  various  spaces  served 
shall  be  marked  as  required  by  Section  35.40-10  of 
this  subchapter. 

34.17-15  Piping— T/ALL.  (a)  All  piping, 
valves,  and  fittings  shall  meet  the  applicable  re- 
quirements of  Subchapter  F  (Marine  Engineer- 
ing) of  this  chapter. 

(b)  All  piping,  valves,  and  fittings  of  ferrous 
materials  shall  be  protected  inside  and  outside 
against  corrosion  unless  specifically  approved 
otherwise  by  the  Commandant. 

(c)  All  piping,  valves,  and  fittings  shall  be 
securely  supported,  and  where  necessary,  pro- 
tected against  injury. 

(d)  Drains  and  dirt  traps  shall  be  fitted  where 
necessary  to  prevent  the  accunuilation  of  dirt  or 
moisture. 

(e)  Piping  shall  not  be  used  for  any  other  pur- 
pose than  firefighting,  drills  and  testing. 

34.17-20  Discharge  outlets— T/ALL.  (a) 
Discharge  outlets  shall  be  of  an  approved  type. 

34.17-25  Additional  protection  required — T/ 
ALL.  (a)  In  order  that  any  residual  fires  above 
the  floorplates  may  be  extinguished  when  a  foam 
system  is  installed  for  the  protection  of  machinery 
spaces,  at  least  2  fire  hydrants,  in  addition  to 
those  required  for  the  machinery  space  by  Subpart 
34.10,  shall  be  installed  outside  of  the  machinery 
space  entrance.  Such  hydrants  shall  be  fitted  with 
sufficient  hose  so  that  any  part  of  the  machinery 
space  may  be  readied  with  at  least  2  streams  of 
water,  and  each  hose  shall  be  equipped  with  an 
approved  combination  nozzle  and  applicator. 

34.17-90  Installations  contracted  for  prior 
to  January  1,  1962— T/ALL.  (a)  Installations 
contracted  for  prior  to  .January  1,  1962,  shall  meet 
the  following  requirements: 

(1)  Existing  arrangements,  materials,  and  fa- 
cilities previously  approved  shall  be  considered 


satisfactory  so  long  as  they  meet  the  minimum  re- 
quii'ements  of  this  paragraph  and  tliey  are  main- 
tained in  good  condition  to  the  satisfaction  of  the 
Officer  in  Charge,  Marine  Inspection.  Minor  re- 
pairs and  alterations  may  be  made  to  the  same 
standards  as  the  original  installation. 

(2)  The  details  of  the  systems  shall  be  in  gen- 
eral agreement  with  Sections  34.17-5  through 
34.17-20,  insofar  as  is  reasonable  and  practicable. 
Installations  contracted  for  prior  to  November  19, 
1952,  need  not  comply  with  Paragraph  (a)  (2)  of 
Section  34.17-5  and  Section  34.17-25.  A  6-inch 
blanket  of  foam  in  3  minutes  for  machinery  spaces 
and  pumprooms  will  be  considered  as  meeting  the 
requirements  of  Section  34.17-5. 

(3)  Where  a  system  is  installed  to  protect  a 
tank,  it  shall  be  so  designed  and  arranged  as  to 
spread  a  blanket  of  foam  over  the  entire  liquid 
surface  of  the  tank  within  the  range  of  usual  trim. 
The  arrangement  of  piping  shall  be  such  as  to 
give  a  relatively  uniform  distribution  over  the 
entire  area  protected. 

(4)  For  tanks,  the  rate  of  discharge  to  foam 
outlets  protecting  the  hazard  shall  be  as  set  forth 
in  Paragraph  34.17-5  (b),  except  that  the  value  of 
1  gallon  per  minute  shall  be  substituted  in  both 
cases  for  the  value  of  1.6  gallons  per  minute.  The 
quantity  of  foam  provided  shall  be  sufficient  to 
operate  the  equipment  for  5  minutes. 

(5)  On  installations  installed  prior  to  Novem- 
ber 19,  1952,  a  semiportable  foam  generator  using 
a  dry-chemical  mixture  or  mechanical  foam  in 
conjunction  with  the  fire  lines  may  be  substituted 
for  the  fixed  system  subject  to  the  following  con- 
ditions: 

(i)  There  shall  be  at  least  one  fire  pump  of  suit- 
able capacity  available  which  can  be  operated  and 
controlled  from  outside  the  space  px'otected. 

(ii)  Stop  valves  shall  be  installed  in  the  line  so 
that  if  any  portion  of  the  fire  main  is  ruptured, 
the  foam  generator  may  still  be  operated.  Con- 
nections for  at  least  two  firehoses  shall  be  pro- 
vided between  the  pump  and  the  stop  valve. 

(iii)  If  the  foam  system  is  of  the  portable  or 
semiportable  type,  the  apparatus  and  chemicals 
shall  be  stored  in  a  readily  accessible  place  pro- 
tected from  the  weather. 

SUBPART  34.20— DECK  FOAM  SYSTEM,  DETAILS 

34.20-1  Application— T/ALL.  (a)  Where  a 
deck  foam  system  is  installed,  the  provisions  of 
this  subpai-t,  with  the  exception  of  Section  34.20- 
90,  shall  apply  to  all  installations  contracted  for 
on  or  after  January  1, 1962. 

(b)  Installations  contracted  for  prior  to  Jan- 
uary 1,  1962,  shall  meet  the  requirements  of  Sec- 
tion 34.20-90. 

34.20-3  Cargo  area  definition— T/ALL.  (a) 
For  the  purpose  of  this  subpart,  the  term  "cargo 
area"  is  defined  as  the  maximum  beam  of  the  ves- 
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sel  times  the  total  longitudinal  extent  of  the  cargo 
tank  spaces. 

34.20-5  Quantity  of  foam  required— T/ALL. 
(a)  Area  protected.  Systems  of  this  type  are  de- 
signed to  give  primary  protection  to  the  spaces 
over  the  cargo  tanks. 

(b)  Rate  of  application.  The  water  rate  of 
tlie  foam  px-oduction  equipment  shall  be  at  least 
0.016  gallons  per  minute  for  each  square  foot  of 
cargo  area. 

(c)  Supply  of  foam-producing  material. 
There  shall  be  provided  a  supply  of  foam-produc- 
irig  material  sufficient  to  operate  the  equipment  at 
the  required  rate  of  application  for  a  period  of  at 
least  15  minutes  without  rechargmg.  If  this 
equipment  operates  in  excess  of  the  required  rate, 
the  supply  of  foam-producing  material  shall  be 
increased  accordingly. 

(d)  Separate  supply  of  foam-producing  ma- 
terial. "Where  the  same  foam-producing  mate- 
rial may  be  used  for  this  system  as  well  as  a  fixed 
foam  system,  separate  supplies  need  not  be  pro- 
vided for  each  space  protected.  The  total  avail- 
able supply  shall  be  at  least  sufficient  for  the  space 
requiring  tlie  greatest  amount. 

(e)  Water  supply.  Suitable  pumps  shall  be 
provided  capable  of  producing  tlie  required  water 
rate.  The  hre  pumps  required  by  Subjiart  34.10 
may  be  used  for  tliis  purpose ;  however,  the  opera- 
tion of  the  deck  foam  system  shall  not  interfere 
with  tlie  simultaneous  use  of  the  fire  main  system, 

34.20-10  Controls— T/ALL.  (a)  The  foam 
agent,  its  container,  measuring  devices,  and  other 
items  peculiar  to  this  system  shall  be  of  an  ap- 
proved type. 

(b)  The  foam  agent  container  and  the  main 
controls  for  operating  tlie  system  shall  be  located 
in  a  protected  .space  not  likely  to  be  made  inacces- 
sible in  the  eveiit  of  a  lire  in  any  portion  of  the 
cargo  area. 

(c)  ('omplete,  but  simple  instructions  for  the 
operation  of  the  system  shall  be  located  in  a  con- 
spicuous place  at  or  near  the  controls. 

I'd)  All  viilves  shall  be  marked  as  required  by 
Section  :',.').4()-lT. 

:M.20-15  Piping— T/ALL.  (a)  All  piping, 
Valves,  and  fittings  shall  meet  tlie  a])pli(al)le  le- 
qiiireiiients  of  Subchapter  F  (Marine  Engineei-- 
ing)  of  this  chapter. 

(b)  All  piping,  valves,  and  liftings  of  ferrous 
materials  shall  be  proteclcd  inside  and  outside 
against  corrosion  unless  si)efi(iriilly  approved 
otherwise  by  tlie  C'oininandaiit. 

(c)  Piping  and  fiutlct  arrnngenicnls  hIkiII  be 
such  as  to  permit  the  )-cquii'C(|  rate  of  iipplical  ion 
to  any  tj'irl  ion  of  the  c>pcn  deck  of  the  ciiigo  iiica 
using  the  inf^iinted  and/or  hiind-hcld  iippiiaiices 
j)rovi(]ed.  For  (;nclosx'(l  spacers  ap[)lication  of  at 
IcaHt  1.0  gallons  per  minute  watj-r  rate,  for  each 
10  sriiiare  feet  of  (he  enclosed  area  for  r>  miiiuleH 
will  \h--  acceptable.     Foi-  the  purpfjse  of  this  fiai'a- 


graph,  it  shall  be  assumed  that  all  piping  is  dam- 
aged in  way  of  the  fire  and  an  adequate  number 
of  valves  shall  be  fitted  for  isolating  damaged 
sections  of  piping. 

(d)  All  piping,  valves,  and  fittings  shall  be  se- 
curely supported,  and  where  necessary,  protected 
against  injury. 

(e)  Drains  and  dirt  traps  shall  be  fitted  where 
necessary  to  prevent  the  accumulation  of  dirt  or 
moisture. 

(f )  Piping  shall  not  be  used  for  any  other  pur- 
pose tlian  firefigliting,  drills,  and  testing. 

34.20-20  Discharge  outlets— T/ALL.  (a) 
Discharge  outlets  shall  be  of  an  approved  type. 

(b)  Mounted  and/or  hand  held  foam  appliances 
shall  be  connected  to  the  required  outlets  at  all 
times  except  on  open  decks,  where  the  location  of 
the  outlets  is  such  that  no  protection  is  afforded 
for  the  equipment  in  heavy  weatlier. 

34.20-90  Installations  contracted  for  prior 
to  January  1,  1962— T/ALL.  (a)  Installations 
contracted  for  prior  to  January  1, 1962,  shall  meet 
the  following  requii'ements : 

(1)  Existing  arrangements,  materials,  and  fa- 
cilities previously  approved  shall  be  considered 
satisfactory  so  long  as  they  meet  tlie  minimum 
requirements  of  this  paragraph  and  they  are  main- 
tained in  good  condition  to  the  satisfaction  of 
the  Officer  in  Charge,  Marine  Inspection.  Minor 
repairs  and  alterations  may  be  made  to  the  same 
standards  as  the  original  installation. 

(2)  For  installations  contracted  for  prior  to 
November  19,  19.52,  see  Subparagraph  34.17- 
90(a)(5). 

(3)  Installations  contracted  for  on  or  after 
November  4,  1957,  but  prior  to  January  1,  1962, 
shall  meet  the  requirements  of  Sections  34.20-5 
through  34.20-20  insofar  as  is  reasonable  and 
practicable. 

SUBPART  34.25— WATER  SPRAY  EXTINGUISHING 
SYSTEMS,  DETAILS 

34.25-1    Application— T/ALL.     (a)  Where  a 

water  spray  extinguishing  system  is  installed, 
the  ])rovisions  of  this  subpart,  with  the  exception 
of  Section  34.25-90,  shall  ajiply  to  nil  inslallalions 
contracted  for  on  or  aftei-  January  1,  1964.  In- 
stallations contracted  I'oi-  pi'ior  to  .laiiiiaiy  1,  fi)64, 
sliall   meet  the  re()uirem(  iits  of  Section  .'U. 25-90. 

34.2r)-r)  Capacity  and  arrangement — T/ALL. 
(a)  The  capacity  and  arrangement  shall  be  such 
as  to  effect  ively  blanket  t  he  enl  ire  ai'ea  of  the  space 
jirolecled.  'I4ie  rateof  discharge  and  t he  arraiige- 
inenl  of  |)iping  and  spray  nozzles  shall  be  such  as 
to  give  a  unifonn  disi  rihnt  ion  over  t  he  enl  ire  area 
protected. 

(b)  The  spacing  of  the  spray  iiozzh^s  shall  be 
on  the  basis  of  the  spi'ay  pattei'ii  provided  by  the 
lowest  pressure  at  any  spray  nozzle  in  the  system. 
In  no  instaiHT,  shall  a  system  he  designed  for  any 
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spray  nozzle  to  be  operated  at  a  pressure  less  than 
that  for  whicli  it  was  approved.  The  niaxinuun 
jjerniissible  height  of  the  spray  nozzle  above  the 
protected  area  shall  not  exceed  that  specified  in 
its  approval.  Whenever  there  are  obstructions  to 
coverage  b}-  the  spray  patterns,  additional  spray 
nozzles  shall  be  installed  lo  pi'ovide  full  coverage. 

(c)  The  water  sui)ply  shall  be  from  outside  the 
space  pi'otected  and  shall  in  no  way  be  dependent 
upon  power  from  the  space  protected.  The  pump 
supplying  water  for  the  S3-steni  shall  either  be 
reserved  exclusively  for  the  system  or  it  may  be 
one  of  the  fii-e  pumps,  provided  the  capacity  of  the 
fire  pumj)  as  set  forth  in  Subpart  -'U.K)  is  increased 
by  the  required  capacity  of  the  S3'stem,  so  that  this 
system  may  be  operated  simultaiieously  with  the 
fire  main  S3'stem. 

34.25-10  Controls— T/ALL.  (a)  There  shall 
be  one  control  valve  for  the  o])eration  of  the  sys- 
tem located  in  an  accessible  position  outside  the 
space  protected.  The  control  shall  be  located  as 
convenient  as  practicable  to  one  of  the  main  escapes 
from  the  space  protected,  and  shall  be  marked  as 
required  by  Section  35.40-18  of  this  subchapter. 
It  shall  not  be  necessary  to  start  the  pumps  from 
the  control  space. 

(b)  Complete,  but  simple  instructions  for  the 
operation  of  the  system  shall  be  located  in  a  con- 
spicuous place  at  or  near  the  controls. 

(c)  The  valve  to  the  space  protected  shall  be 
marked  as  required  by  Section  35.40-18  of  this 
subchapter. 

34.25-15  Piping— T/ALL.  (a)  All  piping, 
valves  and  fittings  shall  meet  the  applicable  re- 
quirements of  Subchapter  F  (Marine  Engineer- 
ing) of  this  chapter. 

(b)  Distribution  piping  shall  be  of  materials 
resistant  to  corrosion,  except  that  steel  or  iron  pipe 
may  be  used  if  inside  corrosion  resistant  coatings 
which  v\-ill  not  flake  off  and  clog  the  nozzles  are 
applied.  Materials  readilj'  rendered  ineffective 
by  heat  of  a  fire  shall  not  be  used.  The  piping 
shall  be  subject  to  approval  for  each  installation. 

(c)  All  piping,  valves,  and  fittings  shall  be 
securely  supported,  and  where  necessary,  protected 
against  injury. 

(d)  Drains,  strainers,  and  dirt  traps  shall  be 
fitted  where  necessary  to  prevent  the  accumulation 
of  dirt  or  moisture. 

(e)  Threaded  joints  shall  be  metal  to  metal, 
with  no  thread  compound  used. 

(f)  Distribution  piping  shall  be  used  for  no 
other  purpose. 

(g)  All  piping  shall  be  thoroughly  cleaned  and 
flushed  before  installation  of  the  water  spray 
nozzles. 

34.25-20  Spray  nozzles— T/ALL.  (a)  Spray 
nozzles  shall  be  of  an  approved  ty])e. 

34.25-90  Installations  contracted  for  prior 
to  January  1,  1964— T/ALL.    (a)   Installations 


contracted  for  prior  to  January  1, 1964,  shall  meet 
the  following  requirements: 

(1)  Existing  arrangements,  materials,  and 
facilities  previously  approved  shall  be  considered 
satisfactory  so  long  as  they  meet  the  minimum 
requirements  of  tliis  paragraph  and  they  are  main- 
rained  in  good  condition  to  the  satisfaction  of  the 
Officer  in  Charge,  Marine  Inspection.  Minor  re- 
pairs and  alterations  may  be  made  to  the  same 
standards  as  the  original  installation. 

(2)  The  details  of  the  systems  shall  be  in  gen- 
eral agreement  with  Sections  34.25-5  through 
34.25-20  insofar  as  is  reasonable  and  practicable. 

SUBPART   34.50— PORTABLE    AND    SEMIPORTABLE 
EXTINGUISHERS 

34.50-1     Application  —  TB/ALL.       (a)     The 

provisions  of  tliis  subpart,  with  the  exception  of 
Section  34.50-90,  shall  apply  to  all  vessels  con- 
tracted for  on  or  after  January  1,  1962. 

(b)  All  vessels  contracted  for  prior  to  January 
1,  1962,  shall  meet  the  requirements  of  Section 
34.50-90. 

34.50-5  Classification— TB/ALL.  (a)  Port- 
able and  semiportable  extinguisliers  shall  be  classi- 
fied by  a  combination  letter  and  number  symbol. 
The  letter  indicating  the  type  of  fire  which  the 
unit  coidd  be  exjiected  to  extinguish,  and  the  num- 
ber indicating  the  relative  size  of  the  unit. 

(b)  The  types  of  fire  will  be  designated  as 
follows : 

(1)  "A"  for  fires  in  ordinary  combustible  mate- 
rials such  as  mattresses,  piles  of  wood,  shavings, 
canvas,  etc.,  where  the  quenching  and  cooling  ef- 
fects of  quantities  of  water,  or  solutions  contain- 
ing large  percentages  of  water,  are  of  first 
importance. 

(2)  "B"  for  fires  in  combustible  or  flammable 
liquids  such  as  gasoline,  lubricating  oil,  diesel 
oil,  greases,  etc.,  where  a  blanketing  or  smother- 
ing effect  is  essential. 

(3)  "C"  for  fires  in  electrical  equipment  where 
the  use  of  non-conducting  extinguishing  agent  is 
of  first  importance  so  that  electrical  shock  is  not 
experienced  by  the  firefighter. 

(c)  The  number  designations  for  size  will  start 
with  "I"  for  the  smallest  to  "V"  for  the  largest. 
Extinguishers  which  have  a  gross  weight  of  55 
pounds  or  less  when  fully  charged  are  considered 
portable.  Extinguishers  which  have  a  gross 
weight  of  more  than  55  pounds  when  fully 
charged  are  considered  semiportable  and  shall  be 
fitted  with  suitable  hose  and  nozzle  or  other  prac- 
ticable means  so  that  all  portions  of  the  space 
concerned  may  be  reached.  Examples  of  size 
graduations  for  some  of  the  typical  portable  and 
semiportable  extinguishers  are  set  forth  in  Table 
34.50-5  (c). 
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Table  34.50-5(c) 


Classification  type  (Size) 

Sod^-acid 
and  water 
(Gallons) 

Foam 
(Gallons) 

Carbon 
dioxide 
(Pounds) 

Dry 
clU'mical 
(Pounds) 

A-II                 

2^2 

2H 
12 
20 
40 

B-I             

4 
15 
35 
50 
'100 

4 
15 

2 

B-II                 

10 

B-III      

20 

B-IV                  

30 

B-V 

150 

C-I                     — 

2 

C-II    

10 

1  For  outside  use,  double  the  amount  shall  be  carried. 


34.50-10  Location— TB/ALL.  (a)  Approved 
portable  and  semiportable  extinguishers  sliall  be 
installed  in  accordance  with  Table  34.50-l()(a). 
The  location  of  the  equipment  shall  be  such  as 
in  the  opinion  of  the  Officer  in  Charge,  Marine 
Inspection,  will  be  most  convenient  in  case  of 
emergency.  Where  special  circumstances  exist, 
not  covered  by  Table  34.50-10 (a),  the  Officer  in 
Charge,  Marine  Inspection,  may  require  such  addi- 
tional equipment  as  he  deems  necessary  for  the 
proper  protection  of  the  vessel. 


Table  34.50-10(a) — Portable  and  Semiportable  Extin-guishers 


Tanksliips 

Area 

Tank  barges 

Quantity  and  location 

Classification  (see  Section 
34.50-5) 

Classification  (see  Section       Quantity  and  location 
34.50-5) 

Safely  Areas 

1  required _ 

1  required  in  incinity  of  c.\it. 

C-II-.- --.- 

C-II ' 

Wheelhouse  and  chartroora  area 

None  required. 
Do. 

Radio  room  

Accommodation  Areas 


1  required  in  each  main 
pa,ssaei:-.vay  on  each  deck, 
conveniently  located,  and 
so  that  no  room  is  more 
than  73  feet  from  an  ex- 
tinguisher. 


\-n  or  B-II..- 


Staterooms,  toilet  spaces,  public  spaces, 
oflices,  etc.,  and  associated  lockers,  store- 
rooms, and  pantries. 


.\-IIor  B-II 


1   required  in   vicinity  of 
exit. 


Service  Areas 


1  required  for  each  2.500 
square  feet  or  fraction 
thereof,  suitable  for  haz- 
ard Involved. 

1  required  for  each  2.500 
square  feet  or  fraction 
thereof,  suitable  for  haz- 
ard Involved. 


H-II  or  C-II. 


A-II  or  B-II. 


Galleys. 


Stores  areas,  including  paint  and  lamp 
rooms. 


B-II  or  C-II. 


1  required,  suitable  for  haz- 
ard involved. 


None  required. 


Machinery  Area  ' 


2  required' 

1  required 

1    required    for   each    I.fXW 

li.IM'..  hut  not  less  than 

2  nor  more  than  6.» 

1  required  • ' 

1   required  In  vicinity  of 

exit.' 
1   required   In   vicinity  of 

cilt.< 


B-II 

and 
B-V« 

n-ii 

and 

H-III 

n-II 

C-II 


Spaces  containing  oil  fired  boilers,  cither 
main  or  auxiliary,  or  any  fuel  oil  units 
sul)]ect  to  the  discharge  pressure  of  tlio 
fuel  oil  .service  pump. 

Spaces  containing  internal  combustion  or 
givs  turbine  propulsion  machinery. 

Auxiliary  spaces  containing  internal  com- 
bustion or  gas  turbine  units. 

Atislllary  si)aces  containirig  emergency 
generators. 


H-II. 


H-II. 


1  required. 


None  n'(|uire(l. 


1  required    in 

exit.' '' 
None  roiinireil. 


vicinity   of 


Cargo  Areas 


1  required  In  lower  pump- 
room. 

None  re<)ijircd. . 

B-II 

I*iimiirof)ms....... 

It-II.. 
(I.-U... 

1h-v... 

and 

I    re(|uire<l    in    vicinilv   of 

Cargo  tank  area 

e\il.i' 
?  rciinired.i" 

1  re(iuired.»  n 

■  Vrnwl*  not  on  on  ItiK-matlonul  vovnKe  niuy  RUtMtltutc  2  ('-I. 

'A  'II  ihull  ln'  limnedlat<-ly  iiviilliible  Ui  the  Hervlee  generiitor  and  main 
iiwif  hl>0!ird  -.iri-.iM.,  and  further,  n  ''  II  shall  be  lonvenlently  liMaled  not  iiinn- 
than  '/I  f<<  I  v.rill!ltiKd|il:iii(e  from  any  jMiltit  In  all  main  mjirhlnery  operating 
nfr.u  <  KtiiigNlshern  iiee<l   tkM  Ik'    In   luldltlon    to   other    re>|ulred 

'   .  •  than  I, (KX)  gross  tons  require  I. 

•  \  •   ^<  :>  III  |eis  than  (.iKft  troim  Uiun  may  HubHiitiite  I  li  I\'. 

•  f>nly  I  require!  for  vessiTs  under  M  feel  In  length 


«  If  oil  burning  donkey  boiler  fitted  in  space,  the  B-V  previously  re'iulred 
for  the  i)rol,e(ll()n  of  the  boiler  may  be  .substllute<l.     Not  required  where  a 

,'.  —  I  ......I II. ...I. I.. I..  1....... it...i 

If  fuel  has  a  flashixilnt 


llxeil  larliiin  illi.xide  system  Is  Installed. 

'  Not  required  on  vessels  of  le.ss  than  .'1(10  gross  toi 
hlghiT  than  110"  K. 

'  Not  rec|iilreil  on  vi'ssels  of  less  than  SIX)  gross  Inns. 

'  Not  required  If  llxi'd  Hyst<'ni  Installed. 

'"  If  no  eargo  piini|)  on  barge,  only  one  ll-II  required. 

o  Manned  barges  of  100  gro.ss  tons  and  over  only. 


(71) 


FIREFIGIITING  EQUIPMENT 


§  34.60-10 


(b)  For  additional  portable  extinouisliers  as  a 
substitute  for  sand,  see  Section  S-t.Sa-lO. 

(c)  Semiportable  extinguishers  shall  be  located 
in  the  open  so  as  to  be  readily  seen. 

(d)  If  portable  extinguishers  are  not  located 
in  the  open  or  behind  glass  so  tliat  they  may  be 
readily  seen  they  may  be  placed  in  enclosures  to- 
gether with  the  fire  hose,  provided  such  enclosures 
are  nuirked  as  required  by  Section  35.40-25  of  this 
subchapter. 

(e)  Portable  extinguishers  and  their  stations 
shall  be  numbered  in  accordance  Avith  Section 
35.iO-25  of  this  subchapter. 

(f )  Hand  portable  or  semiportable  extinguish- 
ers which  are  required  on  their  nameplates  to  be 
protected  from  freezing  shall  not  be  located  where 
freezing  tempei'atures  may  be  expected. 

34.50-15  Spare  charges  —  TB/ALL.  (a) 
Spare  chai'ges  shall  be  carried  on  all  vessels  for 
at  least  50  percent  of  each  size  and  each  variety, 
i.e.  foam,  soda-acid,  carbon  dioxide,  etc.,  of  port- 
able extinguisher  required  hj  Paragraph  34.50- 
10(a).  However,  if  the  unit  is  of  sucli  variety 
that  it  cannot  be  readily  recharged  by  the  vessel's 
personnel,  one  spare  unit  of  the  same  classification 
shall  be  carried  in  lieu  of  spare  charges  for  all 
such  units  of  the  same  size  and  variety.  This  sec- 
tion does  not  apply  to  unmanned  barges. 

(b)  Spare  charges  shall  be  so  packaged  as  to 
minimize  the  hazards  to  personnel  while  recharg- 
ing rlie  units. 

34.50-90  Vessels  contracted  for  prior  to  Jan- 
uary 1,  1962 — TB/ALL.  (a)  Vessels  contracted 
for  prior  to  .January  1, 1962,  shall  meet  the  follow- 
ing requirements : 

(1)  The  provisions  of  Sections  34.50-5  through 
34.50-15  shall  be  met  with  the  exception  that  exist- 
ing installations  may  be  maintained  if  in  the  opin- 
ion of  the  Officer  in  Charge,  Marine  Inspection, 
they  are  in  general  agreement  with  the  degree  of 
safety  prescribed  by  Table  34.50-10 (a).  In  such 
cases,  minor  modifications  inay  be  made  to  the  same 
standard  as  the  original  installation :  Provided, 
That  in  no  case  will  a  greater  departure  from  the 
standards  of  Table  34.50-10 (a)  be  permitted  than 
presently  exists. 


SUBPART  34.55— SAND 

34.55-1    Application  —  TB/ALL.      (a)     The 

provisions  of  this  part  shall  apply  to  all  vessels 
having  oil  fired  boilers,  either  main  or  auxiliary. 

34.55-5  Amount  required— TB/ALL.  (a) 
On  vessels  of  over  1,000  gross  tons  there  shall  be 
in  each  space  containing  oil  tired  boilers  a  metal 
receptacle  containing  not  less  than  10  cubic  feet 
of  sand,  sawdust  impregnated  with  soda,  or  other 
approved  dry  materials,  together  with  a  scoop  or 
shaker  for  distributing  the  same.  On  vessels  of 
1,000  gross  tons  or  less,  at  least  5  cubic  feet  of  such 
materials  shall  be  similarly  carried. 

34.55-10  Substitute— TB/ALL.  (a)  An  ad- 
ditional B-II  portable  extinguisher  may  be  carried 
in  lieu  of  the  sand  required  by  this  part. 

SUBPART  34.60— FIRE  AXES 

34.60-1  Application— T/ ALL.  (a)  The  pro- 
visions of  this  subpart  shall  apply  to  all  tank- 
ships. 

34.60-5    Number  required— T/ALL.     (a)  All 

tankships  shall  carry  at  least  the  minimum  num- 
ber of  fire  axes  as  set  forth  in  Table  34.60-5 (a). 
Nothing  in  this  paragraph  shall  be  construed  as 
limiting  the  Officer  in  Charge,  Marine  Inspection, 
from  requii'ing  such  additional  fire  axes  as  he 
deems  necessary  for  the  proper  protection  of  the 
tankship. 

Table  34.60-5 (a) 


Gross  tons 

Number 
of  axes 

0  ver- 

Not over— 

50 

200 

500 

1,000 

1 
2 
3 
4 
5 

so 

200 

500 

1,000 

34.60-10  Location— T/ALL.  (a)  Fire  axes 
shall  be  distributed  throughout  the  spaces  so  as  to 
be  most  readily  available  in  the  event  of 
emergency. 

(b)  If  fire  axes  are  not  located  in  the  open,  or 
behind  glass,  so  that  they  may  readily  be  seen,  they 
may  be  placed  in  enclosures  together  with  the 
firehose,  provided  such  enclosures  are  marked  as 
required  by  Section  35.40-15  of  this  subchapter. 
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Subpart  35.01 — Special  Operating  Requirements 

Sec. 

3.J.01-1  Inspection  and  testing  required  when  making 
alterations,  repairs,  or  other  such  operations 
involving  riveting,  welding,  hurning,  or  like 
tire-produeing  actions — TP>/ALIj. 

35.01-5     Sanitary  couditiou  and  crew  quarters — T/ALL. 

35.01-10  Shipping  papers — TB/ALL. 

35.01-15  Carriage  of  persons  other  than  crew — TB/ALL. 

35.01-20  Pilot  ladders— T/OC. 

35.01-25  xVluminnm  and/or  magnesium  sacrificial  anode 
installations — TB/ALL. 

35.01-30  Reckless  or  negligent  operation  prohibited  by 
law— TB/ALL. 

35.01-35  Repairs  and  alterations  to  firefighting  equip- 
ment—TB/ALL. 

35.01-40  Prevention  of  oil  pollution— TB/ALL. 

35.01—45  Open  hopper  type  barges — B/ALL. 

35.01-50  Special  operating  requirements  for  tank  barges 
carrying  certain  dangerous  hulk  cargoe.s — 
B/ALL. 

35.01-55  Warning  signs  and  information  cards  for  those 
barges  carrying  bulk  cargoes  having  dangerous 
characteristics  in  addition  to  flamniability  or 
combustibility — B/ALL. 

Subpart  35.03 — Work  Vests 

35.03-1     Application— TB/ALL. 

35.03-5    Approved  unicellular  plastic  foam  work  vests — 

TB/ALL. 
35.03-10  Use— TB/ALL. 
35.03-15  Shipboard  stowage — TB/ALL. 
35.03-20  Shipboard  inspections — TB/ALL. 

Subpart  35.05 — Officers  and  Crews 

35.05-1     Licensed  officers  and  crews  of  tankshii)s — T/ALL. 
35.0.5-5     Master  required  on  tankship.s — T/ALL. 
35.0.5-10  Pilot  required  on  tankships— T/LBR. 
35.05-15  Watchman  for  a  tank  vessel — TB/ALL. 
35.0.5-20  Physical  condition  of  crew— TB/ALL. 
35.05-25  Illness,  alcohol,  drug.s— TB/ALL. 

SuRPART  35.07 — Logbook  Entries 

35.07-1     Application— TB/ALL. 
35.07-5     Logbooks  and  record.s — TB/ALL. 
35.07-10  Actions  required  to  be  logged — TB/ALL. 
35.07-15  Official  log  entrie.s— TB/OC. 

Subpart  35.10 — Fire  and  Emergency  Requirements 

35.10-1  Station  bills,  muster  lists,  and  line-throwing  ap- 
pliance drills— T/ALL. 

35.10-3     Display  of  plan.s— TB/ALL. 

35.10-5  Emergency  signals;  fire  and  lifeboat  drills — 
T/ALL. 

35.10-7  Electric  power-operated  lifeboat  winches — 
T/ALL. 

35.10-9  Posting  placards  containing  instructions  for 
launching  and  inflating  inflatable  liferafts — 
TB/ALL. 

35.10-15  Emergency  lighting  and  power  systems — T/ALL. 

35.10-20  Radio  apparatus  for  lifeboats — T/OC. 


Subpart    35.12 — Placard    of    Lifesaving    Signals    and 

Breeches  Buoy  Instructions 
Sec. 

35.12-1     Application— T/OCLB. 
35.12-5     Availability— T/OCLB. 

Subpart  35.1.5 — Casualty  or  Accident  Reports 

35.15-1     Notice  of  casualty  and  voyage  records — TB/ALL. 
35.15-5     Reports  by  engineers  of  accidents  involving  boil- 
ers or  machinery — T/ALL. 
35.15-10  Reports  when  a   state  of  war  exists — T/ALL. 

Subpart  35.20 — Navigation 

35.20-1  Notice  to  mariners ;  aids  to  navigation — 
T/OCLB. 

35.20-5     Draft  of  tankships— T/OC. 

35.20-10  Steering  gear  test— T/ALL. 

35.20-15  Steering  orders— TB/ALL. 

35.20-20  Master's    and   officer's    responsibility— TB/ALL. 

35.20-25  Unauthorized  light.s— T/ALL. 

35.20-30  Flashing  the  rays  of  a  searchlight  or  other  blind- 
ing light— T/ALL. 

35.20-35  Whistling— T/ALL. 

Subpart  35.25 — Engine  Department 

35.25-1  Examination  of  boilers  and  machinery  by  engi- 
neer—T/ALL. 

35.25-5  Repairs  of  boilers  and  unfired  pressure  vessels 
and  reports  of  repairs  or  accidents  by  chief 
engineer — TB/ALL. 

35.25-10  Requirements  for  fuel  oil— T/ALL. 

35.25-15  Carrying  of  excess  steam — TB/ALL. 

35.25-20  Breaking  of  safety  valve  seal— TB/ALL. 

Subpart  35.30 — General  Safety  Rules 

35.30-1     Warning   signals   and    signs— TB/ALL. 

35.30-5     Fires,  matches,  and  smoking— TB/ALL. 

35.30-10  Cargo  tank  hatches,  ullage  holes,  and  Butter- 
worth  plates— TB/ALL. 

35.30-15  Combustible  gas  indicator— TB/ALL. 

35.30-20  Emergency   equipment- TB/ALL. 

35.30-25  Explosives— TB/ALL. 

35.30-30  Portable  electrical  equipment— TB/ALL. 

35.30-35  Spark  producing  devices — TB/ALL. 

35.30-40  Flammable  liquid  and  gas  fuels  as  ships'  stores — 
TB/ALL. 

35.30^5  Motion  picture  film— TB/ALL. 

Subpart  35.3.5 — Cargo  Handling 

35.35-1     Men  on  duty— TB/ALL. 

35.3.5-5     Electric  bonding— TB/ALL. 

35.35-10  Closing  of  scuppers  and  sea  valves — TB/ALL. 

35.35-15  Connecting  for  cargo  transfer — TB/ALL. 

35.35-20  Inspection  prior  to  transfer  of  cargo — TB/ALL. 

35.35-25  Approval  to  start  transfer  of  cargo — TB/ALL. 

35.35-30  "Declaration  of  Inspection"  for  tankships — 
T/ALL. 

35.35-35  Duties  of  senior  deck  officer  during  transfer  op- 
eration.s— TB/ALL. 

35.35—40  Conditions  iinder  which  transfer  operations  shall 
not  be  commenced  or  if  started  shall  be  dis- 
continued—TB/ALL. 
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Sec. 

3.").35-42  Restrictions  ou  vessel  coming  alongside  a  tank 
vessel  while  loading  Grade  A,  B,  or  C  cargo — 
TB  ALL. 

35.35-45  Auxiliary  steam,  air.  or  electric  current — B/ALL. 

35.35-50  Termination  of  transfer  operations — TB/ALL. 

35.35-55  Transfer  of  other  cargo  or  stores  on  tank  ves- 
sels—TB/ALL. 

35.35-60  Transportation  of  other  cargo  or  stores  on  tank 
barges— B/AI-L. 

35.35-70  Maintenance  of  cargo  handling  equipment — 
TB/ALL. 

35.35-75  Emergencies — TB/ALL. 

Subpart  35.40 — Marking  of  Fire  and  Emergency 
Equipment 

35.40-1     General  alarm  contact  maker — TB/ALL. 

35.40-5     General  alarm  bells— TB/ALL. 

35.40-6     Emergency  lights— TB/ALL. 

35.40-7     Carbon  dioxide  alarm — T  ALL. 

35.40-10  Steam,  foam  or  CO2  tire  smothering  apparatus — 

TB/ALL. 
35.40-15  Firehose  stations— TB/ALL. 
35.40-17  Foam  hose/monitor  station.s — T/ALL. 
35.40-18  Water  spray  systems— TB/ALL. 
35.40-20  Emergency  equipment — TB/ALL. 
35.40-25  Fire  extinguishers— TB  ALL. 
35.40-30  Instructions    for    changing    steering   gear — TB/ 

ALL. 
35.40-35  Rudder  orders— TB/ALL. 
35.40—40  Vessel's  name  on  equipment — TB/ALL. 

Subpart  35.70 — Power-Operated  Industrial  Trucks 

35.70-1     Application— TB/ALL. 

.35.70-3     Alternates— TB/ALL. 

35.70-5     Definitions  of  terms  used  in  subpart — TB/ALL. 

35.70-7     Approved    power-operated    industrial    trucks — 

TB/ALL. 
35.70-10  Permissible  areas  of  use — TB/ALL. 
35.70-15  Types    of    cargo    permitted    to    be    handled    by 

trucks— TB/ALL. 
35.70-20  Special  oi)erating  conditions — TB/ALL. 
.35.70-25  Refueling- TB/ALL. 

35.70-30  Charging  or  repbicing  batteries — TB/ALL. 
35.70-35  Stowage  of  trucks  aboard  a  vessel — TB/ALL. 

ACTHORITV  :  Thp  provisions  of  tills  Part  .'!.">  Issupd  nnder  U.S. 
440.').  as  iimeiidcd.  4417a,  as  anicndcd,  4402.  as  aniciidcd,  sec. 
r,(i))(ii.   w»  .Slat,  it.'is :  40  r.s.c.   :{7."),   :{!»ia.   4io,  4!t   r.s.c. 

i<;r,:,il,,  :  4!»  Clli  1.4la)(2).  K.S.  4472,  as  aiiiciidcd,  44SS,  as 
iiineri<|fil,  44!ll,  as  aiiiciidcd,  sec.  :',.  OS  Stat.  07.");  40  I'.S.C.  170. 
4«1.  4S!i.  .-.0  r..S.C.  1!».S;  K.O.  112."i!t,  .July  31,  1'.Hi7,.  .iO  F.U.  !I071, 
.{  CFK.   1!»«.-.  Supi). 

.SIBPART  3.-).01— SPECIAL  OPERATING 
REQl  IKE.MENTS 

.''5.01-1  Inspection  and  testing  required 
when  making  alterations,  repairs,  or  other  such 
operations  involving  .riveting,  welding,  burn- 
ing, or  like  fire-producing  actions — TH/ALL. 

(aj  'J  lie  provi.'-ioiis  of  ■".Sijindard  lor  llie  ("on- 
trol  of  (la.s  IlazaicJH  on  X'cs.scis  lo  he  Kciiaircd," 
NFI'A  No.  .'500,  piiMishod  Ijy  Xafional  Fire  Pro- 
tection As.so<iatioii,  r»0  Haflcryiiiarcli  Slivel,  Bos- 
ton, Mass.,  02110,  sliall  l»c  used  as  a  gnidc  in  con- 
diicl  ing  tin-  inspections  and  issuance  ol"  (•eitilicales 
refjiiirefl  l»y  lliis  se<iir)n. 

(]))  I'ntilan  inspect  ir»n  lias  l)een  made  lo  deler- 
miiie  that  siirli  oi»eratirjn  can  he  inideiiaken  with 
HJifely,  n')  alleral  khis^  repairs,  or  other  siidi  ((jieiii- 
tions  involving  rivet  nig,  welding,  hnniing,  or  like 
fire-prorlncing  action.s  .slinll  he  made,: 


(1)  Witliin  or  on  the  houndaries  of  cargo  tanks 
which  liave,  heen  used  to  carry  flammable  or 
combustible  liquid  or  chemicals  in  bulk,  or  within 
spaces  adjacent  to  such  cargo  tanks:  or, 

(2)  Within  or  on  tlie  boundaries  of  fuel  tanks; 
or, 

(.3)  To  pipe  lines,  heating  coils,  pumps,  fittings, 
or  other  appurtenances  connected  to  such  cargo 
or  fuel  tanks. 

(c)  Sucli  mspections  shall  be  made  and  evi- 
denced as  follows: 

(1)  In  ports  or  places  in  the  Ignited  States  or 
its  territories  and  possessions,  the  insi)ection  shall 
be  made  by  a  marine  chemist  certificated  by  the 
National  Fire  Protection  Association;  however, 
if  the  services  of  such  certified  marine  chemist  are 
not  reasonably  available,  the  Officer  in  Charge, 
jNIarine  Inspection,  upon  the  recommendation  of 
the  vessel  owner  and  his  contractor  or  their  repre- 
sentative, shall  select  a  person  who,  in  the  case  of 
an  individual  vessel,  shall  be  authoi-izecl  to  make 
such  inspection.  If  the  inspection  indicates  that 
such  operations  can  be  undertaken  with  safety,  a 
certificate  setting  forth  the  fact  in  writing  and 
qualified  as  may  be  required,  shall  be  issued  by  the 
certified  marine  chemist  or  the  authorized  person 
before  the  work  is  started.  Such  qualifications 
shall  include  any  requirements  as  may  be  deemed 
necessary  to  maintain,  insofar  as  can  reasonably 
be  done,  the  safe  conditions  in  the  spaces  certified, 
throughout  the  operation  and  shall  include  such 
additional  tests  and  certifications  as  considered 
required.  Such  qualifications  and  requirements 
shall  include  precautions  necessary  to  eliminate 
or  minimize  hazards  that  may  be  present  from 
protective  coatings  or  residues  from  cargoes. 

(2)  When  not  in  such  a  port  or  place,  and  a 
marine  cliemist  or  such  person  authorized  by  the 
()tli<-er  in  Charge,  Marine  Inspection,  is  not  rea- 
sonably available,  the  inspection  shall  be  made  by 
llie  senior  officer  present  and  a  i)roper  entry  shall 
be  made  in  the  vessel's  logbook. 

(d)  It  shall  be  the  res[)onsibility  of  the  senior 
officer  present  to  .secure  copies  of  cert  ilicates  issued 
by  llu>  certified  marine  chemist  or  such  ])erson  au- 
thorized by  the  Officer  in  C!!liarge,  Marine  Inspec- 
lion.  It  shall  be  the  responsibility  of  liie  senior 
officer  present,  insofar  as  tlie  persons  under  his 
control  are  concerned,  to  maintain  a  safe  condition 
on  the  vessel  by  full  observance  of  all  (lualiiica- 
lions  and  re(|iiireinenls  listed  by  liie  marine  chem- 
ist in  the  cert  ificate. 

.'M.Ol-.')  Sanitary  condition  and  crew  quar- 
ters—T/ALL.  (a)  It  shall  be  the  duty  of  the 
master  and  chief  engineei-  of  every  tankship  to  see 
that  such  vessel  and  ci-ew's  quarters  are  kept  in  a 
sanitary  condil  ion. 

(h)  Crew  quailci-s  shall  he  l<epl  in  sanitaiy 
condition  hy  daily  cleaning  and  icmoval  of  rub- 
bish,  and    by   painting   ut   I'egiilar   intervals   as 
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needed.  Floors  shall  be  maintained  in  cood  con- 
dition to  facilitate  cleanina'.  Liahtino\  heatinjj, 
and  ventilation  in  quarters  shall  be  maintained 
in  satisfactory  condition :  Provided,  however,  That 
forced  ventilation  when  installed  may  be  closed 
down  during  transfer  of  carpo. 

(c)  Before  makinc"  any  important  repairs  to  or 
chances  in  the  electrical  installation,  an  inspection 
shall  be  made  as  required  by  ParaGraph  111.05-10 
(f)  of  Subchapter  J  (Electrical  Enpineerinp:)  of 
this  chapter,  and  such  chances  or  repairs  shall  (1) 
comply  with  the  requirements  of  this  Subchapter  J 
and  (2)  have  the  approval  of  the  chief  enpineer. 
Miscellaneous  electrical  appliances  intended  to 
provide  additional  artificial  liphtinp,  entertain- 
ment, and  for  personal  use,  etc.  shall  also  be  sub- 
ject to  the  approval  of  the  chief  engineer. 

35.01-10  Shipping  papers— TB/ ALL.  Each 
loaded  tank  vessel  shall  have  on  board  a  bill  of 
lading,  manifest,  or  shipping  document  giving  the 
name  of  the  consignee  and  the  location  of  the  de- 
livery point,  the  kind,  grades,  and  approximate 
quantity  of  each  kind  and  grade  of  cargo,  and  for 
whose  account  the  cax'go  is  being  handled.  The 
tank  vessel  shall  not  be  dela^yed  in  order  to  secure 
exact  quantities  of  cargo.  Such  manifests  or  bills 
of  lading  may  be  made  out  by  the  master,  master 
of  tlie  towing  vessel,  owner,  or  agent  of  the  owner : 
Provided,  hoioever,  That  in  the  case  of  unmanned 
barges  where  shijDping  papers  are  not  available, 
an  entry  in  the  logbook  of  the  towing  vessel  giving 
the  name  of  the  shipper  and  location  of  shipping 
point,  the  name  of  the  consignee  and  location  of 
delivery  point,  the  approximate  kind,  grade,  and 
Cjuantity  of  cargo  in  each  barge  of  the  tow,  and  for 
whose  account  the  cargo  is  being  handled,  shall  be 
considered  as  complying  witli  the  requirements  of 
this  section. 

35.01-15  Carriage  of  persons  other  than 
crew — TB/ALL.  No  person  not  connected  with 
the  operation  of  a  tankship  or  tank  barge  or  not 
having  legitimate  business  with  said  vessel,  shall 
be  permitted  aboard  while  vessel  is  under  way  un- 
less specifically  allowed  by  its  certificate. 

35.01-20  Pilot  ladders— T/OC.  (a)  On  and 
after  May  26, 1965,  every  tankship  which  normally 
employs  a  pilot  shall  have  an  approved  type  ladder 
for  the  use  of  the  pilot  in  addition  to  the  ladders 
required  by  Paragraph  33.20-1  (c)  of  this  sub- 
chapter. Pilot  ladder  installations  shall  be  in  ac- 
cordance with  the  following : 

(1)  All  pilot  ladders  shall  be  approved  Type  I 
(rope  suspension)  or  Type  II  (chain  suspension) 
ladders  constructed  in  accordance  with  Subpart 
160.017  of  Subchapter  Q  (Specifications)  of  this 
chapter. 

(2)  Suitable  spreaders,  a  man  rope,  and  a 
safety  line  shall  be  kept  readily  available  for  use 
in  conjunction  with  the  pilot  ladder  whenever 
circumstances  may  so  require. 


(3)  "When  used,  the  ladder  sliall  be  secured  in 
a  position  so  tliat  each  step  rests  firmly  against  the 
ship's  side,  and  so  the  pilot  can  gain  safe  and  con- 
venient access  to  the  ship  after  climbing  not  more 
than  30  feet.  AVhenever  the  distance  from  sea 
level  is  more  than  30  feet,  access  from  the  pilot 
ladder  to  the  ship  shall  be  by  means  of  an  accom- 
modation ladder  or  other  equally  safe  and  con- 
venient means. 

(4)  Arrangements  shall  be  such  that  the  rigging 
of  the  ladder  and  the  embarkation  and  debarkation 
of  the  pilot  is  supervised  by  a  responsible 
officer  of  the  ship,  and  that  handholds  are  pro- 
vided to  assist  the  pilot  to  pass  safely  and  con- 
veniently from  the  head  of  the  ladder  into 
the  ship  or  onto  the  ship's  deck. 

(5)  At  night  a  light  shining  over  the  side  shall 
be  available  for  use,  and  the  deck  at  the  position 
where  the  pilot  boards  the  ship  shall  be  adequately 
lighted. 

(b)  Tankships  contracted  for  prior  to  May  26, 
1965,  shall  meet  the  requirements  of  this  section, 
except  as  follows : 

(1)  Existing  pilot  ladders  not  meeting  the  re- 
quirements of  paragraph  (a)(1)  of  this  section 
may  be  continued  in  service  so  long  as  they  are 
maintained  in  good  condition  to  the  satisfaction 
of  the  Officer  in  Cliarge,  Marine  Inspection.  All 
new  or  replacement  ladders  shall  meet  the  appli- 
cable requirements. 

35.01-25  Aluminum  and/or  magnesium  sac- 
rificial anode  installations — TB/ALL.  (a)  The 
installation  of  aluminum  and/or  magnesium  sac- 
rificial anodes  in  cargo  tanks  utilized  for  the 
carriage  of  flammable  or  combustible  liquids  in 
bulk  is  prohibited. 

(b)  All  existing  installations  of  aluminum  and/ 
or  magnesium  sacrificial  anodes  in  cargo  tanks 
utilized  for  the  carriage  of  flammable  or  com- 
bustible liquids  in  bulk  shall  be  removed  at  the 
first  available  opportunity  but  not  later  than 
October  1, 1964. 

35.01-30  Reckless  or  negligent  operation 
prohibited  by  law — TB/ALL.  (a)  Subsection 
13  (a)  of  the  Act  of  April  25,  1940,  as  amended 
(46  U.S.C.  526/),  reads  as  follows: 

No  person  shall  operate  any  motorboat  or  any  vessel 
in  a  reckless  or  negligent  manner  so  as  to  endanger  the 
life,  limb,  or  property  of  any  person.  To  "operate" 
means  to  navigate  or  othei-wise  use  a  motorboat  or  a 
vessel. 

( niterpret  or  apply  sec.  17,  54  Stat.  166,  as  amended;  4G  U.S.C. 
526p) 

35.01-35  Repairs  and  alterations  to  fire- 
fighting  equipment — TB/ALL.  (a)  No  exten- 
sive repairs  or  alterations,  except  in  emergency, 
shall  be  made  to  any  fire-extinguishing  apparatus, 
or  other  appliance  subject  to  ins2:)ection,  without 
advance  notice  to  the  Officer  in  Charge,  Marine 
Inspection.  Such  repairs  or  alterations  shall  so 
far  as  is  practicable  be  made  with  materials  and 
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tested  in  the  manner  specified  within  the  reguhi- 
tions  in  this  siibchai:)ter  and  Subcliapter  Q  (Speci- 
fications)  of  this  chapter  for  new  construction. 

(b)  Elmergency  repairs  or  aUerations  shall  be 
reported  as  soon  as  practicable  to  the  Officer  in 
Charge.  Marine  Inspection,  where  the  vessel  may 
call  after  snch  repairs  are  made. 

35.01-40  Prevention  of  oil  pollution— TB/ 
ALL.  (a)  All  tank  vessels  shall  be  so  operated 
as  to  meet  the  requirements  of  the  Oil  Pollution 
Act,  1924  (33  U.S.C.  431-437).  In  addition,  all 
tankships  shall  be  so  operated  as  to  avoid  discharg- 
ing any  oil,  oily  ballast,  or  tank  washings  which 
may  fonl  the  surface  of  the  sea,  within  any  of  the 
prohibited  zones  set  forth  in  the  Oil  Pollution 
Act,  1961  (33  U.S.C.  1001-1015). 

(Sec.  S.  ITi  Stat.  403  ;  '■VA  U.S.C.  lOOT.) 

35.01-45    Open  hopper  type  barges — B/ALL. 

(a)  With  the  exception  of  those  open  hopper  type 
barges  constructed  or  modified  in  conformance 
with  the  requirements  of  Subpart  32. 03  of  this 
subcliajiter,  the  special  operating  conditions  in  this 
section  apply  to  all  other  ojien  hopper  type  barges 
carrying  bulk  cargoes  as  follows : 

(1)  Flammable  liquids  having  a  Reid  vapor 
pre.ssure  in  excess  of  25  pounds  per  square  inch, 
absolute,  iu  independent  tanks  (Part  32  of  this 
subchapter). 

(2)  Liquefied  flannnable  gases  (Part  3S  of  this 
subchapter). 

(3)  Flammable  or  combustible  liquids  having 
letlial  characteristics  (Class  B  or  C  poisons)  (Part 
39of  thissubcha])ter). 

(b)  All  open  hopper  types  barges,  while  carry- 
ing in  bulk  any  of  the  cai'goes  described  in  para- 
graph (a)  of  tliis  section,  shall  be  operated  in  con- 
formance with  the  provisions  in  this  section. 
However,  the  pi'ovisions  in  this  section  are  not 
{ipplicai)]e  to  such  barges  when  empty  (not  neces- 
.sarily  cleaned  or  gas-freed) . 

(c)(1)  Except  as  otherwise  pi'o\i(l(-d  in  this 
.section,  no  such  open  ]io|)per  type  baige  shall  be 
placed  as  a  load  bai'ge  in  any  tow.  Such  I)arges 
shall  be  placed  in  protecicd  positions  williin  (ho 
tow  .so  tliat  the  danger  from  diving  or  swamp- 
ing will  be  minimized.  Where,  due  to  o|)eraling 
conditions,  compliance  with  this  siil)|)aragra|)h 
i.s  imiKjssible,  (he  provisions  of  subparagraph  (.">) 
of  lliis  paragraph  apply.  The  pei'.son  in  charge  of 
the  towing  vessel  shall  bo,  responsible  for  com- 
pliance with  this  subparagraph. 

(2)  No  such  open  hojqjer  lyp(!  barge  shall  bo 
iuove<|  from  a  loading  facility  unless  all  void 
.spaces  and  bilges  are  substanl  iaily  free  of  water. 
Periodic  inspections  and  necessary  pumping  shall 
Irt;  cai-ried  out  to  insnie  (he  maintenance  of  such 
wadT-free  conditions,  in  order  lo  minimize  (ho  froo 
Hurfaco  offo^r-f,  in  both  (he  longitudinal  and  (raiis- 
voi-so  «lirec(ionH.  Kxcep(  when  otherwise  consid- 
ered   necessary    for    insix'cJion    or    pumi)ing,   all 


hatch  covers  and  other  hull  closure  devices  for  void 
spaces  and  hull  compartments  shall  be  closed  and 
secured  at  all  times.  In  the  case  of  unmanned 
barges,  the  person  in  charge  of  the  towing  vessel 
shall  be  deemed  to  be  in  charge  of  the  barge,  and 
all  requirements  to  be  carried  out  on  the  barge  shall 
be  carried  out  by  or  under  the  direction  of  such 
person. 

(3)  When  an  open  hopper  type  barge  is  in  an 
exposed  position,  such  that  protection  from 
swamping  provided  by  adjoining  l)arges  cannot 
be  obtained  from  location  within  the  tow  alone, 
it  shall  be  the  responsibility  of  the  person  in 
charge  of  the  towing  vessel  to  control  speed  so 
as  to  insure  protection  against  diving  and  sv.amp- 
ing  of  the  barge,  having  due  regard  to  its  design 
and  freeboard,  and  to  tlie  operating  conditions. 

(d)  To  show  that  special  operating  require- 
ments apply  to  a  specific  open  hopper  tyjDe  barge, 
additional  placai-ds  or  signs  shall  be  displayed  in 
at  least  four  ditl'erent  locations  on  the  barge  when 
the  cargoes  described  in  paragraph  (a)  of  this 
section  are  carried  in  any  form  in  the  cargo  tanks. 
The  placards  or  signs  shall  be  posted  on  the  barge 
approximately  amidslii])s  on  each  side  and  near 
the  centerline  of  each  end,  facing  outboard. 
Racks,  or  other  suitable  means,  for  mounting  such 
placards  or  signs  shall  be  so  arranged  as  to  provide 
cleai"  visibility  and  shall  be  protected  from  becom- 
ing readily  damaged  or  obscured.  The  placards 
or  signs  shall  be  at  least  equal  in  dimensions  to  the 
ICC  standard  tank  car  "Dangerous"  ])lacard  (10% 
inches  square  or  larger),  and  shall  display  a  cir- 
cle (10  inclies  in  diameter  or  larger)  with  alternat- 
ing quadrants  of  white  and  red,  and  so  mounted 
that  the  red  quadrants  are  centered  on  the  vertical 
axis.  The  shipper  and/or  owner  of  the  barge 
shall  1)0  resj^onsible  iov  the  installation  of  the  re- 
quired placards  or  signs,  including  maintenance 
of  them  while  such  barge  is  in  (empoi-ary  storage 
with  cargo  aboard.  Tlu'.  person  in  charge  of  the 
towing  vessel  shall  be  responsible  for  the  contin- 
ued mainteiKUU'e  of  the  placards  or  signs  while 
sucji  barge  is  in  transit. 

35.01-50  Special  operating  requirements  for 
tank  barges  carrying  certain  dangerous  bulk 
cargoes — B/ALL.  (a)  The  requiremenls  of  this 
section  shall  ap[)ly  to  all  lank  barges  carrying  bulk 
cargoes  as  follows: 

(1)  Flannnable  liquids  ha\ing  a  Reid  vaj^or 
pressure  in  excess  of  25  pounds  per  s(iuare  inch, 
ab.sohile,  in  inde|)en(lent  tanks  (Part  32  of  (his 
subchapler). 

(2)  Li(|ue(ie(l  (lanuiiable  gases  (  Pari  ."„S  of  (his 
subchapler). 

(3)  i*'hnMnial)l<>  or  combusliMe  li(|ui(ls  li;i\'ing 
lel  hal  characlei'is(  ics  (( 'lass  l>  or  ( '  poisons)  (  Part 
39  of  t  his  sulx'haptcr). 

(1)  (/crlain  flammabhr  or  combust ibie  danger- 
ous cargoes  (Part    10  of  (his  sul)chai)(('r). 
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(b)  All  tank  l)!ir<ies  constructed  or  modified  in 
conformance  with  the  reciuirements  of  Sul)i)art 
32.{)'-i  of  this  subcliapter  are  exempt  from  tlie  pro- 
visions of  Section  ;)5.01— 15. 

(c)  AVlien  it  is  necessary  to  operate  box  or 
square-end  barges  as  lead  barges  of  tows,  the  per- 
son in  charge  of  the  rowing  vessel  shall  control  (he 
speed  to  insure  protection  against  diving  and 
swamping  of  such  barges,  having  due  regard  to 
their  design  and  freeboard,  and  to  the  operating 
conditions. 

(d)  All  barges,  while  carrying  in  bulk  any  of 
the  cargoes  described  in  paragraph  (a)  of  this 
section,  shall  be  operated  in  conformance  with  the 
provisions  of  this  section.  However,  the  provi- 
sions of  this  section  are  not  applicable  to  such 
barges  when  empt}-  and  gas-freed. 

(e)  Barges  shall  not  be  moved  from  a  loading 
facilit}'  unless  all  bilges  and  void  spaces  (except 
those  used  for  ballasting)  are  substantially  free  of 
water.  Periodic  inspections  and  necessary  pump- 
ing shall  be  carried  out  to  insure  maintenance  of 
such  water-free  condition  in  order  to  minimize  the 
free  surface  eli'ects,  both  in  the  longitudinal  and 
transverse  directions.  Except  when  otherwise  con- 
sidered necessary  for  inspection  or  pumping,  all 
hatch  covers  and  other  liull  closure  devices  for  void 
spaces  and  hull  comi)artments  other  than  cargo 
spaces  shall  be  closed  and  secured  at  all  times. 

(f)  During  the  time  the  cargo  tanks  contain 
dangerous  cargoes  described  in  paragraph  (a)  of 
this  section  in  any  amount,  in  the  liquid  or  gaseous 
state,  the  barge  shall  be  under  constant  surveil- 
lance. 

(1)  A  strict  watch  of  each  unmanned  barge  in 
tow  shall  be  maintained  from  the  towing  vessel 
while  underway. 

(2)  A  towing  vessel  engaged  in  transporting 
such  unmanned  barges  shall  not  leave  them  un- 
attended. When  a  barge  is  moored,  but  not  gas 
free,  it  shall  be  under  the  observation  of  a  watch- 
man who  may  be  a  member  of  the  complement  of 
the  towing  vessel,  or  a  terminal  employee,  or  other 
person.  Such  person  shall  be  responsible  for  the 
security  of  the  barge  and  for  keeping  unauthorized 
persons  off  the  barge.  Such  person  shall  be  {)ro- 
vided  with,  read,  and  have  in  his  possession  for 
ready  reference  the  information  cards  retjuired  by 
Section  35.01-55. 

(g)  The  owner,  operator,  master,  or  person  in 
charge  of  any  barge  carrying  dangerous  cargoes 
described  in  paragraph  (a)  of  this  section  shall 
insure  that,  while  the  barge  is  being  towed  and 
during  cargo  transfer  operations,  the  pei'sons  as 
required  by  Section  31.15-5  of  this  subchapter  and 
Section  35.35-1  and  information  cards  as  required 
by  Section  35.01-55  are  provided. 

35.01-55  Warning  signs  and  information 
cards  for  those  barges  carrying  bulk  cargoes 
having  dangerous  characteristics  in  addition  to 


flamniability   or   combustibility — B/ALL.    (a) 

The  requirements  of  this  section  shall  apply  to  all 
tank  barges  carrying  bulk  cargoes  as  follows: 

(1)  Liquefied  flammable  gases  having  signifi- 
cant hazards  other  than  fiammability  (Part  38  of 
this  subchapter). 

{•2)  Flannnable  or  combustible  liquids  having 
lethal  characteristics  (Class  B  or  C  poisons)  (Part 
39  of  this  subchapter) . 

(3)  Certain  flannnable  or  combustible  danger- 
ous cargoes  (  Part  40  of  this  subchapter). 

(b)  Warning  signs  shall  be  displayed  on  the  ves- 
sel, port  and  starboard,  facing  outboard  without 
obstructions,  at  all  times  except  when  the  vessel  is 
gas  free.  The  warning  sign  shall  be  rectangular 
and  a  minimum  of  three  feet  wide  and  two  feet 
high.  It  shall  be  of  sufficient  size  to  accommodate 
the  required  alerting  information,  which  shall  be 
in  black  block  style  letters  and  numerals  (charac- 
ters) at  least  three  inches  high  on  a  white  back- 
ground. The  minimum  spacing  between  adjacent 
words  and  lines  of  characters  shall  be  two  inches. 
The  minimum  spacing  between  adjacent  characters 
shall  be  one-half  inch.  All  characters  shall  have 
a  minimum  stroke  width  of  one-half  inch  and  shall 
be  a  minimum  of  two  inches  wide,  except  for  the 
letters  '"M""  and  "W"  which  shall  be  a  minimum 
of  three  inches  wide,  and  except  for  the  letter  "I"' 
and  the  numeral  "P',  which  may  be  one-half  inch 
wicle.  The  signs  shall  have  a  two-inch  minimum 
white  border  clear  of  characters.  The  signs  shall 
be  maintained  legible.  The  alerting  information 
shall  include  the  following : 

(1)  Danger. 

(2)  Categories  of  hazards:  (This  shall  be  as 
listed  in  the  classification  colunni  in  Section 
1-16.0-1-5  in  Subchapter  N  (Dangerous  Cargoes) 
of  this  chapter,  and  additional  descriptive  terms, 
as  applicable). 

(3)  Cargo  identification  by  name:  (This  name 
shall  be  as  listed  in  Section  146.04-5  in  Subchapter 
N  (Dangerous  Cargoes)  of  this  chapter.  If  not 
specifically  listed  by  name,  the  common  chemical 
name  as  shown  on  the  information  card  shall  be 
used). 

(4)  Prohibitions :  (Necessary  prohibitions,  such 
as  "Xo  Smoking,"  etc) . 

(c)  An  information  card  for  each  cargo  being 
transported  shall  be  carried  on  the  bridge  or  in 
the  pilothouse  of  the  towing  vessel  readily  availa- 
ble for  use  by  the  person  in  charge  of  the  watch. 
Such  information  card  shall  also  be  carried  aboard 
the  barge  when  it  is  not  gas  free.  The  mininuun 
card  size  shall  be  7"  by  91/2".  The  card  shall  have 
legible  i)rin(ing  on  one  side  only.  The  following 
data  shall  be  listed  : 

(1)  Cargo  ident'tf cation  chai-acf eristics.  Iden- 
tification of  the  cargo  as  listed  in  Section  146.04-5 
in  Subchapter  N    (Dangerous  Cargoes)    of  this 
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chapter  and  its  common  chemical  name  if  tlie 
chemical  name  is  not  so  specifically  listed,  its  ap- 
pearance and  odor.  A  statement  of  the  hazards 
involved  and  instructions  for  the  safe  handlino;  of 
the  cargo  and,  as  applicable,  the  need  for  special 
cargo  environments. 

(•2)  Emergency  procedures.  Precautions  to  be 
observed  in  the  event  of  spills,  leaks,  or  equipment 
or  machinery  breakdo\Yn  and/or  uncontrolled  re- 
lease of  the  cargo  into  the  waterway  or  at- 
mosphere. Precautions  to  be  observed  in  the 
event  of  exposure  of  personnel  to  toxic  cargoes. 

(3)  Firefghfing  procedures.  Precautions  to  be 
observed  in  the  event  of  a  fire  occurring  on  or  in 
the  vicinity  of  the  barge,  and  an  enumeration  of 
firefighfing  media  suitable  for  use  in  case  of  a 
cargo  iire. 

(d)  In  the  event  that  a  barge  is  or  has  been 
loaded  with  two  or  more  dangerous  cargoes  de- 
scribed in  paragrai:)h  (a)  of  this  section  and  until 
the  tanks  containing  such  cargoes  have  been  gas 
freed,  the  following  additional  requirements  shall 
be  met : 

(1)  A  warning  sign,  meeting  the  requirements 
of  paragraph  (b)  of  this  section  and  setting  forth 
the  alerting  information  required  by  paragraphs 
(b)  (1)  and  {\)  of  this  section,  shall  be  located 
amidships. 

(2)  The  warning  signs,  meeting  the  require- 
ments of  paragraph  (b)  of  this  section  and  setting 
forth  the  alerting  information  required  by  para- 
graphs (b)  {•>)  and  (8)  of  this  section,  shall  be  so 
located  that  eacli  sign  positively  identifies  the 
contents  of  eacli  tank. 

(:5)  An  information  card  for  each  cargo  (see 
paragraph  (c)  of  this  section)  shall  be  carried  for 
ready  reference  aljoard  the  barge. 

SUBPART  35.03— WORK  VESTS 

35.0:'>-l  Application— TB/ALL.  (a)  Provi- 
sions of  this  subpart  shall  apply  to  all  tank 
vesseir-'. 

.'5.').0.'>-5  Approved  unicellular  plastic  foam 
work  vests — TB/ALL.  (a)  lUioyant  work  vests 
ciiri'ied  under  the  permissive  authority  of  this 
.subjiart  shall  conform  to  tlie  specifications  con- 
tained in  Subpart  160.0."i3  in  Subcha[)ter  Q 
(S|>('<ific;il  ions)  of  this  cliapler. 

.Tj.O.'J-IO  U.se— TB/ALL.  (a)  y\ppioved 
buoyant  work  vests  are  c-onsidercd  (o  be  items 
of  safety  apparel  and  may  be  cai-ricd  aboard  lank 
vessels  to  be  worn  by  (•n'win('nil)ers  when  work- 
ing near  or  over  the  water  under  favoi-able  work- 
ing conditions.  They  shall  be  used  under  the 
supervision  and  control  of  designalcul  ship's 
ofli'-fTs.  WIkmi  carried,  sncji  vests  shall  not.  bo 
accepted  ill  lieu  of  any  pfirlion  of  the  icqiiircd 
nuMibc.r  of  approv(rd  life  preservei-s  and  shall  not 
be  Hubstituted  for  the  approved  life  preservers 
r^piired  to  be  wfuii  during  drills  and  eniergencies. 


35.03-15    Shipboard  stowage— TB/ALL.    (a) 

The  approved  buoyant  work  vests  shall  be  stowed 
separately  from  the  regular  stowage  of  appro\ed 
life  preservers. 

(b)  The  locations  for  the  stowage  of  work 
vests  shall  be  such  as  not  to  be  easily  confused 
with  that  for  approved  life  preservers. 

35.03-20  Shipboard  inspections— TB/ALL. 
(a)  Each  work  vest  shall  be  subject  to  examina- 
tion by  a  marine  inspector  to  determine  its  serv- 
iceability. If  found  to  be  satisfactory,  it  may  be 
continued  in  service,  but  shall  not  be  stamped  by 
a  marine  inspector  with  a  Coast  Guard  stamp. 
If  a  work  vest  is  found  not  to  be  in  a  serviceable 
condition,  then  such  work  vest  shall  be  removed 
from  the  vessel.  If  a  work  vest  is  beyond  repair, 
it  shall  be  desti'oyed  or  mutilated  in  the  presence 
of  a  marine  inspector  so  as  to  prevent  its  con- 
tinued use  as  a  woi-k  vest. 

SUBPART  35.05— OFFICERS  AND  CREWS 

35.05-1  Licensed  officers  and  crews  of  tank- 
ships— T/ALL.  No  tankship  of  the  United 
States  shall  be  navigated  unless  she  shall  have  in 
her  service  and  on  board  such  comiDlement  of 
licensed  officers  and  crew,  including  certificated 
lifeboatmen  and  certificated  tankermen  where  re- 
quired by  the  regulations  in  this  subchapter,  sepa- 
rately stated,  as  called  for  in  her  certificate  of  in- 
spection. 

35.05-5  Master  required  on  tankships — 
T/ALL.  There  shall  be  a  duly  licensed  master 
on  board  every  tanksliip  of  more  than  IHO  gross 
tons,  whenever  such  tanksliip  is  under  way. 

35.05-10  Pilot  required  on  tankships — 
T/LBR.  (a)  No  tankship  shall  be  navigated  un- 
less she  sliall  have  in  her  service  and  on  board 
either  a  licensed  master  or  pilot  as  called  for  in 
her  certificate  of  inspection. 

(b)  The  navigation  of  every  tankship  above 
ir)()  gross  tons  shall  be  under  the  control  of  a  first- 
class  ])ilot,  and  every  such  pilot  shall  be  limited 
in  his  license  to  the  particular  service  for  which 
he  is  adapted. 

(c)  A  first-class  pilot  or  a  second-class  pilot 
who  lias  reached  the  age  of  21  years  nuiy  act  as 
master  or  pilot  in  cluu-ge  of  the  navigation  of  a 
tanksliip  not  exceeding  150  gross  tons.  A  second- 
class  pilot  is  authorized  to  act  as  pilot  in  charge 
of  a  watch  on  any  tankship  within  the  tonnage 
spcM'ified  in  his  license. 

:55.05-15  Watchman  for  a  tank  vessel— TB/ 
ALL — (a)  Manned  tank  vessel.  At  least  one 
nKMTibei'  of  the  crew  of  a  manned  tank  vessel  shall 
be  on  board  at  all  times  except  when  the  vessel  is 
gas  free  or  is  moored  at  a  dock  or  terminal  at 
wliich  watcliiiian  service  is  provided. 

(b)  llnmanned  barge.  (I)  A  sliici  walcli  of 
each  uiiinaiincd  barge  in  tow  shall  be  niaiiitaiiied 
from  the  towing  vessel   while  under  way. 
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(2)  Wlien  a  bar<;e  is  moored  but  not  gas  free, 
at  least  one  of  the  following  precautions  shall  be 
taken : 

(i)  The  barge  shall  be  under  the  observation 
of  a  watchman  who  ma}^  be  a  member  of  the  com- 
plement of  the  towing  vessel,  or  a  terminal  em- 
ployee, or  other  competent  person  responsible  for 
the  security  of  the  barge  and  for  keeping  unau- 
thorized persons  off  the  barge;  or, 

(ii)  All  cargo  tank  hatches  shall  be  clearly 
marked  in  not  less  than  3-inch  lettering,  "dan- 
ger— KEEP  OUT,"  and  in  addition  all  hatch  covers 
shall  be  closed  and  dogged  down,  or  otherwise 
secured,  by  a  tool-operated  device,  such  as  a  length 
of  pipe,  so  that  no  person  can  open  the  hatch  by 
use  of  bare  hands  alone. 

35.05-20  Physical  condition  of  crew— TB/ 
ALL.  No  person  shall  be  engaged  as  a  member 
of  the  crew  on  a  tank  vessel  if  he  is  known  by  the 
employer  to  be  physically  or  mentally  incapable 
of  performins  the  duties  assigned  him. 

35.05-25  illness,  alcohol,  drugs— TB/ALL. 
(a)  No  person,  known  by  the  individual  in  charge 
of  a  tank  vessel  to  be  under  the  influence  of  liquor 
or  other  stimulant,  or  to  be  ill  to  such  an  extent  as 
to  unfit  him  for  any  particular  service  on  the  tank 
vessel,  shall  be  allowed  to  perform  such  service 
while  in  such  condition. 

(b)  A^^ien  a  member  of  the  crew  of  a  tank  vessel 
which  is  loading  bulk  cargo  of  Grade  A,  B,  or  C 
arrives  at  the  gangway  and  is  observed  to  be  in  an 
intoxicated  condition,  he  shall  not  be  permitted  to 
board  the  vessel  without  escort. 

SUBPART  35.07— LOGBOOK  ENTRIES 

35.07-1  Application— TB/ ALL.  (a)  Except 
as  specifically  noted,  the  provisions  of  this  subpart 
shall  apply  to  all  tank  vessels. 

35.07-5  Logbooks  and  records — TB/ALL. 
(a)  General. — TB/ALL.  Under  various  statutes 
or  by  regulations  in  this  subchapter,  specified  tank 
A'essels  shall  have  certain  logbooks  or  records,  and, 
when  the  occasion  arises,  it  is  the  duty  of  the  mas- 
ter or  person  in  charge  to  place  therein  specific 
entries  as  required  by  law  or  regulations  in  this 
subchapter. 

(b)  Official  Logbook— TB/OC.  E.S.  4290,  as 
amended  (46  U.S.C.  201),  states:  '"Every  vessel 
making  voyages  from  a  port  in  the  United  States 
to  any  foreign  port,  or,  being  of  the  burden  of  75 
tons  or  upward,  from  a  port  on  the  Atlantic  to  a 
port  on  the  Pacific,  or  vice  versa,  shall  have  an 
Official  Logbook;  *  *  *."  This  Official  Logbook 
is  furnished  gratuitously  to  masters  of  United 
States'  flag  vessels  by  the  Coast  Guard,  as  Fonn 
CG-706B  or  CG-706C,  depending  upon  the  num- 
ber of  persons  employed  as  crew.  There  is  printed 
in  the  first  several  pages  of  this  Official  Logbook 
various  acts  of  Congress  relating  to  logbooks  and 
the  entries  required  to  be  made  therein.    When  a 


voyage  is  completed,  or  after  a  specified  period  of 
time  is  completed,  the  Official  Logbooks  with  re- 
quired entries  thex'ein  shall  be  filed  with  the  Officer 
in  Charge,  Marine  Inspection,  at  or  nearest  the 
port  where  the  vessel  may  be. 

(c)  Logs  or  records — TB/ALL.  For  vessels 
other  than  those  required  to  have  Official  Logbooks 
by  R.S.  4290,  the  owners,  operators,  and/or  masters 
are  to  supply  their  own  logs  or  records  in  any 
form  desired,  which  will  be  considered  to  take  the 
place  of  the  Official  Logbooks  and  may  be  used  for 
the  purpose  of  making  entries  therein  as  required 
by  law  or  regulations  in  this  subchapter.  Such 
logs  or  records  are  not  filed  with  the  Officer  in 
Charge,  Marine  Inspection,  but  shall  be  kept 
available  for  review  by  a  marine  inspector  for  a 
period  of  one  year  after  the  date  to  which  the 
records  refer,  except  for  separate  records  of  tests 
and  inspections  of  firefighting  equipment  which 
shall  be  maintained  with  the  vessel's  logs  for  the 
period  of  validity  of  the  vessel's  certificate  of 
inspection. 

35.07-10  Actions  required  to  be  logged — 
TB/ALL.  (a)  General— TB/ALL.  The  actions 
and  observations  noted  in  this  section  shall  be  en- 
tered in  the  Official  Logbook  or  in  logs  or  records 
considered  to  take  place  of  the  Official  Logbooks. 
This  section  contains  no  requirements  which  are 
not  made  in  specific  laws  or  in  other  regulations 
in  this  subchapter,  the  items  being  merely  grouped 
together  for  convenience. 

(b)  Entries— T/ ALL.  Entries  shall  be  made 
in  the  logs  of  tankships  with  respect  to  the  fol- 
lowing : 

(1)  Fire  and  lifeboat  drills.  "Weekly.  See 
Section  35.10-5. 

(2)  Electric  power-operated  lifeboat  winches. 
Once  in  each  three  months.     See  Section  35.10-7. 

(3)  Draft  and  load  line  marks.  For  tankships 
of  150  gross  tons  and  over,  prior  to  leaving  port 
for  ocean,  coastwise,  and  Great  Lakes  voyages 
only.  See  46  U.S.  Code,  sections  85e  and  88e,  a"nd 
Section  35.20-5. 

(4)  Steering  gear  tests.  Prior  to  departure,  or 
for  tankships  on  voyages  of  less  than  48  hours 
duration  or  tankships  operating  on  lakes,  bays, 
sounds  and  rivers,  once  every  week.  See  Section 
35.20-10. 

(5)  Fuel  oil  data.  Upon  receipt  of  fuel  oil  on 
board  to  be  used  as  fuel.     See  Section  35.25-10. 

(6)  Line-throwing  appliances.  Once  every 
three  months.    See  Paragraph  35.10-1  (c ) . 

(7)  Inspections  and  tests  of  firefighting  equip- 
ment. Once  every  year.  See  Section  31.10-18  of 
this  subchapter. 

(8)  Operation  and  inspection  of  the  emergency 
lighting  and  power  systems.  Once  in  each  week 
that  the  vessel  is  navigated.    See  Section  35.10-15. 

(9)  Cargo  gear  inspections:  At  least  once  a 
month.     See  Section  31.37-70  of  this  subchapter. 
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(c)  Entries — B/ALL.  Entries  shall  be  made 
in  the  records  for  tank  barges  witli  respect  to  the 
following : 

(1)  Inspections  and  tests  of  tiretighting  equip- 
ment. Once  every  j-ear.  See  Section  ;U. 10-18  of 
this  subcliai)ter. 

(2)  Draft  and  load  line  marks.  For  tank 
barges  of  150  gross  tons  and  over,  prior  to  leav- 
mg  port  for  ocean,  coastwise,  and  Great  Lakes 
voyages  only.  See  46  U.S.  Code,  sections  85e  and 
88e. 

(3)  Cargo  gear  inspections:  At  least  once  a 
month.     See  Se<'tion  31.oT-70  of  this  subchapter. 

35.07-15  Official  log  entries— TB/OC.  (a) 
On  vessels  where  an  Official  Logbook  is  required 
by  R.S.  4290  (46  U.S.C.  201),  all  items  relative 
to  the  crew  and  jiassengers.  as  well  as  with  respect 
to  any  casualties  which  may  occur,  shall  be  en- 
tered in  the  Official  Logbook  as  required  by  this 
law. 

SUBPART  35.10— FIRE  AND  EMERGENCY 
REQUIREMENTS 

.35.10-1  Station  bills,  muster  lists,  and  line- 
throwing    appliance    drills — T/ALL.     (a)    It 

shall  be  the  duty  of  the  master  of  every  tankship 
over  500  gross  tons  to  cause  station  bills  and  mus- 
ter lists  to  be  ])repared  before  the  vessel  sails, 
which  shall  be  signed  by  the  master,  who  shall  be 
responsible  for  their  preparation.  The  station 
bills  and  nnister  lists  shall  be  posted  in  conspicu- 
ous places  in  several  parts  of  the  tankship,  par- 
ticularly in  the  crew's  quarters,  and  nnist  contain 
full  i)articulai's  of  the  signals  which  will  be  used 
for  calling  the  crew  to  their  stations  foi-  emer- 
gency duties.  Special  duties  shall  be  allotted  to 
each  member  of  the  crew  and  the  muster  list  shall 
show  all  these  si)ecial  duties  and  indicate  the  sta- 
tion to  which  each  man  must  go  and  the  duties  he 
has  to  peifoim.  The  special  duties  should,  as  far 
as  possilde,  be  compaiable  to  the  regular  work  of 
the  individual. 

(b)  Tlie  duties  f)i-ovi(lcd  for  by  the  muster  lists 
should  include : 

(1)  Tlie  closing  of  airports,  watertight  doors, 
fire  doors,  an<l  firescreens,  I  he  covers  and  all  valves 
of  all  scupix'rs,  sanitary  and  othei'  dischai'ges 
which  lead  thi'ough  the  ship's  hull  l»elow  the  mar- 
gin line,  sind  stopping  the  fans  and  ventilating 
systems. 

(2)  The  extinclion  of  lire. 

(.3)  The  efpiipment  of  lil'ebcjals,  I i I'ci-a l'( s,  and 
buoyant  appariiliis  anrj  their  prcpaiafion  I'oi- 
launching. 

(c)  The,  niaslei-  of  a  laiilvsiiip  equipped  wilii  a 
line-carrying  gun  shall  flrill  his  crew  in  ils  use 
every  '•'>  months,  but  tlu-  aclind  filing  (jf  the  gini 
on  the  tankship  shall  be  discreet ionary  with  the 
ma-lfi-.  Each  drill  shall  be  recoidcd  in  the,  shi|)"s 
logbook. 


35.10-3    Display  of  plans— TB/ ALL.  (a)  All 

self-pro[)elled  vessels  of  more  tlian  100  gross  tons 
and  all  barges  of  more  than  100  gross  tons 
with  slee2:)ing  acconnnodations  for  more  than  six 
persons  shall  have  permanently  exhibited  for  the 
guidance  of  the  officer  in  charge  of  the  vessel,  gen- 
eral arrangement  plans  showing  for  each  deck  the 
\arious  hre  retardant  bulkheads  together  with 
particulars  of  the  fire  detecting,  manual  alarm  and 
fire  extinguisliing  systems,  Hre  doors,  means  of 
ingress  to  the  different  compai'tments,  and  the 
ventilating  systems  including  the  positions  of  tlie 
dampers,  the  location  of  the  remote  means  of  .stop- 
ping the  fans,  and  the  identification  of  the  fans 
serving  each  section. 

35.10-5  Emergency  signals ;  fire  and  lifeboat 
drills— T/ALL.  (a)  The  fire-alarm  signals  shall 
be  a  continuous  blast  of  the  whistle  for  a  period  of 
not  less  than  10  seconds  supplemented  bj-  a  con- 
tinuous ringing  of  the  general  alarm  bells  for  not 
less  than  10  seconds.  For  dismissal  from  fire- 
alarm  stations,  the  general  alarm  bells  should  be 
sounded  three  times,  supplemented  bv  three  short 
blasts  of  tlie  whistle.  The  signal  for  lifeboat  drill 
or  lifeboat  stations  shall  be  more  than  six  short 
blasts  and  one  long  blast  of  the  whistle,  supple- 
mented by  the  same  signal  on  tlie  general  alarm 
bells.  Where  whistle  signals  are  used  to  direct  the 
handling  of  lifeboats  they  shall  be  as  follows: 

(1)  To  lower  lifeboats,  one  short  blast  of  the 
Avhistle. 

(2)  To  stop  lowering  the  lifeboats,  two  short 
blasts  of  the  whistle. 

(3)  For  dismissal  from  lifeboat  stations,  three 
short  blasts  of  the  whistle:  Provided^  That  on 
river  tankships  the  whistle  signals  specified  herein 
may  be  made  on  the  ship's  bell. 

(b)  The  master  of  any  tankship  may  estab- 
lish such  other  emergency  signal,  in  addition  to 
the  above,  as  will  provide  that  all  the  officers  and 
all  the  crew  of  the  tankship  will  have  positive 
and  certain  notice  of  the  existing  emergency. 

(c)  The  nuister  may  organize  a  squad  to  be 
used  for  emergency  duties  (other  than  a  general 
eniergency),  or  ci'ew  i)ractices,  and  the  natur(>  of 
the,  signals  oi'  other  means  for  assembling  the 
squiid  I'emains  within  the  disci'etion  of  the  master. 
Such  signals  should  not  conflict  with  the  naviga- 
tional signals  or  the  signals  used  for  a  general 
alarm. 

(d)  It,  shall  be  the  duty  of  the  Master,  or  the 
mate,  oi-  oflicer  next  in  command  to  conduct  a  lire 
Mild  boat  di'iil  at  least  oiici^  in  e\ery  week.  At  least 
one  such  (ire  and  boat  di'iil  shall  be  held  witliin 
24  hours  f)f  leaving  a  port  if  more  than  25  |)ei'ceiit, 
of  the  crew  have  been  replaced  at  that  port.  In 
connection  wit  h  these  drills  it  shall  be  the  duly  of 
such  odicer  to  call  all  hands  to  (piarters  and 
(  weat  her  permit  I  iiig)  exeicise  t  hem  in  I  he  imlash- 
ing  and  swinging  out  of  the  lifeboats,  the  closing 
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of  all  hand  or  power  operated  watertight  doors 
which  are  in  use  at  sea,  closino-  all  fire  doors  and 
firescreens,  the  use  of  fire  pumps,  and  all  other 
apparatus  for  the  safety  of  life  on  board  of  such 
vessels  with  special  regard  for  the  drill  of  the 
crew  in  the  method  of  adjustino-  life  preservers; 
to  see  that  all  the  equipments  required  by  law  are 
in  complete  workinc;  order  for  immediate  use ;  and 
to  see  that  lifeboat  equipment  is  examined  at  least 
monthly  to  insure  that  it  is  complete.  The  fact 
of  exercise  of  the  crew  as  herein  contemplated, 
shall  be  entered  upon  the  ship's  logbook. 

(e)  This  section  relating-  to  fire  and  lifeboat 
drills  contemplates  that  such  drills  shall  be  con- 
ducted precisely  as  though  an  emergency  existed. 
To  accomplish  the  purpose  of  this  section,  life- 
boat covers  and  strongbacks  shall  be  removed, 
plugs  or  caps  put  in  place,  boat  ladders  secured  in 
position  for  use,  painters  carried  forward  and 
tended  so  as  to  provide  a  good  lead  and  slack  to 
hold  the  boat  in  position  under  the  davits  when 
in  the  water.  Ditferent  groups  of  lifeboats  shall 
be  used  in  turn  at  successive  boat  drills  and,  if 
practicable  and  reasonable,  every  lifeboat  shall  be 
lowered  at  least  once  every  three  months.  The 
person  in  charge  of  each  lifeboat  or  liferaft 
should  have  a  list  of  its  crew  and  should  see  that 
the  men  under  his  orders  are  acquainted  with  their 
several  duties.  The  motor  and  the  hand-operated 
propeller  gear  of  each  lifeboat  shall  be  operated 
for  a  period  of  not  less  than  5  minutes  once  at 
least  in  every  7  days,  in  order  that  it  may  be  ready 
for  service  at  an}-  time.  Such  operation  shall  be 
made  a  part  of  the  report  of  such  drill.  The  hand 
pumps  and  fire  pump  shall  be  operated  long 
enough  and  a  sufficient  number  of  outlets  used  to 
insure  that  such  equipment  is  in  order  and  effec- 
tual. "When  oxygen-breathing  apparatus,  gas 
masks,  or  other  special  equipment  is  carried,  cer- 
tain members  of  the  crew  shall  be  trained  in  the 
use  of  the  equipment. 

(f)  The  entries  in  the  ship's  logbook  relating  to 
the  exercise  of  the  crew  in  fire  and  lifeboat  drills 
shall  state  the  day  of  the  month  and  the  hour  when 
so  exercised,  length  of  time  of  the  drill,  numbers 
on  the  lifeboats  swung  out  and  numbers  on  those 
lowered,  number  of  len^hs  of  firehose  used,  a 
statement  of  the  condition  of  all  fire  and  life- 
saving  apparatus,  and  a  report  of  the  monthly  ex- 
amination of  the  lifeboat  equipment.  If  in  any 
week  the  required  fire  and  boat  drills  are  not  held 
or  only  partial  drills  are  held,  an  entry  shall  be 
made  stating  the  circumstances  and  extent  of  the 
drills  held. 

(g)  Any  neglect  or  omission  on  the  part  of  the 
officer  in  command  of  such  vessels  to  strictly  en- 
force the  provisions  of  this  section  shall  be  deemed 
cause  for  pi'oceedings  under  the  provisions  of  R.S. 
4450,  as  amended  (46  U.S.C.  239),  looking  to  a 
suspension  or  revocation  of  the  license  of  such 
officer. 


(h)  It  shall  be  the  duty  of  the  master  to  require 
the  officers  and  crew  of  all  tankships  to  perform 
the  aforesaid  drills  and  discipline  in  the  presence 
of  marine  inspectors  at  intervals  sufficiently  fre- 
quent to  assure  the  said  inspectors,  by  actual  ob- 
servance, that  the  foregoing  requirements  of  this 
section  are  complied  with  by  the  officers  and  the 
crew. 

(i)  A  copy  of  these  requirements  (Foi'm  CG- 
809)  shall  be  furnished  to  each  tankship  to  w^hich 
this  subpart  applies.  This  form  shall  be  framed 
under  glass  and  ])osted  in  a  conspicuous  place. 

35.10-7  Electric  power-operated  lifeboat 
winches— T/ALL.  (a)  It  shall  be  the  duty  of  the 
master  to  see  that  all  lifeboat  winch  control  ap- 
paratus, including  motor  controllers,  emergency 
switches,  master  switches,  and  limit  switches,  are 
examined  at  least  once  in  each  3  months.  The  ex- 
amination shall  inchide  the  removal  of  drain  plugs 
and/or  the  opening  of  drain  valves  in  such  appli- 
ances to  assure  that  the  enclosures  are  free  of 
water. 

(b)  The  date  of  the  examination  required  by 
this  section  and  the  condition  of  the  equipment 
shall  be  noted  in  the  Official  Logbook. 

35.10-9  Posting  placards  containing  instruc- 
tions for  launching  and  inflating  inflatable  life- 
rafts — TB/ALL.  (a)  Every  vessel  equipped 
with  inflatable  liferafts  shall  have  posted  in  con- 
spicuous places  which  are  regularly  accessible  to 
the  crew  and/or  passengers,  approved  placards 
containing  instructions  for  launching  and  inflat- 
ing inflatable  liferafts  for  the  information  of  per- 
sons on  board.  The  number  and  location  of 
such  placards  for  a  particular  vessel  shall  be  as 
determined  necessary  by  the  Officer  in  Charge, 
Marine  Inspection. 

(b)  Under  the  requirements  contained  in  Sub- 
division 160.051-6(c)(l)  of  Subpart  160.051  in 
Subchapter  Q  (Specifications)  of  this  chapter,  the 
manufacturer  of  approved  inflatable  liferafts  is 
required  to  provide  approved  placards  containing 
such  instructions  with  each  liferaft. 

35.10-15  Emergency  lighting  and  power  sys- 
tems—T/ALL.  (a)  Where  fitted,  it  shall  be  the 
duty  of  the  master  to  see  that  the  emergency  light- 
ing and  power  systems  are  tested  and  inspected  at 
least  once  in  each  week  that  the  vessel  is  navigated 
to  be  assured  that  the  system  is  in  proper  operat- 
ing condition. 

(b)  Internal  combustion  engine  driven  emer- 
gency generators  shall  be  tested  under  load  for  at 
least  2  hours,  at  least  once  in  each  month  that  the 
vessel  is  navigated. 

(c)  Storage  batteries  for  emergency  lighting 
and  power  systems  shall  be  tested  at  least  once  in 
each  6-month  period  that  the  vessel  is  navigated 
to  demonstrate  the  ability  of  the  storage  battery 
to  supply  the  emergency  loads  for  6  hours. 

(d)  The  date  of  the  tests  required  by  this  sec- 
tion and  the  condition  and  performance  of  the 
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apparatus  shall  be  noted  in  the  vessel's  Official 
Logbook  or  in  logs  or  records  considered  to  take 
theplace  of  the  Official  Logbook. 

35.10-20  Radio  apparatus  for  lifeboats — 
T/OC.  (a)  It  shall  be  the  duty  of  the  master  to 
require  that  all  batteries  for  all  fixed  and  portable 
radio  apparatus  for  lifeboats  are  brought  up  to  full 
charge  weekly  if  the  batteries  are  of  a  type  which 
require  recharging. 

(b)  In  any  case,  the  transmitter  shall  be  tested 
weekly  using  a  suitable  artificial  aerial. 

SUBPART    35.12— PLACARD    OF    LIFESAVING    SIG- 
NALS AND  BREECHES  BUOY  INSTRUCTIONS 

35.12-1  Application— T/OCLB.  (a)  The  pro- 
visions of  this  subpart  shall  apply  to  all  vessels 
on  an  international  voyage,  and  all  other  vessels 
of  150  gross  tons  or  over  in  ocean,  coastwise  or 
Great  Lakes  service. 

35.12-5  Availability— T/OCLB.  (a)  On  all 
vessels  to  which  this  subpart  applies  there  shall 
be  posted  in  the  pilothouse  and  readily  available 
to  the  deck  officer  of  the  watch  a  placard  (Form 
CG-811 )  containing  instructions  for  the  use  of 
breeclies  buoys  and  the  lifesaving  signals  set  forth 
in  Regulation  16,  Chapter  V,  of  the  International 
Convention  for  Safety  of  Life  at  Sea,  1960. 
These  signals  shall  be  used  by  vessels  or  persons 
in  distress  when  comnnmicating  with  lifesaving 
stations  and  maritime  rescue  units. 

(b)  A  copy  of  Form  CG-811  shall  also  be  con- 
veniently posted  in  the  engineroom  and  crews 
quarters  of  all  vessels  to  which  this  subpart 
applies. 

SUBPART  35.15— CASUALTY  OR  ACCIDENT  REPORTS 

35.15-1  Notice  of  casualty  and  voyage  rec- 
ords— TB/ALL.  (a)  The  owner,  agent,  master, 
or  per.son  in  charge  of  a  vessel  involved  in  a  marine 
casualty  shall  give  notice  as  soon  as  possible  to 
the  neaiest  marine  inspection  office  of  the  United 
States  Coast  (Juard  whenever  the  casualty  results 
in  any  of  the  following: 

(1)  Damage  to  proj)erty  in  excess  of  $l,r)()0.0(). 

(2)  Material  damage  aflccliiig  ihe  seaworthi- 
ness or  cfliciciicy  of  a  vessel. 

('4)   Stranding  or  grounding. 

(4)   Loss  of  life. 

0'))  Injury  causing  any  person  (o  remain  in- 
capacitated for  a  pciiod  in  excess  of  72  hours; 
except  injury  to  haiboi-  workers  not  resulting  in 
(leatli  and  not  resulting  from  vessel  casualty  or 
vess<'l  equipment  rasualty. 

(b)  Tin-  noli'-e  required  l)y  paiagraph  (a)  of 
thi.s  .section  shall  show  the  name  and  official  num- 
Yntr  of  the  vess«'l  invrjived,  the  ounei-  or  agent 
fliereof,  the  nature  and  probable  occasion  of  the 
casually,  the  locality  in  wliich  it  occuired,  Ihe- 
nutiire  and  extent,  of  injury  to  person.s  and  Hie, 
damage  tf>  pioperty. 


(c)  In  addition  to  the  notice  requii-ed  by  para- 
graph (a)  of  this  section,  the  person  in  charge  of 
the  vessel  sludl,  as  soon  as  possible,  report  in 
writing  and  in  pei-son  to  the  Officer  in  Charge, 
Marine  Inspection,  at  the  port  in  which  the 
casualty  occurred  or  nearest  the  port  of  first 
arrival:  Provided,  That  when  fi'om  distance  it 
may  be  inconvenient  to  report  in  person  it 
may  be  done  in  writing  only.  Tlie  written  report 
required  for  personal  accident  shall  be  made  on 
Form  CG-921:E  and  submitted  for  each  individual 
injured  and  each  loss  of  life.  For  all  other  vessel 
casualties  the  written  report  shall  be  made  on 
Form  CG-2692. 

Note:  If  filed  without  dela.v,  the  Form  CG-924E  or 
CG-2092  may  also  provide  the  notice  required  by  para- 
graph (a)  of  this  section. 

(d)  The  owner,  agent,  master,  or  other  person 
in  charge  of  any  vessel  involved  in  a  marine 
casualty  shall  retain  such  voyage  records  of  the 
vessel  as  are  maintained  by  the  vessel,  such  as 
both  rough  and  smooth  deck  and  engineroom  logs, 
bell  books,  navigation  charts,  navigation  work 
books,  compass  deviation  cards,  gyrocompass  rec- 
ords, stowage  i:)lans,  record  of  draft,  aids  to 
mariners,  radiograms  sent  and  received,  the  radio 
log  and  crew  and  passenger  lists.  The  owner, 
agent,  master,  or  other  officer  in  charge,  shall  make 
those  records  available  to  a  duly  authorized  Coast 
Guard  officer  or  employee  for  examination  upon 
request. 

(e)  AVhenever  a  vessel  collides  with  a  lightshii>, 
buoy,  or  other  aid  to  navigation  under  the  juris- 
diction of  the  Coast  Guard,  or  is  connected  with 
any  such  collision,  it  shall  be  the  duty  of  the  i)er- 
son  in  charge  of  such  vessel  to  rejioi't  the  accident 
to  the  nearest  Officer  in  Charge,  Marine  Inspec- 
tion. No  report  on  Form  CG-2()92  is  required 
uidess  one  or  more  of  the  results  listed  in  Para- 
graph (a)  of  this  section  occui's. 

(f)  The  master  of  any  nuclear  vessel  shall  im- 
mediately infoi'm  the  (\)un)iandant  in  the  event 
of  any  accident  or  casualty  to  tlie  nuclear  vessel 
which  may  lead  to  an  environmental  hazard.  The 
master  shall  also  inunediately  inform  the  compe- 
tent governmental  authoi'ily  of  the  country  in 
whose  watei's  the  vessel  may  be  in,  or  whose  waleis 
the  vessel  approaches  in  a  damaged  coiulitioii. 

(  hitcrprcl   or  iipl'l.v   K.S.  'H.IO.   lis  aiiicndcd,  sees.   1,   'J.  4!)  Slat, 

1544,  Kccs.  13,  17,  r,4  Sliil.  !(!(!.  lis  iii idcd,  hoc.  10,   18  Stilt.  128, 

iiM  amended;  4(!  U.S.C.  '2:!!),  :i(i7,  r,2V,Hv).   .'■.2«i),  :i:i  II.S.C.  .'JOl) 

35.15-5  Iteports  by  engineers  of  accidents  in- 
volving l)oilers  or  machinery — T/ALL.  It  shall 
he  t  lie  (Inly  of  I  he  engineer  in  cliai'ge  when  an  acci- 
dent, occiiis  lo  Ihe  boilers  or  machinery  tending 
to  render  Ihe  fiulher  use  of  such  boilers  and 
machinery  unsafe  until  repairs  areiiiade  to  I'eporl 
Ihe  same  lo  Ihe  Odicer  in  Charge,  Marine  Inspec- 
lldn,  Ml  ihe  porl  in  which  the  accident  r)cciiire(l 
or  nearesi    the  poll   of  (iist  arrival,   ininiediidely 
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upon  the  arrival  of  the  tankship  at  the  first  port 
readied  siibseciuoiit  to  tlie  accident. 

35.15-10  Reports  when  a  state  of  war  ex- 
ists— T/ALL.  Durino-  tlie  ])eriod  when  a  state  of 
war  exists  between  the  United  States  and  any 
foreign  nation,  communications  in  regard  to  cas- 
ualties or  accidents  shall  be  handled  with  caution 
and  the  reports  shall  not  be  made  by  radio  or  by 
telegram. 

SUBPART  35.20— NAVIGATION 

35.20-1     Notice  to  mariners:  aids  to  naviga- 

ion — T/OCLB.  (a)  Licensed  officers  are  required 
to  acquaint  themselves  with  the  latest  information 
published  bv  the  Coast  Guard  and  the  U.S.  Navy 
regarding  aids  to  navigation,  and  neglect  to  do  so  is 
evidence  of  neglect  of  duty.  It  is  desirable  that 
vessels  na\igating  oceans  and  coastwise  and  Great 
Lakes  waters  shall  have  available  in  the  pilothouse 
for  convenient  reference  at  all  times  a  file  of  the 
applicable  Notice  to  Mariners. 

(b)  "Weekly  Notices  to  INIariners  (Great  Lakes 
Edition),  published  by  the  Commander,  9tli  Coast 
Guard  District,  contain  announcements  and  infor- 
mation on  changes  in  aids  to  navigation  and  other 
marine  information  affecting  the  safety  of  navi- 
gation on  the  Great  Lakes.  These  notices  may  be 
obtained  free  of  charge,  by  making  application 
to  Commander,  9th  Coast  Guard  District. 

(c)  "Weekly  Notices  to  Mariners  (worldwide 
coverage)  are  prepared  jointl}'  by  the  U.S.  Naval 
Oceanographic  Office,  the  U.S.  Coast  and  Geodetic 
Survey  and  the  U.S.  Coast  Guard.  They  include 
changes  in  aids  to  navigation  in  assembled  form 
for  the  1st,  8d,  5th,  7th,  Greater  Antilles  Section, 
8th,  11th,  12th,  13th,  14th,  and  17th  Coast  Guard 
Districts.  Foreign  marine  information  is  also  in- 
cluded in  these  notices.  These  notices  are  available 
without  charge  from  the  U.S.  Naval  Oceano- 
graphic Office,  "Washington,  D.C.  20390,  Branch 
Oceanographic  Offices,  U.S.  Collector  of  Customs 
of  the  major  seaports  in  the  I'^'nited  States  and 
are  also  on  file  in  the  U.S.  Consulates  where  they 
may  be  inspected. 

(d)  All  vessels  shall  have  charts  of  the  waters 
on  which  they  operate  for  convenient  reference 
at  all  times. 

35.20-5  Draft  of  tankships— T/OC.  The 
master  of  every  tankship  shall,  whenever  leaving 
port,  enter  the  maximum  draft  of  his  vessel  in 
the  logbook. 

35.20-10  Steering  gear  test— T/ALL.  On 
all  tankships  making  A'oyages  of  more  than  48 
hours'  duration,  the  entire  steering  gear,  the 
whistle,  the  means  of  communication,  and  the  sig- 
naling appliances  between  the  bridge  or  pilothouse 
and  engineroom  shall  be  examined  and  tested  by  a 
licensed  officer  of  the  vessel  within  a  period  of  not 
more  than  12  hours  before  leaving  port.    All  such 


vessels  making  voyages  of  less  than  48  hours'  du- 
ration or  oi^erating  on  lakes,  bays,  sounds,  and 
rivers  shall  be  so  examined  and  tested  at  least  once 
in  every  week.  The  fact  and  time  of  such  exami- 
nation and  test  shall  be  recorded  in  the  ship's 
logbook. 

35.20-15  Steering  orders  —  TB/ALL.  (a) 
For  all  tank  vessels  fitted  with  rudders,  the  follow- 
ing steering  orders  shall  be  given  in  the  direct 
sense  as  follows : 

(1)  "Right  rudder"  shall  be  given  only  when 
it  is  intended  that  the  wdieel.  the  rudder  blade, 
and  the  head  of  the  ship  should  go  to  the  riglit. 

(2)  "Left  rudder"  shall  be  given  only  when  it 
is  intended  that  the  wheel,  the  rudder  blade,  and 
the  head  of  the  ship  should  go  to  the  left. 

(b)  Where  rudder  indicators  are  provided,  they 
shall  be  installed  consistent  with  the  requirements 
in  paragraph  (a)   of  this  section. 

35.20-20  Master's  and  officer's  responsibil- 
ity—TB/ALL.  Nothing  in  this  part  shall  ex- 
onerate any  master  or  officer  in  command  from 
the  consequences  of  any  neglect  to  keep  a  proper 
lookout  or  the  neglect  of  any  precaution  which 
may  be  required  by  the  ordinary  practice  of  sea- 
men or  by  the  special  circumstances  of  the  case. 

35.20-25  Unauthorized  lights— T/ALL.  Any 
master  or  pilot  of  any  vessel  who  shall  authorize  or 
permit  the  carrying  of  any  light,  electric  or  other- 
wise, not  required  by  law  that  in  any  way  will  in- 
terfere with  distinguishing  the  signal  lights  may 
be  proceeded  aaainst  in  accordance  with  the  pro- 
visions of  R.  S.'4450  (46  U.  S.  C.  239) ,  as  amended, 
looking  to  a  revocation  or  suspension  of  his  license. 

35.20-30  Flashing  the  rays  of  a  searchlight 
or  other  blinding  light— -T/ALL.  Flashing  the 
rays  of  a  searchlisiht  or  other  blinding  light  onto 
the  bridge  or  into  the  pilothouse  of  any  vessel 
under  way  is  prohibited.  Any  person  who  shall 
flash  or  cause  to  be  flashed  the  rays  of  a  blinding 
light  in  violation  of  the  above  may  be  proceeded 
against  in  accordance  with  the  provision  of  R.  S. 
4450,  as  amended  (46  U.S.C.  239),  looking  to  the 
revocation  or  suspension  of  his  license  or  certificate. 

35.20-35  Whistling  —  T/ALL.  Unnecessary 
sounding  of  vessel's  whistle  is  prohibited  within 
any  harbor  limits  of  the  United  States.  When- 
ever any  licensed  officer  in  charge  of  any  tankship 
shall  authorize  or  permit  such  unnecessary  whis- 
tling, such  officer  may  be  proceeded  against  in  ac- 
cordance with  the  provisions  of  R.S.  4450,  as 
amended  (46  U.S.C.  239),  looking  to  a  revocation 
or  suspension  of  his  license. 

SUBPART  35.25— ENGINE  DEPARTMENT 

35.25-1  Examination  of  boilers  and  machin- 
ery by  engineer — T/ALL.  It  shall  be  the  duty 
of  an  engineer  when  he  assumes  charge  of  the  boil- 
ers and  machinery  of  a  vessel  to  examine  the  same 
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forthwith  and  thoroughly.  If  he  finds  any  part 
tliereof  in  bad  condition,  he  shall  immediately  re- 
port the  facts  to  the  master,  owner,  or  ap;ent,  and 
to  the  nearest  Officer  in  Charfje,  Marine  Inspec- 
tion, who  shall  thereupon  investi<i'ate  the  matter, 
and  if  the  former  engineer  has  been  willfully  negli- 
gent in  the  performance  of  his  duties,  he  may  be 
])roceeded  against  under  the  provisions  of  R.  S. 
4450,  as  amended  (40  U.S.C.  239),  looking  to  a 
suspension  or  revocation  of  his  license. 

35.25-5  Repairs  of  boilers  and  unfired  pres- 
sure vessels  and  reports  of  repairs  or  accidents 
by  chief  engineer — TB/ALL.  (a)  Before  mak- 
ing any  repairs  to  boilers  or  imtired  pressure 
A'essels,  the  chief  engineer  shall  submit  a  report 
covering  the  nature  of  the  repairs  to  the  Officer 
in  Charge,  Marine  Inspection,  at  or  nearest  to 
the  port  where  the  repairs  are  to  be  made. 

(b)  In  the  event  of  an  accident  to  a  boiler, 
untired  pressure  vessel,  or  machinery  tending  to 
render  tlie  further  use  of  the  item  itself  unsafe 
luitil  repairs  are  made,  or  if  by  ordinary  wear 
such  items  become  unsafe,  a  report  shall  be  made 
by  the  chief  engineer  immediately  to  the  Officer 
in  Charge,  Marine  Inspection,  or  if  at  sea,  im- 
mediately u])on  arrival  at  port. 

35.25-10  Requirements  for  fuel  oil— T/ALL. 
(a)  Oil  to  be  used  as  fuel  to  be  burned  under 
boilers  on  tankships  shall  have  a  flashi)oint  of  not 
less  than  li')()°  F.  (Penskv-^Martens  Closed  Cup 
Method,  ASTM  1)93). 

(b)  It  shall  be  tlie  duty  of  the  chief  engineer 
to  make  an  entry  in  the  log  of  each  supply  of  fuel 
oil  i-eceived  on  board,  stating  the  quantity  re- 
ceived, the  name  of  the  vendor,  the  name  of  the 
oil  produce)-,  and  tlie  flaslipoint  (Ponskv-Martens 
Closed  Cup  .Method.  ASTM  I)  9:5)  for  whicli  it  is 
certified  l)y  the  producer. 

(c)  It  shall  be  the  further  duty  of  the  chief 
engineer  to  draw  and  seal  at  the  time  the  supply 
is  received  on  board,  a  half-])int  sample  of  each 
lot  of  fuel  oil,  such  sample  to  be  pieserved  until 
thai  fjarticular  supply  of  oil  is  e.xhausted. 

35.25-15  Carrying  of  excess  steam— TB/ 
ALL.  It  shall  he  the  duty  of  the  chief  engineer 
of  any  tank  vessel  to  see  that  a  steam  picssui-e  is 
not  carried  in  e.xcess  of  that  allowed  by  (he  certi- 
ficate of  inKi)ection,  and  to  see  that  the  safety 
valves,  once  set  and  .sealed  by  the  inspector  are 
in  no  way  tampered  with  or  made  inoperative  ex- 
cept   ;i-   provided   in   Section   .">."». •2;")  20. 

35.2.5-20  Breaking  of  safely  valve  seal — 
TB/ALL.  If  at  any  lime  it  is  necessaiy  to  break 
the  seal  on  a  safety  valve  for  any  f)urpose,  (he 
chief  engineer  Hliall  advise  llic  Olliccr  in  ('harge, 
Marine  Inspection,  at  tlic!  next  poit  of  call,  giving 
the  reason  for  breaking  the  seal  and  i('(|ues(  iiig 
fliat  t|j(!  valve  be  examined  and  adjusted  by  a 
murine  irr-pe<-tor. 


SUBPART  35.30— GENERAL  SAFETY  RULES 

35.30-1  Warning  signals  and  signs — TB/ 
ALL — (a)  Red  warning  signals.  During  trans- 
fer of  bulk  cargo  while  fast  to  a  dock,  a  red  signal 
(flag  by  day  and  electric  lantern  at  night)  shall 
be  so  placed  that  it  will  be  visible  on  all  sides. 
While  transferring  bulk  cargo  at  anchor,  a  red 
flag  only  shall  be  displayed. 

(b)  Warning  sign  at  gangway.  (1)  Warning 
placards  should  be  ke]:)t  at  hand  for  display  while 
a  vessel  is  fast  to  a  dock  during  transfer  of  cargo, 
to  wai'n  persons  approaching  the  gangway.  The 
placard  shall  state  in  letters  not  less  than  2  inches 
high  substantially  as  follows: 

WARNING 

No  open  lights. 
No  smoking. 
No  visitors. 

(2)  Where  poisonous  cargoes  are  being  trans- 
ferred the  warning  sign  shall  also  include  the 
word  "Poison'"  to  indicate  the  nature  of  the  liquid 
being  handled.     (See  Part  39  of  this  subchapter.) 

(c)  Warning  sign  in  radio  room.  A  sign  shall 
be  placed  in  radio  room  warning  against  the  use 
of  radio  equipment  during  transfer  of  Grade  A,  B, 
or  C  liquids,  except  by  permission  of  senior  deck 
officer. 

(d)  Additional  warning  signs  required  by 
cargoes  having  significant  hazards  other  than 
flanmiability  or  combustibility  are  described  in 
Section  3.').dl-55. 

(e)  Additional  placards  or  signs  required  in 
connection  with  the  movement  of  certain  open 
hopper  type  barges  are  described  in  Section 
35.01-45.  * 

35..30-5  Fires,  matches,  and  smoking — TB/ 
ALL — (a)  General.  In  making  the  determina- 
tions i-equi  red  under  paragraphs  (b),  (c),and  (d) 
of  this  section  the  senioi'  deck  officer  on  duty,  who 
shall  be  a  licensed  officer  or  certihcated  tankerman, 
shall  exercise  his  skill  and  experience  with  due 
regai-d  to  attendant  conditions  and  circumstances, 
including  considei'ation  for  location  of  shore  side 
facilities,  maintenance  of  mobility,  pi-ovision  for 
fire  pi'otect  ion,  state  or  change  of  winds,  tides,  sea, 
weatlu'i-  conditions,  foi'ces  of  natui'e  and  other  cir- 
cumstances genei-ally  beyond  human  contr'ol. 

(b)  Boiler  fires.  Boiler  (ires  are  normally  per- 
mitted during  cargo  transfer  operations:  /*ro- 
r!f/f'd,  That  prior  to  loading  (Ji'ades  A,  B,  and  C 
cargoes,  (he  senior-  deck  oIlicHM-  on  duty,  who  shall 
b(^  a  licensed  olliccr  oi-  ccrl  ilicated  tankerman,  shall 
make  an  inspection  to  determino  whediei-  in  his 
judgment  boilei-  (ii'es  may  be  maintained  wilh  lea- 
sonalile  safely  diu'ing  (lie  loading  o|)era(i()n. 

(c)  (ialley  fires.  (Jalley  lii-es  are  normally 
perniided  during  cargo  (ransl'er  operadons:  /'/o- 
rldcdi  That  jjrior  to  loading  (ii'ades  A,  B,  and  C 
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carii'oes  tlie  senior  deck  officer  on  duty,  who  shall 
be  a  licensed  officer  or  certificated  tankerman,  shall 
make  an  inspection  to  determine  whether  in  his 
judgment  fialley  fires  may  be  maintained  with  rea- 
sonable safety  durino'  the  loadino^  operation. 

(d)  Smoking.  Smoking  is  prohibited  on  the 
weather  decks  of  tank  vessels  when  they  are  not 
*ras  free  or  are  alongside  docks.  At  other  times 
and  places  the  senior  deck  officer  on  duty,  who  shall 
be  a  licensed  officer  or  certificated  tankerman,  shall 
designate  when  and  where  the  crew  may  smoke : 
Provided.  That  prior  to  loading  Grade  A,  B,  or  C 
cargo  the  master  or  senior  deck  officer  on  duty  shall 
make  an  inspection  to  determine  if  and  where,  in 
his  judgment,  smoking  may  be  permitted  with  rea- 
sonable safety  during  the  loading  operation. 

(e)  Matches.  The  use  of  other  than  safety 
matches  is  forbidden  aboard  tank  vessels  at  all 
times. 

35.30-10  Cargo  tank  hatches,  ullage  holes, 
and  Butterworth  plates — TB/ALL.  No  cargo 
tank  hatches,  ullage  holes,  or  Butterworth  plates 
shall  be  opened  or  shall  remain  open  without  flame 
screens,  except  under  the  supervision  of  the  senior 
members  of  the  crew  on  duty,  unless  the  tank 
opened  is  gas  free. 

35.30-15  Combustible  gas  indicator — TB/ 
ALL.  (a)  The  provisions  of  this  section  shall 
appl}'  only  to  United  States  flag  vessels. 

(b)  Manned  tank  barges  and  tankships  author- 
ized to  carry  Grade  A,  B,  C,  or  D  liquids  at  any 
temperature,  or  Grade  E  liquids  at  elevated  tem- 
peratures, shall  be  provided  with  a  combustible 
gas  indicator  suitable  for  determining  the  presence 
of  explosive  concentrations  of  the  cargo  carried. 
An  indicator  which  bears  the  label  of  Under- 
writers' Laboratories,  Inc.,  Factory  Mutual  Engi- 
neering Division,  or  other  organizations  acceptable 
to  the  Commandant  will  be  accej^ted  as  meeting 
this  requirement. 

35.30-20  Emergency  equipment — TB/ALL. 
(a)  All  manned  tank  vessels  having  tanks  which 
exceed  15  feet  in  depth,  measured  from  the  deck 
to  the  lowest  point  at  whicli  cargo  is  carried,  all 
tankships  on  an  international  voyage,  and  all 
tankships  of  1,000  gross  tons  and  over  shall  be 
provided  with  an  outfit  as  follows: 

(1)  One  approved  fresh  air  breathing  ap- 
paratus, including  belt  and  lifeline.  The  length 
of  the  airhose  shall  be  sufficient  to  reach  from  the 
open  deck,  well  clear  of  hatcli  or  doorway,  to  any 
part  of  the  holds,  tanks,  and,  except  as  provided 
in  the  following  subparagraj^h,  the  machinery 
spaces. 

(2)  If  it  is  not  practicable  to  reach  all  portions 
of  the  machinery  space  with  the  airhose  of  tlie 
fresh  air  breathing  apparatus,  an  approved  self- 
contained  breathing  apparatus  with  adequate  life- 
line shall  be  carried  for  use  in  the  machinei-y  space. 
In  such  case,  the  particular  apparatus  provided 


for  the  machinery  space  shall  be  used  for  no  other 
pui"pose,  shall  be  marked  indicating  the  restriction 
to  its  use,  and  shall  be  stowed  convenient  to,  but 
outside  of  the  machinery  space. 

(;>)  One  approved  3-cell,  explosion-proof  flash- 
light, constructed  in  accordance  with  Subpart 
IGl.OOS  of  Subchapter  Q  (Specifications)  of  this 
chapter. 

(4)   One  fire  ax. 

(b)  Approved  self-contained  breathing  ap- 
paratus with  adequate  lifelines  may  be  provided 
in  addition  to  the  equipment  required  in  the  pre- 
ceding paragraph,  and  may  be  used  in  any  space 
on  the  vessel. 

(c)  For  tankships  on  an  international  voyage, 
lifelines  shall  be  of  steel  or  bronze  wire  rope. 
Steel  wire  rope  shall  be  either  inherently  corrosion 
resistant  or  made  so  by  galvanizing  or  tinning. 
Each  end  shall  be  fitted  with  a  hook  with  keeper 
having  a  throat  opening  which  can  be  readily 
slipped  over  a  %-inch  bolt.  The  total  length  of 
the  lifeline  shall  be  dependent  upon  the  size  and 
arrangement  of  the  vessel,  and  more  than  one  line 
may  be  hooked  together  to  achieve  the  necessary 
length.  No  individual  length  of  lifeline  may 
be  less  than  50  feet  in  length.  The  assembled 
lifeline  shall  have  a  minimum  breaking  strength 
of  1,500  pounds. 

35.30-25  Explosives— TB/ALL.  Fulminates 
or  othei'  detonating  compounds  in  bulk  in  dry  con- 
dition ;  explosive  compositions  that  ignite  spon- 
taneously or  undergo  marked  decomposition  when 
subjected  for  forty-eight  consecutive  hours  to  a 
temperature  of  167"  F.  or  more;  compositions  con- 
taining an  ammonium  salt  and  a  chlorate;  and 
other  like  explosives  shall  not  be  accepted,  stored, 
stowed  or  transported  on  board  tank  vessels. 

35.30-30  Portable  electrical  equipment — • 
TB/ALL.  Illumination  may  be  obtained  in  any 
compartment  by  the  use  of  approved  explosion- 
proof,  self-contained,  battery-fed  lamps.  Other- 
wise, no  portable  electrical  equipment  of  any  type 
shall  be  used  in  bulk  cargo  tanks,  fuel  oil  tanks, 
cargo  pumprooms,  or  enclosed  S2:)aces  inmiediately 
above  or  adjacent  to  bulk  cargo  tanks  unless  all 
the  following  conditions  are  met: 

(a)  The  compartment  itself  is  gas-free; 

(b)  The  compartments  adjacent  and  the  com- 
partments diagonally  adjacent  are  either  (1) 
gas-free,  (2)  inerted,  (3)  filled  with  water,  (4) 
contain  Grade  E  liquid  and  are  closed  and  secured, 
or  (5)  are  spaces  in  which  flanmiable  vapors  and 
gases  normally  are  not  expected  to  accumulate; 
and 

(c)  All  other  compartments  of  the  vessel  in 
which  flammable  vapors  and  gases  may  nor- 
mally be  expected  to  accumulate  are  closed  and 
secured. 

35.30-35  Spark  producing  devices— TB/ 
ALL.     (a)  AVhere  Grades  A,  B,  C,  and  1)  Ilcjuid 
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cargoes  are  involved,  power  driven  or  manually 
operated  spark  producing  devices  shall  not  be 
used  in  bulk  cargo  tanks,  fuel  oil  tanks,  cargo 
pumprooms,  or  enclosed  spaces  inniiediately  above 
or  adjacent  to  bulk  cargo  tanks  unless  all  the  fol- 
lowing conditions  are  met : 

(1)  The  compartment  itself  is  gas-free; 

(2)  The  compartments  adjacent  and  the  com- 
partments diagonally  adjacent  are  either  (i)  gas- 
free,  (ii)  inerted,  (iii)  filled  with  water,  (iv)  con- 
tain Grade  E  liquid  and  are  closed  and  secured, 
or  (v)  are  spaces  in  which  flammable  vapors 
and  gases  normally  are  not  expected  to  accumu- 
late; and, 

(3)  All  other  compartments  of  the  vessel  in 
which  flammable  vapors  and  gases  may  nor- 
mally be  expected  to  accumulate  are  closed  and 
secured. 

(b)  This  section  does  not  pi'ohibit  the  use  of 
small  hand  tools  in  such  locations. 

35.30-40  Flammable  liquid  and  gas  fuels  as 
ship's  stores — TB/ALL.  (a)  Flammable  liquids 
and  gases  to  be  used  as  fuels  for  industrial  trucks, 
lifeboats  and  other  approved  equipment  shall  be 
marked,  labeled  and  stowed  as  follows : 

(1)  They  shall  be  stowed  in  ICC  specification 
containers,  A.S.M.E.  containers,  or  portable  safety 
containers  having  the  approval  of  a  recognized 
testing  laboratory,  which  containers  are  author- 
ized for  the  contents. 

(2)  Containers  shall  be  marked  with  the  name 
of  contents  and  shall  be  labeled  in  accordance  with 
ICC  requii-ements  as  follows: 

(i_)    Flanmiable  liquids — "Red  Label";  or, 
fii)   Flammable  gases — "Red  Gas  label". 

(3)  Containers  shall  be  stowed  on  or  above  the 
weather  deck  in  locations  designated  by  the 
master.  ICC  specification  containei-s,  A.S.M.E. 
containers,  or  portal)le  safety  containers  having 
the  approval  of  a  recognized  testing  laboiatoi-y 
may  be  stowed  below  the  weathei-  deck  in  a  paint 
or  lamp  locker  jjrovided  suc.l)  containers  do  not 
exceed  ."»  •rallons  fapacity  each. 

(b)  Diesel  fuel  shall  be  stowed  in  locations  des- 
ignated l)v  the  master. 

.35.30-45  Motion  picture  film— TB/ALL. 
(a)  Only  ar-etale  oi-  slow -Imrniiig  liliii  may  he 
us<^(l.    Xitroceilul(»se  film  is  specifically  prohibited. 

.Sini'AFtT  .3.')..3.';— CARGO  HANDLING 

3.5JJ5-1  Men  on  duty— TB/ALL.  (a)  A 
.sufficieiil  number  of  the  crew  shall  he  on  <hity  to 
perform  eurgo  transfer  o|)eratioiis. 

(b)  In  the  cji.se,  of  umnaiiiied  barges,  the  own- 
ers, masters  or  jx-rsons  in  charge  of  siidi  haiges 
Hliall  insure  that  a  person  hohling  a  valid  license 
JIH  ina.sfer,  mate,  pilot,  or  engineer,  or  a  cert  ideated 
tnnkenrian  is  on  <liity  to  perform  transfer  o[)era- 
tions,  which  liceiise<l  persfjn  or  cerlifi<'ale<l  lankei- 
rnan  shall  be  c(»tisidered  as  the  person  in  charge  of 


the  unmanned  tank  barge.  "Wliere  the  bulk  liquid 
cargo  to  be  transferred  is  covered  by  the  require- 
ments of  Section  35.01-55,  the  Officer  in  Charge, 
Marine  Inspection,  shall  be  furnished  satisfactory 
documentary  evidence  that  such  person  is  trained 
in,  and  capable  of  performing  competentl}-,  the 
necessary  operations  which  relate  to  the  transfer 
of  such  cargo. 

35.35-5  Electric  bonding— TB/ALL.  A  tank 
vessel  may  be  electrically  connected  to  the  shore 
piping,  through  which  the  cargo  is  to  be  trans- 
ferred, prior  to  the  connecting  of  a  cargo  hose. 
This  electrical  connection,  if  made,  shall  be  main- 
tained until  after  the  cargo  hose  has  been  discon- 
nected and  any  spillage  has  been  removed. 

35.35-10  Closing  of  scuppers  and  sea 
valves — TB/ALL.  Deck  officer  in  charge  shall 
see  that  all  scuppers  are  properly  plugged  during 
transfer  operations  except  on  tank  vessels  using 
water  for  deck  cooling.  Sea  valves  shall  be 
closed  and  lashed,  or  sealed  to  indicate  that  they 
should  not  be  open  during  all  cargo  loading  oper- 
ations. Under  no  circumstances  shall  such  valves 
be  secured  by  locks. 

35.35-15  Connecting  for  cargo  transfer — 
TB/ALL.  (a)  Movement  of  the  vessel  shall  be 
considered  when  making  the  cargo  connections  to 
insure  safe  cargo  transfer.  Suitable  material 
shall  be  used  in  joints  and  in  couplings  when  mak- 
ing connections  to  insure  that  they  are  tight. 
Under  no  cii'cumstances  shall  less  than  three  bolts 
be  used  in  a  bolted  flanged  coupling. 

(b)  When  cargo  connections  are  supported  by 
ship's  tackle,  the  senior  deck  officer  on  duty  shall 
determine  the  weights  involved  in  order  to  insure 
that  sufficient  tackles  are  used. 

(c)  Pans  or  buckets  sliall  be  placed  under  cargo 
hose  connections  on  the  tank  vessel. 

35.3.5-20  Inspection  prior  to  transfer  of 
cargo — TB/ALL.  Prior  to  the  transfer  of  cargo, 
the  senior  deck  officer  on  duty,  who  shall  be  a 
licensed  officer  or  certificated  tankerman,  shall  in- 
spect the  vessel  to  assure  himself  that  the  follow- 
ing conditions  exist: 

(a)  War'iiings  are  displayed  as  requii'ed. 

(b)  No  ivpair-  work  in  way  of  cai-go  sjKices  is 
being  carried  on  without  his  i)ennission.  , 

(c)  Cargo  connections  have  been  made  as  de-       I 
scr-ibed  in  Section  .'^5.35-15  and  cargo  valves  ai'e 
set. 

(d)  All  car'go  connections  foi'  the  loading  of 
CJr-ades  A,  H,  and  C  cargoes  have  been  made  to 
the  vessel's  pipelines  and  not  through  open  end 
hose  in  rr  hatch. 

(e)  In  loading  Gr'ades  A,  H,  and  (-  car'goes, 
Iher-e  arc  no  (ir'es  or-  operr  (lames  pr'csent  orr  the, 
deck,  (M'  irr  arry  corrrprri'trrreirl  which  is  located  orr, 
facing,  open,  arrd  adjacerrt  to  thai  pari  of  the  deck 
on  which  cargo  connections  have  been   made. 
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(f )  The  shore  terminal  or  the  other  tank  vessel 
concerned  has  reported  itself  in  readiness  for 
transfer  of  cargo. 

(g)  All  sea  valves  connected  to  the  cargo  piping 
system  are  closed. 

(h)  In  loading  Grades  A,  B,  and  C  cargoes,  that 
an  inspection  has  been  made  to  determine  whether 
boiler  tires  can  be  maintained  with  reasonable 
safety. 

(i)  In  loading  Grades  A,  B,  and  C  cargoes,  that 
an  inspection  has  been  made  to  determine  whether 
galley  fires  can  be  maintained  with  reasonable 
safety. 

(j)  In  loading  Grades  A,  B,  and  C  cargoes,  that 
an  inspection  has  been  made  to  determine  whether 
smoking  may  be  permitted  Avith  reasonable  safety. 

(k)  On  tankships  the  construction  or  conver- 
sion of  which  is  started  on  or  after  July  1,  1951, 
which  are  to  load  or  discharge  Grade  A  cargo,  all 
openings  in  the  top  of  the  tanks,  except  the  branch 
vent  lines  and  covers  to  ullage  hole  sounding 
pipes,  are  tightly  closed.  (See  Sections  32.20-20 
and  32.55-20  of  this  subchapter.) 

(1)  On  tankships  the  construction  or  conver- 
sion of  which  is  started  on  or  after  July  1,  1951, 
which  are  to  load  or  discharge  Grade  A  cargo,  the 
method  for  determining  the  liquid  level  in  the  tank 
without  opening  ullage  holes,  cargo  hatches  or 
Butterworth  plates  is  in  proper  order.  (See  Sec- 
tion 32.20-20  of  this  subchai)ter.) 

35.35-25  Approval  to  start  transfer  of 
cargo — TB/ALL.  A^Hien  the  senior  deck  officer 
on  duty  has  assured  himself  tliat  the  requirements 
of  Sections  35.36-20  and  35.35-30  have  been  met, 
he  may  give  his  approval  to  start  operations. 

35.35-30  "Declaration  of  Inspection"  for 
tankships — T/ALL.  After  completing  the  in- 
spection required  by  Section  35.35-20  and  prior  to 
giving  his  approval  to  start  the  cargo  transfer  op- 
eration, the  master  or  senior  deck  officer  on  duty 
shall  fill  in  the  following  Declaration  of  Inspec- 
tion in  duplicate.  The  original  of  the  Declaration 
of  Inspection  shall  be  kept  aboard  for  the  infor- 
mation of  authorized  persons.  The  duplicate, 
where  required,  shall  be  handed  to  the  terminal 
superintendent  or  his  representative,  who  shall  on 
demand  be  given  the  opportunity  to  satisfy  him- 
self that  the  condition  of  the  vessel  is  as  stated 
in  the  Declaration  of  Inspection. 

DeciiAKAtion  of  Inspection  Prior  to  Bulk  Cargo 
Transfer 

Date 


S Port  of 

I, ,  being  the  master  or  senior  deck 

officer  in  charge  of  the  transfer  of  bulk  flam- 
mable and  combustible  cargo  about  to  be  under- 
taken, do  certify  that  I  have  personally  inspected 
this  vessel  with  reference  to  the  following  require- 
ments set  forth  in  Section  35.35-20  and  that  o]:)]:)o- 


site  each  of  them  I  have  indicated  that  the  regu- 
lations have  been  complied  with. 

(1)  Are  warnings  displayed  as  required? 

(2)  Is  there  any  repair  work  in  way  of  cargo 
s))aces  being  carried  on  for  which  permission  has 
not  been  given? 

(3)  Have  cargo  connections  been  properly 
made  and  are  cargo  valves  properly  set? 

(4)  Have  all  cargo  connections  for  loading 
Grades  A,  B,  and  C  cargoes  been  made  to  vessel's 
pipelines? 

(5)  Ai'e  there  any  fires  or  open  flames  present 
on  the  deck  or  in  any  compartment  which  is  lo- 
cated on,  facing,  open  and  adjacent  to  the  main 
deck  of  the  vessel  on  which  the  cargo  connections 
have  been  made? 

(6)  Has  the  shore  terminal  or  other  tank  vessel 
concerned  reported  itself  in  readiness  for  transfer 
of  cargo  ^ 

(7)  Are  sea  valves  connected  to  the  cargo  sys- 
tem closed  ? 

(8)  If  Grades  A,  B,  and  C  cargoes  are  to  be 
loaded  and  boiler  fires  are  lighted,  has  an  inspec- 
tion been  made  to  determine  that  they  may  be 
operated  with  reasonable  safety  ? 

(9)  If  Grades  A,  B,  and  C  cargoes  are  to  be 
loaded  and  galley  fires  are  lighted,  has  an  inspec- 
tion been  made  to  determine  tluxt  they  may  be  op- 
erated with  reasonable  safety? 

(10)  If  Grades  A,  B,  and  C  cargoes  are  to  be 
loaded,  has  an  inspection  been  made  to  determine 
whether  smoking  is  to  be  permitted  ? 

(11)  If  smoking  is  to  be  permitted,  have  spaces 
been  designated  for  this  purpose  ? 

35.35-35  Duties  of  senior  deck  officer  during 
transfer  operations — TB/ALL.  The  senior  deck 
officer  on  duty  shall  control  the  operations  as  fol- 
lows : 

(a)  Supervise  the  operations  of  cargo  system 
valves. 

(b)  Start  transfer  of  cargo  slowly. 

(c)  Observe  cargo  connections  for  leakage. 

(d)  Observe  operating  pressure  on  cargo  sys- 
tem. 

(e)  Observe  rate  of  loading  for  the  purpose  of 
avoiding  overflow  of  tanks. 

35.35-2l0  Conditions  under  which  transfer 
operations  shall  not  be  commenced  or  if  started 
shall  be  discontinued — TB/ALL.  Cargo  trans- 
fer operations  shall  not  be  started  or,  if  started, 
shall  be  discontinued  under  the  following  condi- 
tions: 

(a)  During  severe  electrical  storms. 

(b)  If  a  fire  occurs  on  the  wharf  or  on  the 
tanker  or  in  the  vicinity. 

35.35-42  Restrictions  on  vessel  coming 
alongside  a  tank  vessel  while  loading  Grade  A, 
B,  or  C  cargo— TB/ALL.  (a)  No  vessel  shall 
come  alongside  or  remain  alongside  a  tank  vessel 
in  way  of  its  cargo  tanks  while  it  is  loading  Grade 
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A,  B  or  C  cargo  without  havino-  (lie  permission 
of  the  officer-in-charge  of  the  vessel  which  is 
loading. 

(b)  Xo  vessel  shall  come  alongside  or  remain 
alongside  a  tank  vessel  in  way  of  its  cargo  tanks 
while  it  is  loading  Grade  A,  B  or  C  cargo  unless 
the  conditions  then  prevailing  are  nnitually  ac- 
ceptable to  the  officers-in-charge  of  cargo  handling 
on  both  vessels. 

35.-3.5-45  Auxiliary  steam,  air,  or  electric 
current — B/ALL.  When  discharging  cargo 
from  one  or  more  barges,  the  towing  vessel  may 
furnish  steam,  air,  or  electric  current  for  pumps 
on  barges  or  dock,  but  in  no  case  shall  the  cargo 
pass  through  or  over  the  towing  vessel. 

35.35-50  Termination  of  transfer  opera- 
tions— TB/ALL.  (a)  When  transfer  operations 
are  completed  tlie  valves  on  cargo  connections  on 
the  vessel  shall  be  closed.  The  cargo  connections 
shall  be  drained  of  cargo. 

35.35-55  Transfer  of  other  cargo  or  stores 
on  tank  vessels — TB/ALL.  (a)  Packaged  goods, 
freight,  and  ships'  stores  shall  not  be  loaded  or  dis- 
charged during  the  loading  of  Grade  A,  B,  or  C 
l^roducts  except  by  permission  of  the  senior  deck 
officer  on  duty.  Explosives  as  cargo  shall  not  be 
loaded  or  carried  on  any  tank  vessel  containing 
Grade  A,  B,  or  C  cargo. 

( b )  Wliere  package  and  general  cargo  is  carried 
directly  over  bulk  cargo  tanks,  it  shall  be  properly 
dunnaged  to  prevent  chafing  of  metal  jxirts  and 
securely  lashed  or  stowed. 

.35.35-60  Transportation  of  other  cargo  or 
stores  on  tank  barges — B/ALL.  (a)  Tank 
bai'ges  may  be  ])ei-niitted  to  transport  deck  cargoes 
directly  over  bulk  cargo  spaces  when  the  nature  of 
such  deck  cargoes  and  the  methods  of  loading  and 
unloading  same  do  not  create  an  undue  hazard. 
Such  tank  barges  shall  have  their  decks  properly 
dumiaged  to  pi-eveut  cliafing  between  the  steel 
pai-ts  of  the  vessel  and  the  deck  cargo. 

35.3.5-70  Maintenance  of  cargo  handling 
equipment — TB/ALL.  The  cargo  handling 
equipment  shall  be  maintained  by  the  tatik  vessel's 
pei'sonnel  in  accoi'daiice  with  the  I'egiilat ions  in 
this  siibcliapter,  including  the  following: 

(a)  Cargo  hose  shall  not  be  used  in  transfer 
oi)erations  in  which  the  pressures  are  such  that 
leakage  of  cargo  occurs  tlii-oiigh  (he  body  of  (he 
hose. 

(b)  Cargo  pump  relief  valves  shall  be  les(ed  at 
least  once  each  year  to  determine  that  (hey  func- 
tion safisfactoiily  at  the  pressure  at  which  they 
are  soi  to  f)p('n. 

(c)  Cargo  pump  pressure  gage  shall  be  (cslcd  at 
leaHf  once  a  year  foi-  accuracy. 

(<1)  The  cargo  discharge  piping  of  nil  (anK-  ves- 
sels HJiail  be  tested  at  least  once  eacli  ycai'  lor 
tightness,  at  the  maxinnnu   wrji-king  pressure. 


35.3.5-75  Emergencies — TB/ALL.  In  case  of 
emergencies  nothing  in  the  regulations  in  this  sub- 
chapter shall  be  construed  as  preventing  the  senioi- 
officer  present  from  pursuing  the  most  effective 
action  in  his  judgment  for  rectifying  the  condi- 
tions causing  the  emergency. 

SUBPART  35.40— MARKING  OF  FIRE  AND 
EMERGENCY  EQUIPMENT 

35.40-1      General    alarm    contact    maker — 

TB/ALL.  Each  general  alarm  bell  contact 
maker  located  as  required  in  Paragraph  32.25-1 
(b)  shall  be  marked  with  lettering  on  a  corrosion- 
resistant  plate,  or  with  a  sign  in  red  letters  on  a 
suitable  backgTound  with   the   words   "(ikxerai, 

ALARM." 

35.40-5    General     alarm     bells  — TB/ALL. 

General  alarm  bells  shall  be  marked  in  not  less 
than  1/,-inch  red  letters:  "GENERAL  ALARM- 
WHEN  BELL  RINGS  GO  TO  YOUR  STA- 
TION." 

35.40-6  Emergency  lights— TB/ALL.  (a) 
All  emergency  lights  shall  be  marked  with  a  letter 
"E"  at  least  Yo  inch  high. 

35.40-7  Carbon  dioxide  alarm— T/ALL. 
Adjacent  to  all  carbon  dioxide  fire  extinguishing 
alarms  installed  after  November  ID,  1952.  there 
shall  be  conspicuously  marked :  "WHEN  ALARINI 
SOUNDS  VACATE  AT  ONCE.  CARBON 
DIOXIDE  BEING  RELEASED." 

35.40-10  Steam,  foam,  or  CO.  fire  smother- 
ing apparatus — TB/ALL.  Steam,  foam  or  COo 
five  smothering  ap]iaratus  shall  be  marked 
"STEAM  FIRE  APPARATUS"  or  "FOAM 
FIRE  APPARATUS '  or  "CO-,  FIRE  APPA- 
RATUS," as  appropriate,  in  not  less  than  2-inch 
red  letters.  The  valves  of  all  branch  ])ipes  leading 
to  the  several  compartments  shall  be  distinctly 
marked  to  indicate  the  compartments  or  parts  of 
the  vessel  to  which  they  lead. 

,35.40-15  Firehose"  stations— TB/ALL.  At 
each  firehose  valve  there  shall  be  marked  in  not 
less  than  2-inch  red  letters  and  figures:  "FIRE 
STATION  1,"  2,  3,  etc. 

.35.40-17  Foam  hose/monitor  stations— 
T/ALL.  (a)  At  each  required  foam  hose/nion- 
i(or  valve  there  shall  be  marked  in  iu)t  less  than 
2-inch  red  letters  and  figures:  "FOAM  STATION 
1,"  2,  3,  etc. 

.35.40-18  Water  spray  systems— TB/ALL. 
(a)  Water  si)ray  system  apparatus  shall  be 
mai-ked:  "wA'ri'.H  simjav  svstkm,"  as  ap[)r()priale, 
in  not  less  (han  Li-iiich  re<l  letters. 

(b)  Theconlrol  valve, and  ilscond-ol  if  located 
remo(ely,  shall  be  distinctly  mai-ked  to  indicate 
t  he  compnit  inenl  pi'otected. 

35.10-20  Emergency  equipment — TB/ALL. 
Lockers  or  spaces  where  emergency  e(|ni|inieiit  is 
stowed  shall  be  marked:  "i;MKif(ii;.\('v  I';(,>uii-aii;nt" 
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or  "FRESH  AIR  BREATHING  APPARATUS"  as  appro- 
priate. 
35.40-25    Fire    extinguishers  —  T  B  /  A  L  L. 

Each  fire  extinguisher  shall  be  marked  with  a 
miinber  and  the  location  where  stowed  shall  be 
marked  in  corresponding  numbers  in  at  least  y^ 
inch  figures. 

35.40-30  Instructions  for  changing  steering 
gear — TB/ALL.  Instructions  in  at  least  1/2  inch 
letters  and  figui-es  shall  be  posted  in  the  steei-ing 
enginei'oom.  relating  in  order,  the  different  steps 
to  be  taken  in  changing  to  the  emergency  steering 
gear.  Each  clutch,  gear  wheel,  lever,  valve  or 
switch  which  is  used  during  the  changeover  shall 
be  numbered  or  lettered  on  a  brass  plate  or  painted 
so  that  the  markings  can  be  recognized  at  a  reason- 
able distance.  The  instructions  shall  indicate  each 
clutch  or  pin  to  be  "in"'  or  "out""  and  each  valve  or 
switch  which  is  to  be  "opened"'  or  "closed"'  in  shift- 
ing to  any  means  of  steering  for  which  the  vessel 
is  equipped.  Instructions  shall  be  included  to  line 
up  all  steering  wheels  and  rudder  amidship  before 
changing  gears. 

35.40-35  Rudder  orders— TB/ALL.  At  all 
steering  stations,  there  shall  be  installed  a  suitable 
notice  on  the  wheel  or  device  or  in  such  other 
position  as  to  be  directly  in  the  helmsman's  line 
of  vision,  to  indicate  the  direction  in  which  the 
wheel  or  device  must  be  turned  for  "right  rudder"' 
or  "left  rudder." 

35.40-40  Vessel's  name  on  equipment — TB/ 
ALL.  (a)  The  equipment  of  all  tank  vessels, 
such  as  firehose,  fire  axes,  lifeboats,  liferafts,  life 
preservers  and  buoyant  apparatus,  shall  be 
painted  or  branded  with  the  name  of  the  vessel 
upon  which  they  are  used,  except  that  inflatable 
liferafts  shall  be  marked  in  accordance  with  Sec- 
tion 33.25-10. 

(b)  For  vessels  on  an  international  voyage,  in 
addition  to  other  markings  required,  the  port  of 
registry  of  the  vessel  shall  be  marked  on  all  life- 
boats, rigid  liferafts,  buoyant  apparatus,  and  ring 
life  buoys.  On  lifeboats,  the  name  of  the  vessel 
and  the  port  of  registry  shall  be  marked  on  each 
side  of  the  bow. 

SUBPART  35.70— POWER-OPERATED  INDUSTRIAL 
TRUCKS 

35.70-1  Application— TB/ALL.  (a)  Power- 
operated  industrial  trucks.  (1)  Power-opeiated 
industrial  trucks  when  carried  on  boaixl  vessels  as 
part  of  the  vessel's  equipment  for  handling  mate- 
rials of  any  kind  shall  be  in  compliance  with  the 
applicable  provisions  of  this  subpart. 

(2)  Power-operated  industrial  trucks  placed 
on  board  vessels  for  handling  materials  of  any 
kind  shall  be  in  compliance  with  the  applicable 
provisions  of  this  subpart  when  such  vessels  are 
within  the  navigable  waters  of  the  United  States, 


its  territories  and  possessions  but  not  including  the 
Panama  Canal  Zone. 

(b)  Vessels.  (1)  Vessels  shall  be  in  compliance 
with  the  applicable  provisions  of  this  Subpart 
during  those  periods  of  time  when  power-operated 
industrial  trucks  are  on  board  as  a  part  of  the  ves- 
seFs  equipment  or  when  such  trucks  are  placed  on 
board  for  handling  materials  of  any  kind. 

Note:  As  set  forth  in  paragraph  30.01-5(6), 
the  regulations  in  this  subpart  are  also  applicable 
to  foreign  flag  tank  vessels. 

35.70-3  Alternates— TB/ALL.  (a)  In  cases 
of  undue  hardship  resulting  from  unavoidable  de- 
lays in  bringing  existing  power-operated  indus- 
trial trucks  into  compliance  with  the  applicable 
provisions  of  this  subpart,  the  (^ommandant  may 
permit  the  use  of  alternate  equipment,  apparatus, 
or  arrangement  for  such  period  of  time,  and  to 
such  extent,  and  ujdou  such  conditions  as  will  as- 
sure, to  the  Commandant's  satisfaction,  a  degree 
of  safety  consistent  with  the  minimum  standards 
as  set  forth  in  this  subpart. 

(b)  The  methods  and  procedures  adopted  in 
connection  with  the  modification  of  existing  equip- 
ment to  meet  required  laboratory  designations  will 
be  taken  into  consideration  in  granting  permission 
to  use  alternate  arrangements  for  a  limited  period 
of  time. 

35.70-5  Definitions  of  terms  used  in  sub- 
part— TB/ALL.  (a)  Power-operated  industrial 
trucks  are  considered  to  be  tractors,  lift  trucks 
and  other  si:)ecialized  industrial  trucks  used  for 
material  handling  on  board  a  vessel. 

(b)  For  the  pur25oses  of  the  regulations  in  this 
subpart,  the  words  "flammable"  and  "inflam- 
mable"' are  interchangeable  or  synonymous  terms. 

35.70-7  Approved  power-operated  industrial 
trucks — TB/ALL.  (a)  Where  approved  power- 
operated  industrial  trucks  are  required  by  the 
regulations  in  this  subchapter,  such  approved 
trucks  shall  have  a  specific  designation  of  a  rec- 
ognized testing  laboratory  excej^t  in  case  of  trucks 
powered  by  compressed  air.  The  following  lab- 
oratories are  recognized  for  the  specific  type  desig- 
nations listed : 

(1)  Underwriters'  Laboratories,  Inc.  (Mailing 
address,  P.O.  Box  247,  Northbrook,  Illinois,  00062) 
for  trucks  having  recognized  testing  laboratory 
type  designations  E,  EE,  EX,  G,  GS,  LP,  LPS, 

D,  and  DS. 

(2)  Factory  Mutual  Laboratories,  Engineering 
Division,  1115  Boston-Providence  Turnpike,  Nor- 
wood, Massachusetts,  02062,  for  trucks  having 
recognized  testing  laboratory  type   designations 

E,  EE,  EX,  G,  GS,  LP,  LPS,  D,  and  DS. 

(b)  Trucks  powered  by  compressed  air  which 
is  received  through  a  flexible  hose  from  a  fixed 
source  and  having  the  air  supply  hose  of  the 
grounded  type  shall  be  considered  of  the  approved 
type  for  purposes  of  this  subpart. 
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(c)  Description  of  recognized  testing  labora- 
tory type  designations  are  as  follows: 

(1)  The  "E"  designated  units  are  electrically 
powered  units  that  have  minimum  acceptable  safe- 
guards against  inherent  fire  liazards. 

{•2)  The ''EE"  designated  units  are  electrically 
powered  units  that  liave,  in  addition  to  all  of  the 
requirements  for  the  "E"'  units,  the  electric  motors 
and  all  other  electrical  equipment  completely  en- 
closed. In  certain  locations  the  "EE"  unit  may 
be  used  where  the  use  of  an  "E"  unit  may  not  be 
considered  safe. 

(3)  The  "EX"  designated  miits  are  electrically 
powered  units  that  differ  from  the  "E"  and  "EE"' 
units  in  that  the  electrical  fittings  and  equipment 
are  so  designed  constructed  and  assembled  that 
the  units  may  be  used  in  certain  atmospheres  con- 
taining flammable  vapors  or  dusts. 

(4)  The  "G"  designated  units  are  gasoline 
powei'ed  units  having  minimum  acceptable  safe- 
gi;ards  against  inherent  fire  hazards. 

(5)  The  "GS"  designated  units  are  gasoline 
powered  units  that  are  provided  with  additional 
safeguards  to  the  exhaust,  fuel  and  electrical  sys- 
tems. They  may  be  used  in  some  locations  where 
the  use  of  a  "G"'  unit  may  not  be  considered  safe. 

(6)  The  "LP"'  designated  units  are  similar  to 
the  "G"'  units  except  that  they  are  liquefied  petro- 
leum gas  engine  powered  instead  of  gasoline 
powered. 

(7)  The  "LPS"  designated  units  are  imits  sim- 
ilar to  the  "GS"'  units  except  that  liquefied  petro- 
leum gas  is  used  for  fuel  instead  of  gasoline. 

(8)  The  "D""  designated  units  are  units  similar 
to  tlie  "(t"'  units  except  tliat  they  are  diesel  engine 
powered  instead  of  gasoline  engine  powered. 

{'.))  The  "])S"'  designated  units  are  diesel 
powered  units  that  are  provided  with  additional 
safeguards  to  the  exliaust,  fuel  and  electrical  sys- 
tems. They  may  be  u.sed  in  some  locations  where 
a  "D"  unit  may  not  be  considered  safe. 

(d)  III  addition  to  the  construction  and  design 
safety  features  ie(|iiire(l  in  order  to  ol)tain  a  rec- 
ognized laboratory  type  designation,  approved 
power-operated  iiidiistrial  (ruckssliall  liiiveat  least 
the  following  inininiinn  safely  I'eatiires  wlieie 
applicable. 

(\)  Power-operated  industrial  trucks  .shall  be 
cqnijjped  with  a  warning  horn,  whistle,  or  gong, 
or  oilier  dexifc  llial  can  be  heard  clearly  above 
the  normal  shii)boar(l  noises. 

(2)  AN'lieicv cr  power-opeialed  indnslrial  Irnck 
operation  exposes  I  lie  operator  lo  danger  from 
falling  objcfls,  I  lie  truck  shall  he  e(|ui|)|)ed  with  a 
(Irivei'h  oveihead  iruard.  ^^'h(•l•(•  oyerall  height 
of  I  he  truck  willi  huks  in  the  lowered  position  is 
rniiitefj  by  head  room  conditions  I  he  overhead 
guard  may  be  omitted. 

Smy.:  TIiIm  ovcrhitit]  Kimnl  1h  only  liilcndr-d  lo  ofTer 
Iirotcfllon  from  the  impiirf  <if  himiiII  |»ii(kiiK«'H,  boxt-H, 
linKK'-'l  nintiTlal,  fir-.,  rcpn-Hciitfillvc  of  the  Jolt  (ippllcii- 


tion.  It  is  impractif-al  to  build  a  guard  of  sufficient 
strength  to  withstand  the  impact  of  a  capacity  load  since 
such  a  guard  would  constitute  a  safety  hazard  because 
its  structure  would  be  so  large  that  it  might  interfere 
with  good  visibility  and  would  weigh  so  much  that  it 
might  make  the  truck  topheavy  and  unstable. 

(3)  Power-operated  fork  lift  trucks  which  han- 
dle small  objects  or  unstable  loads  shall  be 
equipped  with  a  vertical  load  back  rest  or  rack 
which  shall  liave  height,  width  and  strength  .suffi- 
cient to  prevent  the  load,  or  part  of  it,  from  fall- 
ing toward  tlie  mast  when  the  mast  is  in  a  position 
of  maximum  backward  tilt. 

(4)  The  forks  on  power-operated  fork  lift 
trucks  shall  be  secured  to  the  carriage  so  that  un- 
intentional lifting  of  the  toe  shall  not  occur  on 
such  application  where  this  lifting  may  create  a 
hazard.  The  factor  of  safety  of  forks  slmll  be  at 
least  3  to  1,  based  on  the  elastic  limit  of  the 
material. 

(5)  Fork  extensions  or  other  attachments  shall 
be  suitably  secured  to  prevent  unintentional  lift- 
ing or  displacement  on  primary  forks. 

(6)  All  exposed  wheels  shall  be  provided  with 
guards  to  prevent  the  wheels  from  throwing  par- 
ticles at  the  operator. 

(7)  Unless  the  steering  mechanism  is  of  a  type 
that  prevents  road  reactions  from  causing  the 
steering  handwheel  to  spin,  the  steering  knob,  if 
used,  shall  be  of  a  mushroom  type  to  engage  the 
palm  of  the  operator's  hand,  or  shall  be  arranged 
in  some  other  manner  to  prevent  injury.  The  knob 
shall  be  mounted  within  the  perimeter  of  the 
wheel. 

(8)  All  steering  controls  sliall  be  confined  with- 
in the  clearances  of  the  truck,  or  so  guarded  that 
movement  of  the  controls  sliall  not  i-esult  in  in- 
jury to  tlie  operator  when  passing  obstructions, 
stanchions,  etc. 

35.70-10  Permissible  areas  of  use— TB/ALL. 
(a)  When  the  area  on  deck  or  in  the  hold  in  wliich 
power-operated  industrial  trucks  are  to  be  used  has 
no  bulk  cargo  vapors  when  tested  hut  is  an  area  in 
wiiich  such  vapors  could  accumulate,  these  trucks 
may  be  used  subject  to  the  following  conditions: 

(1)  Trucks  used  shall  be  suitable  for  type  of 
cargo  to  be  liaiidled  in  accordance  with  Section 
35.70-15. 

(2)  Trucks  used  shall  be  suitable  for  areas  in 
which  vapors  could  accuimdate  in  accordance  with 
Table  35.70-in(a). 
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(b)  "Wlien  a  vessel  is  gas  free,  anj^  approved 
truck  can  be  used  in  any  space  except  for  restric- 
tions as  to  types  of  cargo  handled  as  specified  in 
Section  05.70-15. 

35.70-15  Types  of  cargo  permitted  to  be  han- 
dled by  trucks — TB/ALL.  (a)  Power-operated 
industrial  trucics  used  for  handling  of  packaged 
petroleum  products  shall  be  in  accordance  with 
Table  35.70-15 (a). 


Table 

35.70-1 
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(b)  "Where  dry  cargo  other  than  packaged  pe- 
troleum products  is  to  be  handled  by  power-op- 
erated industrial  trucks  on  board  a  tank  vessel, 
types  of  trucks  used  shall  be  in  accordance  with 
Section  97.70-10  of  Subchapter  I  (Rules  and  Reg- 
ulations for  Cargo  and  Miscellaneous  Vessels)  of 
this  Chapter,  except  that  all  trucks  shall  be 
approved. 

(c)  The  use  of  power-operated  industrial  trucks 
may  be  further  restricted  due  to  bulk  cargo  and/or 
vapors  as  set  forth  in  Table  35.70-10(a). 

35.70-20  Special  operating  conditions— TB/ 
ALL.  (a)  Permission  shall  be  obtained  from  the 
senior  deck  officer  on  board  before  placing  power- 
operated  industrial  trucks  in  operation  on  a  tank 
vessel. 

(b)  The  senior  deck  officer  shall  ascertain  by 
portable  carbon  monoxide  and  explosive  vapor 
meters,  if  necessary,  that  no  hazardous  gas  con- 
centrations exist  before  granting  permission  to 
operate  power  trucks. 

(c)  When  power-operated  industrial  tx'ucks  are 
in  use  on  board  vessels  subject  to  the  regulations 
in  this  subchaptei-,  they  shall  be  in  a  safe  operating 
condition. 

(d)  Spaces  exposed  to  carbon  monoxide  or 
other  hazardous  vapors  fi'om  the  exhausts  of 
power-operated  industrial  trucks  shall  have  ade- 
quate ventilation.  The  concentration  of  carbon 
monoxide  shall  be  kept  below  100  parts  per  million 
in  the  holds  and  intermediate  decks  v,here  persons 
are  working.  When  necessary,  portable  blowers 
of  adequate  size  and  location  shall  be  utilized. 

(e)  The  parts  and/or  equipment  of  any  power- 
operated  industrial  truck  requiring  replacement 
shall  be  replaced  only  by  parts  and/or  equipment 
equivalent  in  safety  when  installed  with  those  used 
in  the  original  design. 


(f )  Any  truck  that  emits  sparks  or  flames  from 
the  exliaust  system  shall  immediately  be  removed 
from  service,  and  not  again  returned  to  service 
until  the  cause  for  the  emission  of  such  sparks  or 
flames  has  been  eliminated. 

(g)  When  the  temperature  of  any  part  of  the 
truck  is  found  to  be  in  excess  of  a  safe  operating 
temperature,  the  truck  shall  be  removed  from 
service  until  such  overheating  has  been  corrected. 

(h)  Operation  of  trucks  shall  be  halted  im- 
mediately and  the  engines  or  motors  secured, 
whenever  an  emergency  condition  arises  aboard 
the  vessel. 

(i)  Operation  of  trucks  shall  be  halted  im- 
mediately and  the  engines  or  motors  secured  in 
the  event  of  breakage  or  leakage  of  containers 
used  for  the  carriage  of  flammable  liquids,  flam- 
mable solids  or  oxidizing  materials. 

(j)  The  rated  capacity  of  a  truck  shall  at  all 
times  be  posted  on  the  truck  in  a  conspicuous  place 
and  such  capacity  shall  not  be  exceeded. 

(k)  At  least  one  approved  2-pound  dry  chemi- 
cal hand  portable  fire  extinguisher,  or  its  approved 
equivalent,  shall  be  affixed  to  the  truck  in  a  readily 
accessible  position  or  kept  in  close  proximity  avail- 
able for  immediate  use. 

(1)  Vessel's  firefighting  equipment,  both  fixed 
(where  installed)  and  portable,  in  vicinity  of  space 
being  worked  shall  be  kept  ready  for  immediate 
use. 

35.70-25  Refueling— TB/ALL.  (a)  When 
permitted.  Power-opei*ated  industrial  trucks  are 
not  permitted  to  be  refueled  in  the  hold  of  a  vessel 
or  on  the  weather  deck  except  under  the  following 
conditions : 

(1)  Trucks  using  gasoline  as  fuel  may  be  re- 
fueled in  the  hold  or  on  the  weather  deck  of  a 
vessel  only  when  such  i-efueling  is  done  with  an 
acceptable  portable  non-spilling  fuel  handling  sys- 
tem of  not  over  5  gallons  capacity.  Transfer  of 
gasoline  to  these  portable  non-spilling  fuel  lian- 
ctling  devices  is  not  permitted  on  board  the  vessel. 

(2)  Power-operated  industrial  trucks  using 
liquefied  petroleum  gas  as  fuel  may  be  refueled  in 
the  hold  or  on  the  weather  deck  of  a  vessel  only 
when  fitted  with  removable  tanks  and  provided  the 
hand-operated  shutoff  valve  of  the  depleted  tank 
is  closed  and  the  engine  is  run  until  it  stalls  from 
lack  of  fuel  before  the  quick  disconnect  fitting  is 
opened.  In  addition,  the  quick  disconnect  fitting 
shall  be  attached  to  the  fuel  tank  before  the  hand- 
operated  shutoff  valve  is  reopened. 

(3)  Power-operated  industrial  trucks  using  die- 
sel  oil  as  fuel  may  be  refueled  on  the  weather  deck 
or  in  the  liold  of  a  vessel  by  means  of  portable 
containers  of  not  over  5-gallon  capacity.  These 
trucks  may  also  be  refueled  on  the  weather  deck 
of  a  vessel  or  portable  containers  refilled  from  a 
larger  container  provided  a  suitable  pump  is  used 
for  the  transfer  operation  and  a  drip  pan  of  ade- 
quate size  is  supplied. 
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(b)  General  requirements.  The  following 
conditions  must  be  met  when  refueling  power- 
operated  industrial  trucks  in  the  hold  of  a  vessel 
or  on  the  weather  deck  under  the  circumstances 
listed  in  paragraph  (a)  of  this  section  : 

(1)  Eefueling  shall  be  under  the  direct  super- 
A'ision  of  an  experienced  and  responsible  person 
specifically  designated  for  such  job  by  the  person 
in  charge  of  the  loading  or  unloading  of  the 
vessel. 

(2)  No  refueling  shall  be  undertaken  with  less 
than  2  persons  specifically  assigned  and  present 
for  the  complete  operation,  at  least  one  of  whom 
shall  be  experienced  in  using  the  portable  fire  ex- 
tinguishers required  in  tlie  fueling  area. 

(3)  At  least  one  approved  4-pound  dry  chemical 
hand  portable  fire  extinguisher,  or  its  approved 
equivalent  shall  be  provided  at  the  scene  of  the 
fueling  area.  This  is  in  addition  to  the  portable 
extinguisher  affixed  to  the  truck  in  accordance  with 
paragraph  35.70-20 (k). 

(4)  The  location  for  refueling  trucks  shall  be 
designated  by  the  master  or  senior  deck  officer  on 
board  the  vessel.  "No  Smoking'"  signs  shall  be 
posted  in  the  area  and  smoking  shall  be  prohibited. 

(5)  The  location  designated  for  refueling  shall 
be  adequatel}^  ventilated  so  as  to  insure  against  ac- 
cumulation of  a  hazardous  concentration  of  va- 
poi's.  The  ventilation  requirements  of  paragraph 
35.70-20  (d)  when  trucks  are  operating  shall  also 
apply  when  trucks  are  being  refueled. 

(6)  Truck  engines  of  all  trucks  in  the  same 
hold  shall  be  stopped  before  any  truck  in  that  hold 
is  refueled  and  before  any  fuel  handling  devices 
or  umnouiited  liquefied  petroleum  gas  cylinders  are 
placed  in  the  hold. 

(7)  All  fuel  handling  devices  and  unmounted 
liquefied  petroleum  gas  containers  shall  be  re- 
moved from  the  hohl  before  any  truck  engine  is 
started  and  the  trucks  again  placed  in  oi)eration. 

35.70-30  Charging  or  replacing  batteries — 
TB/ALL.  (a)  Battery  charging  or  battery  re- 
placement on  electric  powered  trucks  shall  not  be 
acc/)mplished  on  })oar(l  the  vessel  in  locations 
where  vapoi-s  h-om  (iiades  ''A,"  "Ji,"  "C,"  or  "D" 
cargo  could  accumulate. 

(b)  Locations  on  i)oai'd  vessel  for  battery 
charging  or  re[)lacement  shall  be  designated  by 
the  maslei-  of  the  vessel. 

((')  liattery  charging  on  Ijoard  ves.sel  shall  bo 
accomplished  in  accordance  with  the  following 
provisions: 

(1)  The  batteries  shall  l)c  housed  in  a  suilal)l(!, 
venlihiled,  portable  metal  container  with  a  suit- 
able outlet  at  the  top  foi-  connection  of  a  portaljlo 
airhose,  f)r  .shall  be  placed  directly  beneath  a  suit- 
able inetal  hood  with  a  suitable  outlet  at  the  tf)p 
for  connection   of  a    port ;i hie   airlif)se.     The   air- 


hose  shall  be  permanently  connected  to  an  exhaust 
duct  leading  to  the  open  deck  and  terminate  in  a 
gooseneck  or  other  suitable  weather  head.  If 
natural  ventilation  is  not  practicable  or  adequate, 
mechanical  means  of  exhaust  shall  be  employed  in 
conjunction  with  the  duct.  The  air  outlet  on  the 
batteiy  container  shall  be  equipped  with  an  inter- 
lock switch  so  arranged  tliat  the  charging  of  the 
battery  cannot  take  place  unless  the  airhose  is 
properly  connected  to  the  box. 

(2)  If  mechanical  ventilation  is  used,  an  addi- 
tional interlock  shall  be  provided  between  the  fan 
and  the  charging  circuit  so  that  the  fan  must  be 
in  operation  in  order  to  complete  the  charging 
circuit  for  operation.  It  is  preferable  that  this 
interlock  switch  be  of  a  centrifugal  type  driven  by 
the  fan  shaft. 

(3)  The  charging  facilities  may  be  part  of  the 
truck  equipment  or  may  be  separate  from  the 
truck  and  located  inside  or  outside  the  cargo  hold. 
The  supply  or  charging  circuit  (whichever  method 
is  used)  shall  be  comiected  to  the  truck  by  a  i:)orta- 
ble  plug  connection  of  the  break-away  type.  This 
portable  plug  shall  be  so  engaged  with  the  truck 
battery  charging  outlet  that  any  movement  of  the 
truck  away  from  the  charging  station  will  break 
the  coniiection  between  the  plug  and  receptacle 
without  exposing  any  live  parts  to  contact  with  a 
conducting  surface  or  object,  and  without  the  plug 
falling  to  the  deck  where  it  may  become  subject  to 
injury. 

(d)  Suitable  materials  handling  equipment 
shall  be  employed  and  adequate  precautions  taken 
to  avoid  damaging  or  short  circuiting  batteries 
and  to  avoid  spillage  of  electi-olyte. 

(e)  All  unmounted  batteries  shall  be  removed 
from  the  hold  wliei-e  trucks  will  be  operated  be- 
fore such  operation  connnences. 

35.70-35  Stowage  of  trucks  aboard  a  ves- 
sel— TB/ALL.  (a)  Power-operated  industrial 
truclvs  may  be  stowed  in  any  location  aboard  a 
vessel  provided  the  following  conditions  are  met: 

(1)  (jasoline  powered  trucks  shall  have  all  the 
fuel  expended  from  the  system. 

(2)  Liquefied  i)etroleum  gas  powei'ed  ti'ucks 
shall  have  the  fuel  tanks  i'emo\ed  and  all  the  fuel 
expended  from  the  system. 

(b)  Power-()i)ei'ale(l  industrial  trucks  not  meet- 
ing t  he  conditions  set  foi'th  in  pai'agraph  (a)  of 
t  his  sect  ion  shall  be  stowed  on  the  open  deck  excei)t 
for  intervals  such  as  lunch  hours,  between  work 
shifts,  interdock  and  inti-apoi't  movements.  If 
stowed  in  a  fixed  metal  enclosure  located  on  or 
above  the  weather  deck,  such  enclosure  shall  have 
access  from  the  weal  her  deck  only  and  shall  have 
ade(|ua((^  ventilation,  so  ai'ranged  as  to  ivmove 
vapors  from  both  I  he  uppei- and  lower  i)ort  ions  of 
the.  space. 
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PART  36— ELEVATED  TEMPERATURE    CARGOES 


Sec. 

36.01-1 

36.01-5 


Subpart  36.01 — General 

Scope  of  regulations — TB/ALL. 
Certificate  of  inspection— TB/ALL. 

Subpart  36.05 — Cargo  Tanks 


36.05-1     Installation  of  cargo  tanks— TB/ALL. 
36.05-10  Protection  of  personnel— TB/ALL. 

Subpart  36.10 — Piping,  Valves,  Fittings,  and  Accessory 
Equipment 

36.10-1     Cargo  pump  relief  valves— TB/ALL. 

Subpart  36.20 — Vents  and  Ventilation 

36.20-1     Flame  screens— TB/ALL. 

36.20-5     Ventilation  of  pumproom — TB/ALL. 

Subpart  36.30 — Pekiodic  Inspections 

36.30-1     Lagged  tanks— TB/ALL. 

Authority  :  The  provisions  of  this  Part  36  issued  under  R.S. 
440.J.  as  amended,  4417a,  as  amended,  4462,  as  amended,  sec. 
6(b)(1),  SO  Stat.  938;  46  U.S.C.  373,  391a,  416.  49  U.S.C. 
16.").j(b)  ;  49  CFR  1.4(a)(2).  Interpret  or  apply  R.S.  4488,  as 
amended,  see.  3,  68  Stat.  67.5  ;  46  U.S.C.  481.  50  U.S.C.  198  ; 
E.O.  11239,  July  31,  1965,  .30  F.R.  9671,  3  CFR,  1965  Supp. 
Additional  authority  is  cited  in  parentheses  following  the  sec- 
tions affected. 

SUBPART  36.01— GENERAL 

36.01-1   Scope  of  regulations— TB/ALL.    (a) 

The  regulations  in  this  part  contain  requirements 
for  the  transportation  in  bulk  of  materials  con- 
sidei-ecl  to  be  Gra(ie  E  liqui(is  when  shipped  in 
molten  form  at  elevated  temperatures. 

(b)  The  materials  covered  by  this  part  shall 
meet  the  applicable  regulations  of  this  subchapter, 
except  that  materials  having  a  flashpoint  of  300° 
F.  or  above,  shall  be  exempt  from  the  requirements 
prescribed  in  the  following  sections  of  this 
subchapter : 

(1)  Inspection  prior  to  making  repairs — Para- 
graph 3.5.01-1  (b). 

(2)  Watchman  for  a  tank  vessel — Section 
35.05-15. 

(3)  "Warning  sign  at  gangway — Paragraph 
35.30-1  (b). 

(4)  Cargo  tank  hatches,  ullage  holes  and  But- 
terv.-orth  plates — Section  35.30-10. 

(5)  'Men  on  duty — Section  35.35-1. 

(6)  Inspection  prior  to  transfer  of  cargo — 
Section  35.35-20. 

(7)  Approval  to  start  transfer  of  cargo — Sec- 
tion 35.35-25. 

(8)  "Declaration  of  inspection"  for  tank- 
ships — Section  35.35-30. 

(9)  Transpoitation  of  other  cargo  or  stores  on 
tank  barges — Section  35.35-60. 


(c)  The  regulations  governing  the  transporta- 
tion in  the  solid  state  of  materials  referred  to  in 
Paragraph  36.01-1  (a)  are  contained  in  Part  146 
of  Subchapter  N  (Dangerous  Cargoes)  of  this 
chapter. 

36.01-5  Certificate  of  inspection— TB/ALL. 
(a)  Tlie  certificate  of  inspection  shall  be  endorsed 
for  the  carriage  of  elevated  temperature  cargoes 
as  follows:  "Inspected  and  approved  for  the  car- 
riage of  Grade  E  combustible  liquids  when  trans- 
ported in  molten  form  at  elevated  temperatures." 

(R.S.  4421,  as  amended  ;  46  U.S.C.  399) 

SUBPART  36.05— CARGO  TANKS 

36.05-1    Installation    of   cargo    tanks — TB/ 

ALL.  (a)  All  cargo  tanks  carrying  liquids  at 
elevated  temperatures  for  the  purpose  of  maintain- 
ing the  material  in  the  molten  form  shall  be  in- 
stalled with  the  access  openings  located  above  the 
weather  deck. 

36.05-10  Protection  of  personnel— TB/ALL. 
(a)  Decks,  bulkheads,  or  other  structure  shall  be 
insulated  with  an  approved  incombustible  mate- 
rial, or  other  suitable  means  of  protection  shall 
be  employed  where  practicable  and  necessary  for 
the  protection  of  personnel. 

SUBPART  36.10— PIPING,  VALVES,  FITTINGS,  AND 
ACCESSORY  EQUIPMENT 

36.10-1    Cargo  pump  relief  valves— TB/ALL. 

(a)  Cargo  pump  relief  valves  and  pressure  gages 
may  be  omitted,  however  a  suitable  device  shall 
be  fitted  to  stop  the  pumpmg  before  the  designed 
pressure  of  the  piping  is  exceeded. 

SUBPART  36.20— VENTS  AND  VENTILATION 

36.20-1  Flame  screens— TB/ALL.  (a)  Flame 
screens  may  be  omitted  in  the  vent  lines  on  cargo 
tanks. 

36.20-5    Ventilation      of      pumproom — TB/ 

ALL.  (a)  Where  personnel  are  required  to  enter 
pumprooms  located  below  the  weather  deck  under 
normal  circumstances  of  handling  cargo,  such 
pumprooms  shall  be  equipped  with  jjower  ventila- 
tion. 

SUBPART  36.30— PERIODIC  INSPECTIONS 

36.30-1    Lagged    t a n k s— TB/ALL.    (a) 

Lagged  tanks  shall  have  part  of  the  lagging  re- 
moved on  the  lower  portion  of  the  cargo  tanks  as 
directed  by  the  marine  inspector,  at  least  once 
every  eight  years  for  external  examination. 
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PART  37— SPECIAL  CONSTRUCTION,  ARRANGEMENT,  AND  OTHER  PROVISIONS  FOR 

NUCLEAR  VESSELS 


Subpart  37.01 — Application 
Sec. 
37.01-1       General— TB/ALL. 

Subpart  37.05 — Design  and  Construction 

37.0.J-1       Special  requirements — TB/ALL. 
37.05-5       Subdivision    and    stability— TB/ALL. 
37.05-10     Location  of  nuclear  system  components — TB/ 
ALL. 

Subpart  37.10 — Inspection  and  Certification 

37.10-1       Annual  inspection  and  certification  required — 

TB/ALL. 
37.10-.">       Additional  requirements— TB/ALL. 
37.10-15     International  Convention  certification — T/ALL. 

Subpart  37.15 — Other  Special  Provisions 

Srl.'i-l       Radiation— TB/ALL. 

37.15-3       Means   for   preventing  uncontrolled   release  of 

radiation— TB/ALL. 
37.15-5       Atomic    Energy    Commission    safety    require- 

ment.s— TB/ALL. 
37.15-10     Safety  assessment — TB/ALL. 

SuiiPAKT  37.20 — Operations 

37.20-1       Operating  Manual— TB/ALL. 

37.20-5       Special  operating  procedures — TB/ALL. 

ACTHORiTY  :  The  provisions  of  this  Part  .37  issued  under  R.S. 
4405,  as  amended.  4417a,  as  amended,  4462,  as  amended,  sec.  2, 
23  Stat,  lis,  as  amended,  sees.  2,  (i33.  63  Stat.  496,  545,  sec. 
6(b)(1),  SO  Stat.  938;  46  U.S.C.  375,  391a,  416,  2,  14  U.S.C.  2, 
633,  49  U.S.C.  16o5(b)  ;  49  CFR  1.4(a)(2).  R.S.  4417,  as 
amended,  4418,  as  amended,  4433,  as  amended,  4453,  as  amended, 
4472,  as  amended.  41  Stat.  305.  as  amended,  sees.  1,  2,  49  Stat. 
1.544.  1545.  as  amended,  sec.  3,  68  Stat.  675:  46  U.S.C.  391,  392, 
411,  35,  170,  363,  367.  .50  U.S.C.  198  ;  E.O.  112.39,  July  31,  1965,  30 
F.R.  9671,  3  CFR,  1965  Supp. 

SUBPART  37.01— APPLICATION 

37.01-1  General— TB/ALL.  (a)  The  provi- 
sions of  this  part  shall  apply  to  all  installations, 
sj'stems,  and  components  thereof,  utilizing  nuclear 
energy  for  propulsion  or  for  any  other  i)urpose. 
They  shall  include  vessels  han(lling  substantial 
quantities  of  radioactive  materials  other  than 
cargo. 

SUBPART  37.05— DESIGN  AND  CONSTRUCTION 

37.05-1    Special  requirements — TB/ALL.  (a) 

The  features  described  in  this  section  shall  be  pro- 
vided in  nuclear  vessels  regardless  of  length  or 
gross  tonnage. 

(b)  A  temporary  and  final  source  of  emergency 
power,  as  required  for  oceangoing  passenger  ves- 
sels over  1,600  gross  tons,  shall  be  provided  to  in- 
sure an  uninterrupted  power  supply  to  nuclear 
instrumentation,  control,  and  safety  systems.  For 
applicable  requirements  see  Section  112.05-5  (a) 


of  Subchapter  J  (Electrical  Engineering)  of  this 
chapter. 

(c)  Bilge  system  arrangements,  as  required  for 
self-propelled  oceangoing  passenger  vessels  over 
300  feet,  shall  be  providecl.  For  applicable  require- 
ments see  Sections  56.50-50  and  56.50-55  of  Sub- 
chapter F  (Marine  Engineering)  of  this  chapter. 

(d)  The  boundary  bulkheads  and  decks  sepa- 
rating the  reactor  compai'tment,  other  compart- 
ments containing  vital  primary  system  equipment, 
nuclear  chemistry  laboratories,  and  reactor  control 
spaces  from  accommodations,  galley,  main  pan- 
tries, and  machinery  spaces  requiring  fixed  type 
extinguishing  systems  shall  be  of  A-60  con.struc- 
tion.  For  definition  of  Class  A-60  construction,  see 
Subpart  72.05  of  Subchapter  H  (Passenger  Ves- 
sels) of  this  chapter. 

37.05-5  Subdivision  and  stability— TB/ALL. 
(a)  Watertight  subdivision  and  damage  stability 
requirements  shall  satisfy  not  less  than  a  two-com- 
partment standard.  Whenever  practicable  they 
should  be  at  least  equivalent  to  that  required  for 
a  conventionally  powered  oceangoing  passenger 
vessel  of  similar  size,  capacity,  and  tonnage. 

(b)  A  full  double  bottom  shall  be  provided,  re- 
gardless of  the  actual  length  of  the  vessel,  as  re- 
quired by  Subpart  73.25  of  Subchapter  H 
(Passenger  Vessels)  of  this  chapter  for  vessels 
over  249  feet  in  length. 

(c)  In  assessing  stability,  direct  calculations 
shall  be  utilized  which  take  into  account  the  form 
and  proportions  of  the  hull.  The  details  of  such 
calculations  shall  be  in  accordance  with  the  provi- 
sions of  Parts  73  and  74  of  Subchapter  H  (Pas- 
senger Vessels)  of  this  chapter  except  that  sub- 
division and  damage  stability  calculations  will  be 
based  on  the  most  severe  permeability  assumptions 
applicable  to  each  compartment,  having  regard  for 
its  actual  use. 

37.05-10  Location  of  nuclear  system  com- 
ponents— TB/ALL.  (a)  The  location  of  the  nu- 
clear system  components  in  the  vessel  and  the 
manner  in  which  they  are  supported  shall  be  ap- 
proved by  the  Commandant.  In  determining  the 
location  and  the  necessary  structural  support  and 
protection  required,  the  effects  of  grounding,  colli- 
sion or  other  mishap  resulting  in  holing  of  the  ves- 
sel shall  be  considered. 

(b)  Reactor  installations,  including  all  jwten- 
tially  vulnerable  primary  system  components, 
shall  be  placed  as  far  inboard  from  the  shell  as 
practicable.  Generally,  the  installation  shall  be 
situated  inboard  of  a  vertical  surface  perpendicu- 
lar to  the  waterplane.  The  vertical  surface  shall  be 
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located  at  a  minimum  distance  (measured  at  riglit 
angles  to  the  centerline  at  the  deepest  leadline) 
inboard  of  the  shell  equal  to  one-fifth  of  the  ex- 
treme breadth  of  the  vessel.  If  the  installation 
extends  outboard  of  this  vertical  surface,  special 
consideration  shall  be  given  to  collision  protection, 
(c)  Reactor  installations  shall  be  located  a  rea- 
sonable height  above  the  ship's  bottom,  but  in  no 
case  shall  this  height  be  less  than  the  required 
double  bottom  height.  Waste  storage  tanks  and 
engineered  safeguard  systems  may  be  permitted 
in  the  double  bottom  space  if  specifically  approved 
by  the  Commandant.  Consideration  shall  be  given 
to  collision-analysis  statistics  with  regard  to  the 
longitudinal  (fore  and  aft)  location  of  the  reactor 
installation. 

SUBPART  37.10— INSPECTION  AND  CERTIFICATION 

37.10-1  Annual  inspection  and  certification 
required — TB/ALL.  (a)  Every  nuclear  vessel 
subject  to  the  regulations  in  this  subchapter  shall 
be  inspected  by  the  U.S.  Coast  Guard  at  least  an- 
nually to  ascertain  that  the  hull,  nuclear  systems, 
machinery,  equipment,  appliances,  etc.,  of  the  ves- 
sel comply  with  the  applicable  regulations  in  this 
chapter. 

(b)  Every  nuclear  vessel  found  to  be  in  compli- 
ance with  applicable  requirements  in  this  subchap- 
ter will  be  issued  a  certificate  of  insjiection  in 
accordance  with  Part  31  of  this  subchapter. 

.37.10-5  Additional  requirements— TB/ALL. 
(a)  In  addition  to  the  requirements  for  inspection, 
test,  overhaul  and  repair  specified  in  this  subchap- 
ter, nuclear  vessels  may  be  subject  to  such  addi- 
tional requirements  as  may  be  prescribed  by  the 
Commandant  for  inspection,  test,  overhaul,  and 
repair.  For  ai)i)]icable  re^juirements  see  Subpart 
6L2.')  of  Subchapter  F  (Marine  Engineering)  of 
this  diapter. 

(b)  A  prerequisite  for  annual  receitification  of 
the  vessel  will  be  a  valid  Atomic  Energy  Commis- 
sion's facility  ojteratiiig  license,  or  if  noiiliccnsed 
a  certificate  from  the  Atomic  Energy  Commission 
stating  f  liat  tlie  nuclear  installation  coiriplies  witli 
the  r('(|uircments  of  the  Coinmissioii. 

37.10-15  International  Convention  Certifica- 
tion— T/ALL.  (a)  f''oi-  applicable  rccjnirciiiciils 
governing  Safely  of  Life  at  Sea  Convent  ion  cerl  i  f- 
icates  see.  Sections  .".I.IO-I,  ,'5 1.-1 0  2,  and  .">1.1()- 
40(e)  of  this  subchapter. 

SUBPAFiT  37.1.->— OTHER  SPECIAL  PROVISIONS 

.37.15-1  Radiation— TB/ALL.  (a)  Hie  vessel 
shall  \nt  HO  designed,  const  ruclcd  and  rjpciafed  that 
no  unrea.sf^nable  hazard  of  ni(liati(»n  at  K(!a  or  in 


port  for  crew,  food,  water  supply,  passengers,  pub- 
lic, or  waterways  exists. 

(b)  The  Atomic  Energy  Commission's  Stand- 
ards for  Protection  Against  Radiation,  set  forth 
in  10  CFR  Part  20,  will  be  the  radiation  protect  ion 
standards  followed  by  the  U.S.  Coast  Guard,  ex- 
cept as  otherwise  provided  for  by  law. 

37.15-3  Means  for  preventing  uncontrolled 
release  of  radiation — TB/ALL.  (a)  The  vessel's 
nuclear  systems,  including  all  components  thereof, 
shall  be  provided  with  means  for  preventing  the 
uncontrolled  release  of  hazardous  amounts  of  ra- 
dioactive material  to  normally  accessible  spaces  on 
the  ship  or  to  the  ship's  environment  in  the  event 
of  accident  or  malfunction  of  any  such  system. 

37.15-5  Atomic  Energy  Commission  safety 
requirements — TB/ALL.  (a)  Before  a  Coast 
Guard  certificate  of  inspection  for  a  nuclear  ves- 
sel will  be  issued,  it  must  be  shown  that  the  nu- 
clear system  meets  the  safety  requirements  of  the 
Atomic  Energy  Commission.  After  facility  licens- 
ing, possession  of  a  valid  AEC  license  will  attest 
to  this  fact.  Prior  to  this  licensing,  a  letter  from 
the  Commission  to  the  Coast  Guard  with  assurance 
that  the  system  does  meet  the  safety  requirements 
of  the  Atomic  Energy  Commission  is  required. 

37.15-10  Safety  assessment— TB/ALL.  (a) 
A  safety  assessment  shall  be  prepared  to  permit 
evaluation  of  the  nuclear  powerplant  and  safety 
of  the  ship,  and  to  ensure  that  there  are  no  unrea- 
sonable radiation  or  other  hazards,  at  sea  or  in  port, 
to  the  crew,  passengers  or  public,  or  to  the  water- 
ways or  food  or  water  resources. 

(b)  The  safety  assessment  shall  be  submitted  to 
the  Commandant  for  approval  and  shall  always  be 
kept  up-to-date. 

(c)  The  safety  assessment  will  be  used  as  a  basis 
for  establishing  orderly  negotiations  between  the 
United  States  and  governments  of  countries  which 
a  nuclear  vessel  intends  to  visit  to  [)ermit  entiy  of 
nuclear  ships  into  ports  of  different  countries. 

SUBPART  37.20— OPERATIONS 

37.20-1    Operating  manual— TB/ALL.  (a)  A 

fully  detailed  Operatiii"^  Manual  shall  be  prepared 
for  the  information  and  guidance  of  the  ojjerating 
|)ersonnel  in  theii-  duties  on  all  matters  relating  to 
(he  opei'ation  of  the  nuclear  ])o\verplant  and  hav- 
ing an  imi)ortant  bearing  on  safety. 

(b)  The  Opera!  ing  Manual  shall  besnbmitted  lo 
the  Co?nnian(lant  for  appi'oval  and  shall  always  be 
kept  up-to-date. 

(c)  A  copy  of  the  Operating  Manual  shall  bo 
kept  on  boanl  the  vessel  at  all  times. 

.'57.20-5  Special  operating  procedures — TB/ 
ALL.  (a  )  In  addit  ion  to  the  reiinii'cnients  specilicd 
in  (his  cliMjilcr,  all  unclear  vessels  may  be  subject 
lo  additional  refiuiremenis  governing  fueling, 
slarinj),  and  operation. 
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Subpart  38.01 — Gexekal 


Scope  of  regulations — TB/ALL. 

Transportatioii  of  portable  cylinders  or  portable 
tanks  containing   or   having   previously  con- 
tained liqnefled  flammable  gases  in  dry  cargo 
spaces — TB/ALL. 
38.01-5       Certificate  of  inspection— TB/ALL. 

Subpart  38.05 — Design  and  Installation 

38.05-1  Design  and  construction  of  vessels — general — 
TB/ALL. 

38.05-2  Design  and  construction  of  cargo  tanks — gen- 
eral—TB/ALL. 

38.05-3  Design  and  construction  of  pressure  vessel  type 
cargo  tanks— TB/ALL. 

38.05-4  Design  and  construction  of  nonpressure  ves.sel 
type  cargo  tanks— TB/ALL. 

38.0.5-5       Markings— TB/ALL. 

38.05-10     Installation  of  cargo  tanks-general— TB/ALL. 

38.0.5-20     Insulation— TB/ALL. 

38.0.5-25     Refrigerated  systems— TB/ALL. 

Subpart  38.10 — Piping.  Valves,  Fittings,  and  Accessory 
Equipment 

38.10-1  Valves,  fittings,  and  accessories— TB/ALL. 

38.10-5  Filling    and    discharge    pipes— TB/ALL. 

38.10-10  Cargo  piping— TB/ALL. 

38.10-15  Safetv  relief  valves— TB/ALL. 

38.10-16  (Canceled) 

38.10-20  Liquid  level  gaging  devices— TB/ALL. 

Subpart  38.15 — Special  Requirements 

38.1.5-1  Filling  of  tanks— TB/ALL. 

38.1.5-5  Cargo  hose— TB/ALL. 

38.1.5-10  Leak  detection  systems— T/ALL. 

38.1.5-15  Electrical  installations— TB/ALL. 

38.1.5-20  Remote  shutdowns— TB/ALL. 

Subpart  38.20 — Venting  and  Ventilation 

38.20-1  Venting— T/ALL. 
38.20-5  Venting— B/ALL. 
38.20-10     Ventilation— T/ALL. 

Subpart  38.2.5 — Periodic  Tests  and  Inspections 

38.2.5-1       Tests  and  inspections— TB/ALL. 
38.2.5-5       Removal  of  defective  tanks— TB/ALL. 
38.2.5-10     Safety  relief  valves— TB/ALL. 

Authority  :  The  provisions  of  this  Part  38  Issued  under  R.S. 
4405,  as  amended,  4417a,  as  amended.  4462,  as  amended,  sec. 
6(b)(1),  SO  Stat.  9.38;  46  U.S.C.  375.  391a,  416,  49  U.S.C. 
1655(b)  :  49  CFR  1.4(a)  (2).  Sec.  3,  68  Stat.  675  ;  50  U.S.C.  198  ; 
E.O.  11239,  July  31,  1965,  30  F.R.  9671,  3  CFR,  1965  Supp.,  unless 
otherwise  noted. 

SUBPART  38.01— GENERAL 

38.01-1    Scope  of  regulations— TB/ALL.  (a) 

The  regulations  in  this  jiart  contain  requirements 
for  the  transp)ortation  of  liquefied  or  compresse(i 
gases,  whose  primary  hazard  is  one  of  flammability. 
(b)  The  transi^ortation  "on  deck"  of  liquefied 
flammable  gases  in  poi-table  cylinders  and  tanks 


and  the  transportation  of  empty  cylinders  and 
portable  tanks  previously  used  shall  be  in  accord- 
ance with  the  requirements  of  Part  146  of  Sub- 
chapter N  (Dangerous  Cargoes)  of  this  chapter. 
The  transportation  of  such  containers  "under 
deck"  shall  be  in  accordance  with  the  requirements 
of  Section  38.01-2. 

38.01-2  Transportation  of  portable  cylin- 
ders or  portable  tanks  containing  or  having 
previously  contained  liquefied  flammable  gases 
in  dry  cargo  spaces — TB/ALL.  (a)  DOT  cylin- 
ders, DOT  Specification  portable  tanks,  or  other 
approved  portable  tanks  containing  liquefied 
flammable  gases  may  be  transported  under  deck, 
provided  the  following  requirements  are  met : 

(1)  The  cargo  space  shall  be  provided  with 
efficient  means  of  ventilation,  be  protected  from 
artificial  heat,  and  be  readily  accessible  from 
hatches. 

(2)  Containers  shall  be  stored  in  such  a  position 
that  the  safety  relief  device  is  in  communication 
v.ith  the  vapor  space  of  the  container.  They  shall  be 
properly  stowed,  dunnaged,  and  secured  to  prevent 
movement  in  any  direction. 

(3)  Unless  a  method  acceptable  to  the  Com- 
mandant is  used,  the  containers  shall  not  be  over- 
stowed  in  the  same  dry  cargo  space  with  other 
liquefied  flammable  gas  containers,  nor  with  other 
cargo. 

(4)  The  containers  shall  be  suitably  protected 
against  physical  damage  from  other  cargo,  ship's 
stores,  or  equipment  in  such  spaces. 

(6)  Cylinders  shall  have  their  valves  protected 
at  all  times  by  one  of  the  following  methods : 

(i)  By  metal  caps  securely  attached  to  the  cylin- 
ders and  of  sufficient  strength  to  protect  the  valves 
from  injury. 

( ii )  By  having  the  valves  recessed  into  the  cylin- 
ders or  otherwise  protected  so  that  they  will  not  be 
subject  to  a  blow  if  the  cylinder  is  dropped  on  a 
flat  surface. 

(6)  Portable  tanks  shall  have  their  valves  pro- 
tected at  all  times  by  a  housing  in  accordance  with 
the  requirements  under  which  they  were 
manufactured. 

(7)  Electrical  circuits  in  such  cargo  spaces  shall 
meet  the  requirements  of  Section  111.60-40_in  Sub- 
chapter J  (Electrical  Engineering)  of  this  chap- 
ter. If  the  electrical  circuit  does  not  meet  such 
requirements,  it  must  be  deenergized  by  a  positive 
means  and  not  reenergized  until  the  cargo  has  been 
removed  and  tlie  space  has  been  tested  and  found 
free  of  flammable  vapor. 
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(8)  During  the  stowage  of  jiortable  cylinders 
or  portable  tanks  in  a  hold  or  compartment,  that  is 
not  fitted  with  electrical  fixtures  meeting  the  re- 
quirements of  Section  lll.GO^O,  no  means  of  arti- 
ficial lighting  shall  be  used  within  the  space  unless 
such  equipment  is  of  the  explosion-proof  type. 
Electrical  connections  for  portable  lights  shall  be 
made  from  outlets  on  the  weather  deck.  Hand 
flashlights  used  in  the  stowage  area  shall  be  of  an 
approved  type. 

(9)  The  folloAving  dangerous  cargoes  shall  not 
be  stowed  in  the  same  hold  or  compartment  witli 
liquefied  flammable  gas  containers: 

(i)   Class  A,  B,  or  C  explosives. 

(ii)   Flammable  solids. 

(iii)   Oxidizing  materials. 

(iv)   Corrosive  liquids. 

(v^   Poisonous  articles. 

(vi)   Cotton  and  similar  fibrous  materials. 

(R.S.  4472,  as  ampnded,  44S8.  as  amended.  46  U.S.C.  170,  481.) 

38.01-5    Certificate  of  inspection— TB/ALL. 

(a)  The  certificate  of  in.spection  shall  be  endorsed 
for  the  carriage  of  liquefied  flammable  gases  as 
follows: 

Inspected   and   aiiprovcd   for  the  carriage  of  liquefiefl 

flammable  gases  (1)  at  a  pressure  not  to  exceed 

p.s.i.,  and  (2)  at  teniiK'ratures  not  less  than °  F. 

(b)  Tanks  appro\ed  to  carry  cargoes  at  below 
ambient  temperatures  sliall  have  the  applicable 
limiting  temi)eratures  indicated  on  the  certificate. 
Tanks  designed  to  carry  cargoes  only  at  ambient 
temperatures  should  have  the  word  "ambient" 
entered  in  these  sjjaces. 

(R.S.  4421.  as  amended  ;  4G  U.S.C.  .399.) 

SUBPART  38.05— DESIGN  AND  INSTALLATION 

.38.0.^1  Design  and  construction  of  ves- 
sels— general — TB/ALL.  (a)  Vessels  designed 
for  tiie  carriage  of  li(|iiefie(l  gases  sliall  comply 
with  the  ai)plicable  reqiiirenienis  of  this  sub- 
chapter. 

(h)  Access  and  vent  ilat  ion  intakes  to  tlie 
inacliiiiery,  accommodation  and  working  spaces 
.should  be  so  arranged  as  to  prevent  the  flow  of 
cargo  vapor  from  the  weather  deck  into  such 
space.s.  In  tliis  resi^ect  openings  in  the  I'orwai'd 
or  after  ends  of  poops,  forecast les,  and  deck- 
lionsps  adjacent  the  caigc)  area  shall  be  at  least 
24  inches  abo\e  the  cai-go  handling  deck. 

(c)  Matenals  used  in  I  he  fabiication  of  cargo 
tanks  and  i)ii>iiig  shall  ha\c  adefpiatc  iiolch 
touglincs.s  at  the  service  lcni|>cratiir('.  \\'here  ;i 
wf^ondary  barrier  is  required,  the  malcrial  of  that 
barrier  and  of  'onl  igiions  hull  si  riicl  nre  shall  have 
sufficient  notch  (oiighness  a(  the  lowest  tempera- 
ture whicli  rnay  result  during  the  (■r)ntainm(;nl  of 
leakage  cargo  within  the  secondnry  barrier. 
.Materials    used    in    ^\t^^.    fabrication    of   (he   car-ro 


containment  and  handling  system  shall  satisfy 
the  requirements  for  toughness  specified  in  Sub- 
chapter F  (Marine  Engineering)  of  this  chapter. 

(d)  Cargo  tank  spaces  are  to  be  isolated  from 
the  remainder  of  the  vessel  by  cofferdams  in 
accordance  with  Section  32.60-10  of  this  subchap- 
ter. In  a  nonpressure  vessel  configuration,  the 
void  between  the  primary  and  secondary  barriers 
shall  not  be  acceptable  as  the  required  cofferdam 
between  the  tank  spaces  and  the  main  machinery 
spaces. 

(e)  Compartments  containing  cargo  tanks  or 
pipes  shall  be  accessible  from  the  weather  deck 
only.  No  openings  from  these  compartments  to 
other  parts  of  the  vessel  are  permitted. 

(f)  Barges  shall  comply  with  the  applicable 
sections  of  Subpart  32.63  of  this  subchapter. 

(R.S.  4472,  as  amended,  4488,  as  amended,  46  U.S.C.  170,  481.) 

.38.05-2  Design  and  construction  of  cargo 
tanks — ^general — TB/ALL.  (a)  The  maximum 
allowable  temperature  of  the  cargo  is  defined 
as  the  boiling  temperature  of  the  liquid  at  a  pres- 
sure equal  to  the  .setting  of  the  relief  valve. 

(b)  The  service  temperature  is  the  minimum 
temperature  at  which  cargo  is  loaded  and/or 
transported  in  the  cargo  tank.  However,  the  serv- 
ice temperature  shall  in  no  case  be  taken  higher 
than  given  by  the  following  formula : 

^  =  ^„-0.25  (.t,„-tB)  (1) 

where: 

/,  =  Service  temperature. 

if,„  =  Boiliug    temperature    of    gas    at    normal    working 

pressure  of  tank  but  not  higher  than    4-32°  F. 

^B=Koiling  temperatvu'e  of  gas  at  atnio.spheric  pre.^sure. 

(c)  Heat  transmission  studies,  where  required, 
shall  assume  the  minimum  ambient  temperattires 
at  0°  F.  still  air  and  32°  F.  still  water,  and  maxi- 
mum ambient  temperatures  of  115°  F.  still  air 
and  90°  F.  still  water. 

(d)  Cargo  tanks  in  vessels  in  ocean;  Great 
Tjakes;  lakes,  bays,  and  sounds;  or  coastwise 
service  shall  be  designed  to  withstand,  sinudtanc- 
ously,  the  following  dynamic  loadings: 

(1)  tolling  30°  each  side  (120°)  in  10  seconds. 

(2)  Pitching  6°  half  amplitude  (24°)  in  7 
.seconds. 

(3)  Heaving  L/HO'  half  ami)litude  {L/2(V)  in 
8. seconds. 

(e)  Cargo  (aid<s  on  barges  shall  be  designed 
in  accordance  with  Section  32.(i;)-2r)  of  this 
subchapter. 

(f)  F>ach  licindicd  flammable  gas  laid<  shall  he 
proN'ided  with  not  less  than  a  i.'")-inch  by  23  inch 
or  an  iS-inch  nominal  diauietei'  manhole  lilted 
with  a  cover  located  above  the  ma.xiinuni  li(|ui(l 
le\('l  and  as  clo.se  to  the  top  of  (he  tank  as  possi- 
ble.  W'hei'c  access  tnniks  are   (itted  to  the  tanks, 
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the  nominal  diameter  of  tlie  trunks  sliall  be  not 
less  than  3()  inches. 

(•r)  Cargo  tanks  vented  above  10  pounds  per 
square  inch  gage  shall  be  of  the  pressure  vessel 
type. 

(R.S.  -4433.  .as  amendetl  :  4G  U.S.C.  411) 

38.05-3  Design  and  construction  of  pressure 
vessel  type  cargo  tanks — TB/ALL.  (a)  Cargo 

tanks  of  j^ressure  vessel  conHguration  (e.g.  cy- 
lindrical, spherical,  etc.)  shall  be  designed,  fabri- 
cated, inspected,  and  tested  in  accordance  with  the 
applicable  requirements  of  Part  54  of  Subchapter 
F  (Marine  Engineering)  of  this  chaptei*,  except 
as  otherwise  provided  for  in  this  part. 

(b)  The  requirements  of  tliis  section  anticipate 
that  cargo  tanks  constructed  as  pressure  vessels 
will,  by  themselves,  constitute  the  cargo  contain- 
ment SA'stem  and  usually  will  not  require  a  second- 
ary barrier. 

(c)  In  the  design  of  the  tank,  consideration  shall 
be  given  to  the  possibility  of  the  tank  being  sub- 
jected to  external  loads.  Consideration  shall  also  be 
given  to  excessive  loads  that  can  be  imposed  on  the 
tanks  by  their  support  due  to  static  and  dynamic 
forces  under  operating  conditions  or  during  test- 
ing. The  design  shall  sho^^'  the  manner  in  which 
the  tanks  are  to  be  installed,  supported,  and  se- 
cured, and  shall  be  approved  prior  to  tank 
installation. 

(d)  Tanks  with  a  service  temperature  of  minus 
20°  F.  or  lower  and  fabricated  of  ferritic  materials 
shall  be  stress  relieved. 

(e)  Unlagged  cargo  tanks,  wliere  the  cargo  is 
transported,  at  or  near  ambient  temperatures, 
shall  be  designed  for  tlie  vapor  pressure  of  the  gas 
at  115°F.  The  design  shall  also  be  based  on  the 
minimum  internal  pressure  (maximum  vacuum), 
plus  the  maximum  external  static  head  to  which 
the  tank  may  be  subjected.  "Whenever  surrounding 
cargo  is  at  a  greater  temperature  than  the  maxi- 
mum allowable  temperature  of  the  liquefied  flam- 
mable gas  tanks,  the  liquefied  flammable  gas  cargo 
is  to  be  such  that  the  design  pressure  of  tlie  lique- 
fied flammable  gas  tank  is  not  exceeded. 

(f)  Where  cargo  tanks,  in  which  the  cargo  is 
transported  at  or  near  ambient  temperatttre,  are 
lagged  with  an  insulation  material  of  a  thickness 
to  provide  a  thermal  conductance  of  not  more  than 
0.075  B.t.u.  per  square  foot  per  degree  Fahrenheit 
difi'ei'ential  in  temperature  per  hour,  the  tanks 
shall  be  designed  for  a  pressure  of  not  less  than 
the  vapor  jiressure  of  the  gas  at  105°  F.  The  in- 
sulation material  sliall  conform  to  the  require- 
ments of  Section  38.05-20.  The  design  shall  also 
be  based  on  the  minimum  internal  pressure  (max- 
imum vacuum)  plus  the  maximum  external  static 
head  to  which  the  tank  may  be  subjected. 

(g)  Cargo  tanks  in  which  the  temperature  is 
maintained  below  the  normal  atmospheric  tem- 
perature  by    refrigeration    or    other    acceptable 


means  shall  be  designed  for  a  pressure  of  not  less 
than  110  percent  of  the  vapor  pressure  correspond- 
ing to  the  temperature  of  the  liquid  at  which  the 
system  is  maintained,  or  the  pressure  correspond- 
ing to  the  greatest  dynamic  and  static  loads  ex- 
i:)ectecl  to  be  encountered  either  in  service  or  during 
testing.  For  mechanically  stress  relieved  cargo 
tanks,  additional  factors  relating  design  pressure 
and  maximum  allowable  pressure  shall  be  as  speci- 
fied by  the  Commandant.  The  material  of  the  tank 
shall  satisfy  the  requirements  of  Subchapter  F 
(Marine  Engineering)  of  this  chapter  for  the  serv- 
ice temperature,  and  this  temperature  shall  be 
permanently  marked  on  the  tank  as  prescribed  in 
Section  38.05-5. 

(h)  Where  ajiplicable,  the  design  shall  investi- 
gate the  thermal  stresses  induced  in  the  cargo  tank 
at  the  sei'vice  temperatui'e. 

(i)  The  shell  and  head  thickness  of  liquefied  gas 
cargo  tanks  shall  not  be  less  than  five-sixteenths 
inch. 

(R.S.  4433,  as  amended  ;  4G  U.S.C.  411) 

38.05-4  Design  and  construction  of  nonpres- 
sure  vessel  type  cargo  tanks — TB/ALL.    (a) 

The  requirements  in  this  section  anticipate  a  cargo 
containment  system  consisting  of  a  primary  tank 
which  is  structurally  self-supporting  and,  where 
required,  a  secondary  barrier.  Other  vessel  or 
cargo  tank  configurations,  such  as  membrane  type 
liners  externally  supported,  will  be  considered 
upon  submission  of  substantiating  data,  and  based 
upon  such  additional  tests  as  the  Commandant  may 
direct. 

(b)  A  secondary  barrier  is  an  arrangement  or 
structure  designed  to  contain  the  cargo  tempo- 
rarily if  leakage  develops  in  the  primary  container. 
A  secondary  barrier  shall  be  provided  where  leak- 
age from  tlie  primary  container  may  cause  lower- 
ing of  the  temperature  of  the  ship's  structure  to  an 
imsafe  level.  The  secondary  barrier  shall  be  con- 
structed of  material  suitable  to  contain  the  cargo 
at  the  service  temperature. 

(c)  The  design  of  the  cargo  containment  sys- 
tems shall  be  such  that  under  normal  service  con- 
ditions, or  upon  failure  of  the  primary  tank,  the 
hull  structure  shall  not  be  cooled  clown  to  a  tem- 
perature which  is  unsafe  for  the  materials  in- 
volved. Structural  members  not  suitable  for  the 
service  temperatures  of  the  cargo  shall  be  pro- 
tected by  a  secondary  barrier  consisting  of  suitable 
structural  containment  together  with  necessary  as- 
sociated insulation.  Heat  transmission  studies  and 
tests  may  be  required  to  demonstrate  that  the  ar- 
rangement is  feasible  and  that  the  final  material 
temperatures  are  acceptable. 

(d)  The  design  ancl  construction  of  the  cargo 
tanks  shall  be  at  least  equivalent  to  the  standards 
established  by  the  American  Bureau  of  Shipping 
or  other  recognized  classification  society.  For 
special  tanks,  or  designs  not  contemplated  by  stand- 
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ards  of  the  classification  society,  a  detailed  anal- 
ysis of  the  entire  tank,  or  designated  parts  thereof, 
shall  be  made  and  snbmitted  to  the  Commandant 
for  approval. 

(e)  The  cargo  tank  shall  be  designed  for  a  head 
of  cargo  at  least  eqnal  to  the  highest  level  the 
liquid  cargo  may  attain  plus  the  maximum  venting 
pressure.  In  no  case  shall  a  head  of  cargo  less  than 
4  feet  above  the  cargo  hatch  or  expansion  trunk 
be  used. 

(f)  The  design  shall  investigate  the  thermal 
stresses  induced  in  the  cargo  tank  during  loading. 
"Where  necessary  devices  for  spray  loading  or  other 
methods  of  precooling  or  cooling  during  loading 
shall  be  included  in  the  design. 

(g)  All  weld  intersections  or  crossings  in  joints 
of  primary  tank  shells  shall  be  radiographed  for  a 
distance  of  10  thicknesses  from  the  intersection. 
All  other  welding  in  the  primary  tank  and  in  the 
secondary  barrier  shall  be  spot  radiographed  in 
accordance  with  the  requirements  of  Part  54  of 
Subchapter  F  (Marine  Engineering)  of  this 
chapter. 

(R.S.  4433,  as  amended  ;  4G  U.S.C.  411) 

38.05-5  Markings— TB/ALL.  (a)  (1)  Upon 
satisfactory  completion  of  tests  and  insi)ection, 
pressure  vessel  and  iionpressure  vessel  type  cargo 
tanks,  shall  have  markings  as  required  by  Section 
.54.10-20  of  Subchapter  F  (Marine  Engineering) 
of  this  chapter  except  that  for  nonjiressure  vessel 
type  tanks,  the  Coast  Guard  number  and  pressure 
vessel  class  shall  be  omitted. 

(2)  Hydrostatic  test  for  pressure  vessel  type 
tanks  shall  be  that  specified  in  Paragraph  88.25- 
1  (b).  In  the  case  of  nonpressure  vessel  type  tanks, 
the  hydrostatic  test  jiressure  shall  mean  the  ])res- 
sure  specified  in  Paragraph  38.25-1  (d),  while  the 
maximum  allowable  pressure  shall  mean  the 
maximum  venting  pressure  as  used  in  Paragrit])h 
.'58.0.5-4 (e).  AVliere  it  is  not  feasible  to  attach  the 
namej)]ate  to  the  tank,  it  shall  be  conspicuously 
displayecl  nearby. 

(b)  All  tank  inlet  and  outlet  connections,  ex- 
cept safety  relief  valves,  lifpiid  level  gaging  de- 
vices, and  [)re„ssure  gages,  shall  be  labeled  to 
designate  whether  they  tenniiiate  in  the  vajwr  or 
liquid  space.  Isabels  of  corrosion-resistant  matei'ial 
may  be  attached  to  valves. 

(c)  All  tank  niaikings  shall  b(>  ))ei-miiiu'iif ly 
and  legibly  stjiiiijied  in  a  readily  xisibic,  position, 
and  shall  not  be  f)bsciir('d  by  {tainting.  If  (lie  tanks 
are  lagge^i,  the  markings  JiHaf^hed  (o  the  tank 
proper  shall  be  duplicated  on  a  corrosion-resistant 
phitc  sec-nred  to  the  outside,  jiickct  of"  the  higging. 

.''S.O.'i-lO  In.stallation  of  cargo  tanks — gen- 
eral— TIJ/ALL.  (a)  (1)  ("argf>lanl<H  shall  besiip- 
port<'rl  ')ii  I'onndiitions  of  steel  or  oilier  suitable^ 
material  and  WHMirely  anchored  in  i>\',uv,  to  pre- 
vent the  tanks  from  shifting  when  subjected  to 


external  forces.  Each  tank  shall  be  so  supported  as 
to  prevent  the  concentration  of  excessive  loads  on 
the  supporting  portions  of  the  sliell  or  head  as 
prescribed  under  Paragraph  38.05-2 (d). 

(2)  Cargo  tanks  installed  in  barges  shall  com- 
l)ly  Avith  the  requirements  of  Section  32.63-25  of 
this  subcliapter. 

(b)  Foundations,  and  stays  where  required, 
shall  be  designed  for  support  and  constraint  of  the 
weight  of  the  full  tank,  and  tlie  dynamic  loads  im- 
l)osed  thereon.  Thermal  movement  shall  also  be 
considered. 

(c)  Foundations  and  stays  which  may  be  ex- 
posed to  the  cargo  shall  be  suitable  for  the  tem- 
peratures involved  and  be  impervious  to  the  cargo. 

(d)  The  design  of  the  foundations  and  stays 
shall  consider  the  resonance  of  the  cargo  tank,  or 
parts  thereof,  and  the  ^'ibratory  forces  found  in 
the  tank  vessel.  If  necessary,  effective  damping  ar- 
rangements shall  be  provided. 

(e)  Independent  containment  systems  shall  be 
so  arranged  as  to  provide  a  minimum  clearance  of 
not  less  than  24  inches  from  the  vessel's  side  and 
not  less  than  15  inches  from  the  vessel's  bottom  to 
provide  access  for  inspection  of  the  hull.  Clear- 
ances for  collision  protection,  where  required  by 
other  parts  of  the  regulations  in  this  subchapter, 
may  increase  the  clearances  specified  here. 

(1)  For  pressure  vessel  type  tanks  the  distance 
between  adjacent  tanks  and  between  tai^ks  and 
vessel's  structure  shall  be  adequate  to  permit  access 
for  inspection  and  maintenance  of  all  tank  sur- 
faces and  hull  structure  as  approved  by  the  Com- 
mandant. Alternate  jn-ovisions  may  be  made  for 
inspection  and  maintenance  of  the  vessel's  struc- 
ture and  tanks  by  moviiig  such  tanks  or  by  pro- 
viding equivalent  acceptable  means  for  remote 
inspection. 

(2)  For  nonpressui'e  vessel  typo  containment 
systems,  access  shall  be  arranged  to  jtermit  inspec- 
tion of  one  side  each  of  the  primai-y  tank  and  sec- 
ondary barrier,  under  normal  shipyard  conditions. 
Contaimnent  systems  which,  because  of  their  i)e- 
culiar  design,  cannot  be  visually  inspected  to  this 
degree,  may  be  sjtecially  considered  provided  an 
efjuivalent  degree  of  safety  is  attained. 

(f)  (^argo  tanks  may  bo  installed  "on  deck," 
"under  deck,"  or  with  the  tanks  protruding 
llirougli  the  deck.  All  tanks  shall  be  installed  with 
i\\i'i  manhole  openings  located  in  (lie  opiMi  above 
(he  wealhei-  deck.  Provided  an  e(iuivalent  degree 
of  safety  is  attaiiu'd,  the  (^onnnandant  may  ap- 
prove cai'go  tanks  installed  with  manhole  open- 
ings located  below  the  weather  deck. 

(g)  Eor  pressni-e  vessel  ty])e  cai'go  (auks,  (he 
following  condil  ions  apply  : 

(!)  Ivi(pic(ie(|  (laninial)lii  gas  cargo  (aiiivs  may 
he  localcd  in  cargo  (aiiUs  or  in  spaces  which  meet 
(he  i(',(|iiii'enients  for  coU'ei-dams  as  defined  in  Sec- 
( ion  .'50. 10   1.')  of  (his  siihchapler.  AA^hen  rK|uelied 
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flammable  gas  cargo  tanks  are  installed  in  cargo 
tanks,  such  cargo  tanks  may  be  used  sinuiltane- 
ously  or  separately  for  the  carriage  of  flammable 
or  combustible  liquids  up  to  and  including  the 
grade  for  which  the  cargo  tanks  are  otherwise 
certified  in  accordance  with  the  requirements  of 
this  subchapter. 

(2)  Wliere  the  liquefied  flannnable  gas  tanks 
are  installed  in  cargo  tanks  and  a  portion  of  the 
liquefied  flammable  gas  tanks  extend  above  the 
weather  deck,  the  penetration  shall  be  made  gas- 
tight  and  watertiglit,  and  shall  be  such  as  to  pro- 
vide full  compliance  v.-ith  the  structural  require- 
ments including  testing  for  the  hull  and  integral 
tanks.  In  the  application  of  the  requirements  for 
the  hydrostatic  test  of  the  cargo  tanks,  the  hydro- 
static test  shall  in  no  case  be  less  severe  than  the 
worst  anticipated  service  condition  of  the  cargo 
loading.  In  the  design  and  testing  of  indei)endent 
cargo  tanks  and  integral  cargo  tanks  consideration 
shall  be  given  to  tlie  possibility  of  the  independent 
tanks  being  subjected  to  external  loads. 

(3)  Where  the  liquefied  flammable  gas  tanks 
are  installed  in  nontank  hull  spaces  and  a  portion 
of  the  tank  extends  above  the  weather  deck,  pro- 
vision shall  be  made  to  maintain  the  weathertight- 
ness  of  the  deck,  except  that  the  weathertightness 
of  the  upi^er  deck  need  not  be  maintained  on : 

(i)  Vessels  operating  on  restricted  routes  which 
are  sufficiently  protected;  or, 

(ii)  Open  hopper  type  barges  of  acceptable 
design. 

(h)  No  strength  welding  employed  in  the  at- 
tachment of  supports,  lugs,  fittings,  etc.,  shall  be 
done  on  tanks  that  require  and  have  been  stress 
relieved,  unless  authorized  by  the  Commandant. 

(R.S.  4433.  as  amended,  44S8.  as  amended;  46  U.S.C.  411,  481.) 

38.05-20  Insulation— TB/ ALL.  (a)  mere 
used,  tank  insulation  shall  satisfy  the  following 
requirements  for  combustibility,  installation,  and 
arrangement : 

(1)  Insulation  in  a  location  exposed  to  possible 
high  temperature  or  source  of  ignition  shall  be 
either : 

(i)  Incombustible,  complying  with  the  require- 
ments of  Subpart  164.009  of  Subchapter  Q 
(Specifications)  of  this  chapter;  or, 

(ii)  Self-extingTiishing,  as  determined  by 
American  Society  for  Testing  and  Materials 
Specification  D-1692,  "Flammability  of  Plastics, 
Foam  and  Sheeting,"  and  covered  by  a  suitable 
steel  cover. 

(2)  Iiisulation  in  a  location  protected  against 
possible  ignition  by  enclosure  in  a  tight  steel 
envelope  in  which  inert  conditions  are  maintained 
need  satisfy  no  requirement  for  combustibility 
except  chemical  stability. 

(.3)  Insulation  in  a  location  protected  against 
possible  high  temperature  or  source  of  ignition 
by   continuous   surrounding  structural   voids   or 


ballast  tanks  need  satisfy  no  requirement  for  com- 
bustibility except  chemical  stability. 

(b)  All  insulation  shall  be  of  a  vapor-proof  con- 
struction, or  have  a  vapor-proof  coating  of  a  fire- 
retardant  material  acceptable  to  the  Connuandant. 
Unless  the  vapor  barrier  is  inherently  weather 
resistant,  tanks  exposed  to  the  weather  shall  be 
fitted  with  a  removable  sheet  metal  jacket  of  not 
less  than  0.083-inch  thick  over  the  \'apor-proof 
coating  and  flashed  around  all  openings  so  as  to  be 
weathertight.  Weather  resistant  coatings  shall 
have  sheet  metal  over  areas  subject  to  mechanical 
damage. 

(c)  The  insulation  shall  be  adequately  pro- 
tected in  areas  of  probable  mechanical  damage. 

(d)  Insulation  which  forms  an  integral  part 
of  the  secondary  barrier  shall  meet  the  following 
additional  requirements : 

(1)  When  the  secondary  barrier  is  called  upon 
to  contain  the  cargo,  insulating  material  which 
is  contacted  shall  not  be  afl'ected  by  the  cargo. 
Samples  of  the  insidating  material  shall  be  tested 
in  the  cargo  for  solubility,  absorption  and  shrink- 
age. The  samples  shall  be  checked  for  the  above 
effects  at  intervals  not  exceeding  1  week,  for  a 
total  test  period  of  G  weeks. 

(2)  Any  adhesives,  sealers,  coatings,  or  vapor 
barrier  compounds  used  in  conjunction  with  tlie 
insulating  material  shall  be  similarly  tested  to 
insure  suitable  cargo  resistive  properties. 

(3)  The  insulation  shall  have  sufficient  mechan- 
ical strength  for  the  proposed  design.  Addition- 
ally, the  thennal  expansion  of  the  insulation 
relative  to  the  material  to  which  it  is  affixed  shall 
be  considered  in  the  design. 

(e)  The  insulation  for  the  piping  systems  shall 
be  at  least  of  the  "self -extinguishing"'  type 
described  in  paragraph  (a)  of  this  section,  and 
comply  with  the  requirements  contained  in  para- 
graphs (b)  and  (c)  of  this  section. 

38.05-25  Refrigerated  systems— TB/ ALL. 
(a)  When  a  liquefied  flannnable  gas  is  carried 
below  at.nospheric  temperature  imder  the  require- 
ments of  Paragraph  38.0,5-3 (f)  or  Section  38.05-4, 
maintenance  of  the  tank  i:)ressure  below  the  maxi- 
mum allowable  pressure  shall  be  provided  by  one 
or  more  of  the  following  means : 

(1)  A  refrigeration  or  liquefication  system 
which  regulates  the  pressure  in  the  tanks.  A 
standby  compressor  or  equivalent  equipment,  of 
a  capacity  equal  to  one  of  the  working  units  shall 
be  provided. 

(2)  A  system  whereby  the  vapors  are  utilized 
as  fuel  for  shipboard  use. 

(3)  A  system  allowing  the  liquefied  flammable 
gas  to  warm  up  and  increase  in  pressure.  The 
insulation  and  tank  design  pressure  shall  be  ade- 
quate to  provide  for  a  suitable  margin  for  the 
operating  time  and  temperatures  involved. 

(4)  Other  systems  acceptable  to  the  Com- 
mandant. 
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(b)  A  system  whereby  the  vapors  are  vented  to 
the  atmosphere  at  sea  only  may  be  employed  in 
conjmiction  with  paragraph  (a)(1)  of  this 
section.  The  pressure  control  valves  shall  be  inde- 
pendent of  the  safety  relief  valves.  See  Para- 
graph 38.20-l(j). 

SUBPART  38.10— PIPING,  VALVES,  FITTINGS,  AND 

ACCESSORY  EQUIPMENT 

Authority  Note :  The  provisions  of  this  Subpart  38.10  also 
Issued  under  R.S.  4433,  as  amended,  4488,  as  amended  ;  46  U.S.C. 
411.  4S1. 

38.10-1    Valves,   fittings,  and   accessories — 

TB/ALL.  (a)  All  valves,  flanges,  fittings,  and 
accessory  equipment  sliall  be  of  a  type  suitable 
for  use  with  liquefied  flammable  gases,  and  shall 
be  made  of  steel  or  grade  A  malleable  iron,  accept- 
able for  the  service  temperature  and  pressure 
according  to  the  requirements  of  Part  56  of  Sub- 
chapter F  (Marine  Engineering)  of  this  chapter. 
Other  materials  may  be  specially  considered  and 
approved  by  the  Commandant. 

(b)  All  valves,  flanges,  fittings,  and  accessory 
e(iuipnient  shall  have  a  pressure  rating  at  operat- 
ing temperatures  not  less  than  the  maximum 
allowal)le  pressure  to  which  they  may  be  sub- 
jected. Piping  which  is  not  protected  by  a  relief 
valve  or  which  can  be  isolated  from  its  relief 
valve  by  other  valves  shall  be  designed  for  the 
greatest  of  the  cargo  vapor  pressure  at  115°  F., 
or  the  maximinn  allowable  pressure  of  the  cargo 
tank,  or  the  requirements  of  Paragraph  38.10-10 
(a).  Cargo  liquid  piping  which  may  be  subject  to 
lic|uid  full  conditions  shall  be  fitted  with  relief 
valves.  The  escape  from  piping  systems  relief 
valves  shall  be  piped  to  a  venting  system  or  to  a 
suitable  vapor  recovery  system.  Provisi(m  shall 
be  made  for  the  proper  venting  of  all  valves, 
fittings,  etc.,  in  which  pressure  buildup  may  occur, 
especially  in  refi-igerated  systeins,  because  of  an 
inciense  iri  product  temperature. 

((')  "Welded  connections  shall  be  u.'^ed  wherever 
po.ssiblc  with  the  luunber  of  flanged  joints  kept  to 
the  nii)iimiim  necessary  foi' assembly  and  cleaning. 
Sockets  in  sizes  3  inches  and  smaller  and  slipon 
flanges  in  sizes  4  inches  and  smaller  may  be  used. 
Tliieaded  joints  may  be  used  in  siz<'sof  J  inch  and 
SMialler.  Where  threaded  joints  aie  used,  lliey  shall 
be  visible  and  accessible  for-  insj)ectioii  inidcr  all 
.service  conditions,  and  limited  to  instninieiil  and 
rontrol  lines  properly  valved  liom  tlie  main  lines. 
Where  threaded  joints  ar('  sealed  by  brazing  oi' 
\vel<li rig.  they  need  not  be  exposed. 

(d)  \'alve  seat  material,  packing,  gaskets,  etc., 
sliall  be  resistant  to  the  action  of  the  li(|uefie(l 
flaiiiniable  gas.  All  flange  and  manhole  cover  gas- 
kets vhall  l»e  r-oinpresse<|  asbestfjs,  spiral  vvf)iind 
metal  asbestos,  metal  jackele«l  asbestos,  solid  alinrii- 
niiiii,  corriigate<|  steel,  solid  steel,  or  iron,  or  olliei' 
materials  with  equal  or  better  resistance  to  fire 
ex|K»Hure. 


(e)  Provisions  shall  be  made  by  the  use  of  off- 
sets, loops,  bands,  expansion  joints,  etc.,  to  protect 
the  piping  and  tank  from  excessive  stress  due  to 
thennal  movement  and/or  movements  of  the  tank 
and  hull  structure.  Expansion  joints  shall  be  lield 
to  a  minimum  and  where  used  shall  be  of  the  bel- 
lows type  and  subject  to  special  approval  by  the 
Commandant. 

(f )  Low  temperature  piping  shall  be  thermally 
isolated  from  the  hull  structure.  Arrangements 
should  provide  for  the  protection  of  the  hull  struc- 
ture from  leaks  in  way  of  pumps,  flanges,  joints, 
etc. 

(g)  Each  tank  shall  be  provided  with  the  neces- 
sary fill  and  discharge  liquid  and  vapor  shutoff 
valves,  safety  relief  \alve  connections,  refrigera- 
tion connections  where  necessary,  liquid  level  gag- 
ing devices,  thermometer  well  and  pressui'e  gage, 
and  shall  be  provided  with  suitable  access  for  con- 
venient operation.  Piping  shall  enter  the  cargo 
tanks  above  weather  deck  and  as  close  to  the  top  of 
the  tank  or  dome  as  possible,  except  as  otherwise 
permitted  in  this  section.  Connections  to  the  tanks 
shall  be  protected  against  mechanical  damage  and 
tampering.  No  unclerdeck  cargo  piping  shall  be 
installed  between  the  outboard  side  of  the  cargo 
containment  system  and  the  shell  of  the  vessel, 
unless  provision  is  made  to  maintain  the  minimum 
inspection  and  collision  protection  clearances  of 
Paragraph  38.05-10(e)  between  the  jiiping  and  the 
shell.  Other  openings  in  the  tanks,  except  as  spe- 
cifically permitted  by  the  Commandant,  are 
prohibited. 

(h)  Cargo  loading  and  discharge  piping  may 
be  connected  to  the  tanks  below  the  weather  deck 
or  below  the  liquid  level  subject  to  approval  by  the 
Commandant,  provided : 

(1)  A  remotely  controlled  quick-closing  shutoff 
valve  is  flanged  to  the  tank  outlet  connection.  The 
control  mechanism  for  this  valve  shall  meet  the 
I'equirements  of  Section  38.10-5. 

('2)  The  piping  vvliich  is  below  the  weather  deck 
or  liquid  level  shall  be  joiiuMl  by  welding  except  for 
a  flanged  connection  to  the  (luick-closing  shutoff 
valve  and  a  flanged  connection  to  the  cargo  })unip. 

(3)  The  design  and  arrangement  of  this  l)iping, 
including  the  flange  bolting  sliall  be  such  that  ex- 
cessive .stresses  will  not  be  I  I'aiismitted  to  the  cargo 
tank  outlet  connection  or  the  (|uick-closiiig  v  alve, 
even  in  the  event  of  abnormal  displaccnieiit  ol'llio 

l"l''"^'-  ,  .  .... 

(  1)    lOxcept  lor  t  hose  vessels,  I  liedesign  ol  which 

pei-mits  the  exclusion  of  a  weat lieitighl  deck  over 
the  tanks,  the  space  in  which  such  piping  is  lo- 
cated shall  be  acce.ssible  only  from  the  vveathei' 
deck  and  shall  be  vente<l  to  a  safe  location  above 
the  weather  d(^ck. 

(i)  All  <-oniiectioiis  to  tanks,  except  safely  relief 
valves  and  lir|iiid  level  gaging  devices,  shall  have 
inaiiiially  operated  shiiloU'  valves  located  as  clo.se  to 
the  lank   as  possible.    In  addition,  all    liquid   and 
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^•apol■  connections  on  pi'essure  vessel  type  tanks 
except  safety  relief  valves,  liquid  level  waging'  de- 
vices, and  filling-  and  discharge  lines,  shall  be 
equi2:)ped  with  either  an  automatic  excess  flow 
vahe  or  a  remotely  controlled  quick-closing  shut- 
off  valve  of  the  fail  closed  type.  These  valves,  ex- 
cept when  necessary  for  tlie  operation  of  the  sys- 
tem, shall  remain  closed.  For  pressure  vessel  type 
tanks  operating  at  low  pressure  and  with  service 
temperature  near  the  cargo  atmospheric  boiling 
point,  the  Commandant  may  approve  individual 
installations  where  the  liquid  and  vapor  connec- 
tions normally  requiring  automatic  excess  flow 
valves  or  remotely  controlled  quick-closing  shutoff 
valves  are  fitted  with  manually  operated  shutoff 
valves  only. 

( j)  The  control  system  for  quick-closing  shutoff 
valves  shall  be  provided  with  a  remote  control  in 
at  least  two  locations  and  be  of  a  type  acceptable 
to  the  Commandant.  The  control  system  shall  also 
be  provided  with  a  fusible  element  designed  to  melt 
between  208°  F.  and  220°  F.,  which  will  cause  the 
quick-closing  shutoff'  valves  to  close  in  case  of  fire. 
The  quick-closing  shutoff'  valves  shall  be  capable  of 
local  manual  operation. 

(k)  Excess  flow  valves,  where  required  by  this 
subchapter  shall  close  automatically  at  the  rated 
flow  of  vapor  or  liquid  as  specified  by  the  manu- 
facturer. The  piping,  including  valves,  fittings, 
and  ai^purtenances  protected  by  an  excess  flow 
valve,  shall  have  a  greater  capacity  than  the  rated 
flow  of  the  excess  flow  valve. 

(1)  Liquid  level  gaging  devices  which  are  so  con- 
structed that  outward  flow  of  tank  contents  shall 
not  exceed  that  passed  by  a  No.  54  drill  size  (0.055- 
inch  diameter)  opening,  need  not  be  equipped  with 
excess  flow  valves. 

(m)  Pressure  gage  connections  need  not  be 
equipped  with  excess  flow  valves  if  the  openings 
are  not  larger  than  No.  54  drill  size  (0.055-inch 
diameter). 

(n)  Excess  flow  valv^es  may  be  designed  with  a 
bypass  not  to  exceed  a  No.  60  drill  size  (0.040- 
inch  diameter)  opening  to  allow  equalization  of 
pressure. 

(0)  Suitable  valves  shall  be  installed  on  the 
cargo  headers  to  relieve  the  pressure  in  the  liquid 
and  vapor  lines  to  a  safe  location  prior  to  discon- 
necting shore  lines. 

(p)  A  pressure  gage  shall  be  located  at  the  high- 
est practicable  point.  A  thermometer  well  where 
installed  on  the  tank  proper  shall  be  attached  to 
the  tank  by  welding. 

(q)  For  nonpressure  vessel  type  tanks,  the  fol- 
lowing additional  fittings  are  required  : 

(1)  A  liquid  level  gaging  device  shall  be  pro- 
vided to  detennine  the  level  of  the  liquid  cargo 
without  opening  the  tank.  The  gage  shall  be  read- 
able from  the  open  deck,  or  from  a  control  room  or 
.station  when  the  loading  or  discharging  is  con- 


trolled from  such  a  room  or  station.  Tables  shall  be 
readily  available  for  direct  determination  of  vol- 
ume of  liquid  in  the  tanks,  with  necessary  correc- 
tions for  trim,  temperature,  and  density. 

(2)  An  independent  high  level  alarm  shall  be 
provided  for  each  tank.  The  alarm  indication  shall 
register  at  the  station  where  loading  is  controlled. 

(3)  Elach  tank  shall  be  provided  with  remote 
reading  temperature  sensors  located  near  both  the 
cargo  liquid  level  and  the  bottom  of  the  tank.  The 
temperature  shall  be  read  at  the  control  station  for 
loading  and  unloading  cargo,  if  provided,  other- 
wise near  the  cargo  control  valves. 

(4)  Each  tank  shall  be  fitted  with  a  pressure  and 
a  vacuum  gage  which  shall  be  read  at  the  control 
station  for  loading  and  unloading  cargo,  if  pro- 
vided, otherwise  near  the  cargo  control  valves. 
In  addition,  the  liquid  loading  and  discharge  head- 
ers at  the  ship's  shore  connection  station  shall  be 
fitted  with  pressure  gages. 

(r)  Spaces  surrounding  cargo  tanks  shall  be 
provided  with  suitable  means  for  pumping  out. 

(1)  Where  pressure  vessel  type  tanks  are  in- 
stalled or  in  other  cases  where  no  secondary  con- 
tainment is  required,  this  may  consist  of  a  bilge 
system  independent  of  the  bilge  system  for  the  rest 
of  the  vessel,  and  having  no  pipe  connections 
between  the  cargo  tank  spaces  and  the  engineroom 
or  boilerroom,  except  that  eductors  may  be  supplied 
from  engineroom  pumps. 

(2)  Secondary  containment  spaces  of  struc- 
turally self-supporting  tanks  shall  be  provided 
with  suitable  means  for  pumping  out  leaked  cargo. 
These  should  be  arranged  so  as  to  provide  the 
following  alternatives : 

(i)  Return  of  the  cargo  to  the  same  primary 
tank  or  other  tank. 

(ii)  Pumping  the  cargo  off  the  ship  either  in 
port  through  a  regular  shore  unloading  connection 
or  at  sea  overboard  in  a  safe  manner. 

38.10-5  Filling  and  discharge  pipes— TB/ 
ALL.  (a)  Filling  and  discharge  connections  shall 
be  provided  with  the  manually  operated  valve  re- 
quired by  Section  38.10-1(1)  and  with  a  positive 
acting  remote  controlled  quick-closing  valve.  The 
remote  controlled  quick-closing  valve  shall  satisfy 
the  requirements  of  Section  38.10-1  (j). 

(b)  For  pressure  vessel  type  tanks  the  remote 
controlled  quick-closing  valves  shall  be  located  on 
the  inside  of  the  tank  or  on  the  outside  where  the 
piping  enters  the  tank.  For  pressure  vessel  type 
tanks  operating  at  low  pressure  and  with  service 
temperature  near  the  cargo  atmospheric  boiling- 
point,  the  Commandant  may  approve  individual 
installations  where  these  valves  are  located  at  the 
loading  and  discharge  headers. 

(c)  For  nonpressure  vessel  type  tanks  the  re- 
mote controlled  quick-closing  valves  may  be  lo- 
cated at  the  loading  and  discharge  headers. 
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38.10-10    Cargo  piping— TB/ALL.    (a)    The 

piping  shall  be  designed  for  a  working  pressure  of 
not  less  than  the  maximum  pressure  to  which  it 
may  be  subjected  but  in  no  case  less  than  the  design 
pressure  of  the  cargo  tanks.  In  the  case  of  piping 
on  the  discharge  side  of  the  liquid  pumps  or  vapor 
compressors,  the  design  pressure  shall  not  be  less 
than  the  pump  or  compressor  discharge  relief  valve 
setting;  or,  provided  the  piping  is  not  protected 
by  relief  valves,  the  design  pressure  shall  not  be 
less  than  the  total  discharge  head  of  the  pump 
or  comjDressor. 

(b)  Piping  subject  to  tank  pressure  shall  be 
seamless  drawn  steel  or  electric  resistance  welded 
steel.  Pipe  used  in  refrigerated  tank  systems  shall 
be  of  a  material  which  is  suitable  for  the  minimum 
service  temperature  to  which  it  may  be  subjected, 
according  to  the  requirements  of  Part  56  of  Sub- 
chapter F  (Marine  Engineering)  of  this  chapter. 

(c)  Piping  shall  be  provided  with  adequate  sup- 
port to  take  the  weight  of  the  piping  off  valves  and 
fittings  and  to  prevent  excessive  vibration  and 
stresses  on  tank  connections. 

(d)  For  nonpressure  vessel  type  tanks,  the  cargo 
handling  arrangements  and  piping  shall  provide 
for  emptying  of  a  damaged  tank,  including  cargo 
contained  by  a  secondarv  barrier. 

38.10-15  Safety  relief  valves— TB/ALL.  (a) 
Each  tank  shall  be  fitted  with  or  (subject  to  ap- 
proval by  the  Commandant)  connected  to  one  or 
more  safety  relief  valves  designed,  constructed  and 
flow  tested  for  capacitv  in  conformance  with  Sub- 
part 162.017  or  1()2.018  of  Sut)chaptcr  Q  (Specifi- 
cations) of  thisciiapter. 

(b)  Safety  relief  valves  conforming  to  Subpart 
162.017  of  Subchapter  Q  (Specifications)  of  this 
chapter  may  be  used  on  tanks  for  a  maximum  pres- 
sure of  10  i)ounds  per  square  inch  gage.  Safety 
relief  valves  conforming  to  Subpart  162.018  of 
Subchapter  Q  (Specifications)  of  thisciiapter  may 
bo  used  for  any  pressure, 

(c)  The  safety  relief  valves  shall  have  a  com- 
bined relieving  capacity  to  discharge  the  greater  of 
the  following  with  not  moi-c  than  20  ])ercent  rise 
in  pressure  (in  the  tank)  above  the  maximum 
aljowaljlo  pressui'e: 

(1)  The  vajjors  evaporated  by  an  ambient  air 
temperature  of  115°  F.  plus  the  maximum  flow  rate 
of  the  cargo  filling  pipes  or, 

(2)  The  vapor's  gciiciated  undci-  fii'e  exposure 
coiripnted  using  the  roniMihis  of  Section  M.l^>- 
25(c)  of  Subchapter  F  (Marine  Engineering)  of 
tlii.s  chapter. 

(d)  The  safety  relief  valves  shall  meet  the  ar- 
rangement and  insjHTtion  requirements  of  Section 
54.15-25  f»f  Subchapter  F  (.Nlarinc,  Engineering) 
of  this  chapter. 

(e)  MeariH  Hhall  be  provided  to  i)rot<'ct  norrprcs- 
sure  veHS<!l  tanks  fi'om  excessive  (;xternal  pressure. 


( f )  Void  spaces  between  the  primary  and  second- 
ary barriers  of  nonpressure  vessel  type  tanks  shall 
be  protected  by  relief  devices.  The  relief  setting 
shall  not  be  higher  than  the  void  test  pressure,  and 
shall  not  exceed  90  percent  of  the  setting  of  the 
safety  relief  valve  protecting  the  primary  tank. 

38.10-16     (( Canceled) 

38.10-20  Liquid  level  gaging  devices — TB/ 
ALL.  (a)  Each  tank  shall  be  fitted  with  a  liquid 
level  gaging  device  of  approved  design  to  indicate 
the  maximum  level  to  which  the  tank  may  be  filled 
with  liquid : 

(1)  between  -20°  F.  and  VW  F.  f or  unref riger- 
ated  service;  or, 

(2)  Within  the  operating  temperature  range  for 
tanks  operating  below  atmospheric  temperature. 

(b)  Liquid  level  gaging  devices  may  be  of  the 
following  types:  Rotary  tube,  slip  tube,  magnetic, 
automatic  float,  or  similar  types  approved  by  the 
Commandant.  Except  as  otherwise  provided  in  this 
section,  fixed  tube  devices  are  not  acceptable  as 
the  primary  gaging  device. 

(c)  All  gaging  devices  shall  be  arranged  so  that 
the  maximum  liquid  level  for  product  being  car- 
ried, to  which  the  tank  may  be  filled  is  readily 
determinable.  The  maximum  gallonage  capacity 
as  required  by  Section  38.15-1  shall  be : 

(1)  Marked  on  the  tank  system  nameplate  or 
gaging  device;  or, 

(2)  Shown  in  the  ullage  tables. 

(d)  Gaging  devices  tliat  require  bleeding  of  the 
])roduct  to  the  atmosphere,  such  as  the  rotary  tube, 
fixed  tube,  and  slip  tube,  shall  be  so  designed  that 
the  bleed  valve  maximum  o])euing  is  not  larger 
than  a  No.  54  drill  size  (0.055-inch  diameter),  un- 
less provided  with  an  excess  flow  valve. 

(e)  For  pressure  vessel  type  tanks  each  auto- 
matic float,  continuous  reading  tape  or  similar  type 
gage  not  mounted  directly  on  the  tank  or  dome 
shall  be  fitted  with  a  shutotl'  device  located  as  close 
to  the  tank  as  practicable.  When  an  automatic  float 
gaging  device,  which  gages  the  entire  height  of  the 
tank  is  used,  a  fixed  tube  gage  set  in  the  range  of 
85  jiercent  to  !)()  pereent  of  the  water  capacity  of 
the  tank  shall  be  provided  in  addition  as  a  means  of 
checking  the  accuracy  of  the  automatic  float  gage, 
or  other  alternate  means  acceptable  to  the  Com- 
mandant may  be  used. 

(f)  A  gaging  device  shall  be  designed  for  a 
pressure  at  least  equal  to  the  maximum  allowable 
pressure,  of  the  tank  on  which  it  is  installed. 

(g)  (Jage  glasses  of  (lie  colunniar  tyi)e  arc 
pr'ohibited. 

(h)  Flat  sight  glasses  may  be  used  in  the  design 
of  automatic,  float,  contimious  I'cading  tape  gages: 
/'/■o/u't/{'(l,  That  sitch  glasses  shall  be  made  of  high 
strength  ma(ei-ial  suitable  for  the  oper-ating  teni- 
pei'afitr'cs  of  not  less  than  one-half  inch  in  thick- 
rK^ss  and  adcfjuately  pr'ofected  by  a  metal  cover. 
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SUBPART  38.15— SPECIAL  REQUIREMENTS 

38.15-1     Filling  of  tanks— TB/ ALL.  (a)  Re- 

friiierated  and  semirefrigerated  tanks  shall  be 
filled  so  that  there  is  an  outage  of  at  least  2  percent 
of  the  volume  of  the  tank  at  the  temperature  cor- 
i-esponding  to  the  vapor  pressure  of  the  cargo  at 
the  safety  relief  valve  setting.  A  reduction  in  the 
re([uired  outage  may  be  permitted  by  the  Com- 
mandant when  warranted  by  special  design  con- 
siderations. Normally  then,  the  maximum  volume 
to  which  a  tank  may  be  loaded  is : 


Fr= 


0.98d.F 
dL 


(1) 


where: 

F;  =  maxiiTnim  volume  to  which  tank  may  be  loaded. 
V  =  ^'olume  of  tank. 

rf,=  density  of  cargo  at  the  temperature  required  for  a 
cargo  vapor  pressure  equal  to  the  relief  valve 
setting. 
di,=  density  of  cargo  at  the  loading   temperaure   and 
pressure. 

(b)  Xonrefrigerated  tanks  shall  be  filled  so  that 
their  tilling  densities  shall  not  exceed  the  ratios 
indicated  in  Table  38.15-1  (b). 

Table  38.15-l(b) — ^Maximum  Pp;rmissibl'c  Filling 
Dknsities  for  Tanks  Opiirating  at  or  Near 
Ambient  Temperature 


Maximum  permitted  filling  density 

Specific  gravity  at  60°  F. 

Unlagged  tanks— water 
capacity 

Lagged 
tanks — all 

1,200  gal. 
and  under 

Over 
1,200  gal. 

capacities 

0.473-0.480 

38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
65 
56 
57 

41 
42 
43 
44 
45 
46 
47 
48 
49 
50 
51 
52 
53 
54 
55 
56 
57 
68 
59 
60 

42 

0.481-0.488.  _ _ 

43 

0.489-0.495 

44 

0.496-0.503  . 

45 

0.504-0.510. 

46 

0.511-0.519 

47 

0.520-0.527.. 

48 

0.528-O.536 

49 

0.537-0.544 

50 

0.545-0.552 

61 

0.553-0.560 -- 

62 

0.561-0.568.. 

53 

0.569-0.576                              

64 

0.577-0.584 

66 

0.585-0.592 

66 

0.593-0.600                            

57 

0.601-0.608                 

58 

0.609-0.617 

59 

0.618-0.626 

0627-0.634           

60 
61 

Note:  Increase  in  filling  densities  to  provide  for  seasonal  changes  may  be 
considered  by  the  Commandant  upon  presentation  of  factual  evidence  that 
safe  operation  can  be  effected. 

(c)  The  ''filling  density"  is  defined  as  the  per- 
cent ratio  of  the  weight  of  the  gas  in  a  tank  to 
the  weight  of  water  the  tank  will  hold  at  60°  F. 

38.15-5  Cargo  hose— TB/ ALL.  (a)  When  the 
liquid  and  vapor  line  hoses  used  for  loading  and 
discharging  the  cargo  are  carried  on  board  the 
vesBsel,  they  shall  be  of  flexible  metal  and  fabri- 


cated of  seamless  steel  pipe  and  flexible  joints  of 
steel  or  bronze,  or  of  other  suitable  material  re- 
sistant to  the  action  of  the  cargo.  Hose  used  in 
refrigerated  systems  sliall  be  suitable  for  the  mini- 
mum temperature  to  which  it  may  be  subjected  and 
shall  be  acceptable  to  the  Commandant. 

(b)  Hose  subject  to  tank  pressure,  or  the  dis- 
charge pressure  of  pumps  or  vapor  compressors, 
shall  be  designed  for  a  bursting  2)ressure  of  not  less 
than  five  times  the  maximum  safety  relief  valve 
setting  of  the  tank,  pump,  or  compressor. 

(c)  Before  being  placed  in  service  each  new 
cargo  hose,  with  all  necessary  fittings  attached, 
shall  be  hydrostatically  tested  by  its  manufacturer 
to  a  pressure  not  less  than  twice  its  maximum  work- 
ing pressure  nor  more  than  two-fifths  its  bursting 
pressure.  The  hose  shall  be  marked  with  its  maxi- 
mum working  pressure,  and  if  used  in  refrigerated 
service,  its  minimiun  tem})erature. 

38.15-10  Leak  detection  systems — T/ALL. 
(a)  A  detection  system  shall  be  permanently  in- 
stalled to  sense  cargo  leaks.  The  detectors  shall  be 
located  within  the  s])ace  so  as  to  permit  the  sensing 
of  an  initial  leak  and  prevent  an  tmdetected  gas 
accumulation.  The  sensitivity  shall  be  in  accord- 
ance with  paragraph  (b)  of  this  section.  The  de- 
tectors shall  be  fitted  in  the  following  compart- 
ments : 

(1)  Between  the  primary  and  secondary  bar- 
riers for  nonpressure  vessel  type  tanks. 

(2)  Cargo  handling  rooms  and  spaces  contain- 
ing cargo  piping  or  cargo  handling  systems. 

(o)  All  enclosed  spaces,  excejDt  tanks  and  cof- 
ferdams, which  are  separated  from  the  cargo  tanks 
by  only  the  secondary  barrier. 

(4)  Other  spaces  where  gas  concentrations 
might  be  expected. 

( 5 )  Cargo  holds,  containing  pressure  vessel  type 
tanks  and  no  cargo  piping,  are  exempt  from  the 
requirements  of  this  paragraph. 

(b)  The  indicating  instruments  for  the  detec- 
tion system  shall  be  located  on  the  bridge  or  at  the 
cargo  control  station.  An  audio  and  visual  warning 
shall  be  given  before  any  gas  concentration  reaches 
30  percent  of  the  lower  explosive  limit.  The  alarm 
shall  indicate  both  on  the  bridge  and  at  the  cargo 
control  station.  Sampling  of  each  detector  shall 
be  at  least  once  every  half  hour. 

(c)  Means  shall  be  provided  to  measure  the  full 
range  of  cargo  gas  concentration  in  the  spares. 

38.15-15  Electrical  installations— TB/ALL. 
(a)  All  electrical  installations  shall  comply  with 
the  requirements  contained  in  this  subchapter  and 
in  Subchapter  J  (Electrical  Engineering)  of  this 
chapter  for  tank  vessels,  except  as  otherwise  spe- 
cified in  this  part. 

(b)  Spaces  containing  cargo  pumps,  compres- 
sors, and  piping  are  considered  as  equivalent  to 
a  tank  vessel  pumjjroom,  and  no  electrical  devices, 
except  Coast  Guard  approved  intrinsically  safe 
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devices,  shall  be  installed  in  these  spaces.  Electric  other  living  or  working  space,  ventilator  inlet,  or 

motoi-s  shall  be  segregated  from  these  spaces  by  a  sonrce  of  vapor  ignition.  When  special  conditions 

gastight  bnlkhead.  Electric  lighting  of  the  explo-  will  prevent  the  vent  line  header  outlets  being 

sion-proof  type  may  be  installed  in  these  spaces  permanently  installed  at  a  height  above  the  deck 

provided  all  switching  is  done  from  outside  the  of  one-third  the  beam  of  the  vessel,  then  an  adjust- 

space.  able    system    shall    be    provided    which,    wlien 

(c)  All  cargo  tanks,  piping,  valves,  etc.,  shall  extended  vertically,  shall  be  capable  of  reaching 
be  effectively  grounded  to  the  vessel's  hull.  Tanks  a  height  of  one-third  the  beam  of  the  vessel, 
with  an  insulated  inner  shell   (primary  barrier)  (b)   The    capacity    of    branch    vents    or   A'ent 
shall  have  an  effective  grounding  bond  to  the  outer  headers  shall  depend  upon  the  number  of  cargo 
shell  (secondary  barrier)  or  to  the  vessel's  hull.  tanks  connected  to  such  branch  or  header  as  pro- 

(d)  Electric  submerged  motor  cargo  pumps  may  ^^icled  for  in  the  Table  38.20-1  (b),  and  upon  the 
be  used,  when  in  compliance  with  the  following  re-  total  safety  relief  valve  discharge  capacity. 

quirements    and    subject    to    approval    by    the  qq  -.n  i  n  \     n                      -n              t- 

Commandant  Iable  38.20-1(5) — Capacity  of  Branch    vents 

(1)  Design'   details   of   the   submerged    motor  ^^  ^^^^  Headers 

pump,  witli  an  evaluation  of  the  cooling  efficiency  foMvli've 

of  the  product  being  i^umped,  shall  be  submitted.  Number  of  cargo  tanks:                                         disOinrge 

(2)  Provisions  shall  be  made  to  exclude  air  from  1  or  2 100 

the  tanks  containing  cargo  in  either  vapor  or  liquid  ^  '^ 

phase.  The  pump  motor  shall  be  deenergized  when  5  "I"I"IIII""IIII"IIIIIIIII"miIIII       Vo 

this  condition  is  not  satisfied.  6  or  more 60 

(3)  A  liquid  level  sensing  device  shall  auto- 
matically shut  down  the  motor  and  sound  an  alarm  (c)  In  addition  to  the  requirements  specified  in 
at  a  predetermined  low  liquid  level.  The  alarm  lo-  paragraphs  (a)  and  (b)  of  this  section,  the  size 
cation  may  be  the  station  from  which  cargo  han-  of  the  branch  vents  or  vent  headers  shall  be  such 
dling  is  controlled  or  such  other  location  outside  that  the  back  pressure  in  the  relief  valve  discharge 
the  cargo  area  as  is  acceptable  to  the  Commandant.  lines  shall  not  be  more  than   10  percent  of  the 

(1)   Details  of  the  power  cable,  tank  penetra-  safety  relief  valve  setting.  In  nonpressure  vessel 

tions  and  pump  connections  sliall  be  submitted.  ^^"t  systems,  however,  where  the  maximum  back 

(5)   An  auxiliary  means  of  emptying  the  cargo  P^'^ssure  of  10  percent  of  the  relief  valve  setting 

tanks  shall  be  provided  in  accordance  with  Para-  ^^  msufhcient    o  move  the  gases  through  any  but 

o-ranh  3810-10('d')  ^'^  extremely  hirge  diameter  vent  pipe,  the  back 

"  (6)   Means    for    positively    disconnecting    the  pressure  may  exceed  10  percent  provided : 

l^ower  supply  between  the  switchboard  ainl  the  ,  ^^M       ^''Tion^  "'      f    fA     f"'!"^  '''•'" 

t       v.,                    1    1    11  I             -1    1    •        ]•      „  does  not  exceed  120  percent  01  the  tank  maximum 

pump  power  panel  shall  be  i)rovided,  i.e.,  discon-  n        1  1                      ^1 

Tip-tliik«  1    -k  1 1    I  •  •  U- '  •  ■    'f  allowable  pressure;  and, 

/-\    til'      \l'  •  I       '  1  •    '.1    'i!  1    •     i.-         i- ..1  (2)   The  safety  relief  valve  is  sized  to  discharge 

( i )   All  materials  used  m  the  fabrication  of   lie  ^^^^  required  capacity  with  the  tank  pressure  and 

sulimerged  motor  cargo  pumps  shall  be  suitable  ^^,^^  y^^^.^.  pressure  actually  used, 

for  use  with  the  liquid  cargo  at  the  design  pres-  ^^^    j^^./,„.,^  ,,^.,^^|g  .^^^^  restrictive  pipe  fittings 

sures  and  temperatures.  ^^    '  .  Dermitted 

.38.15-20    Remote  shutdowns— TB/ALL.   (a)  are  nor  ptimuu  i                                    •     -   n    i 

.,,           1  ■                     •   .    I       -.1                  11-  (e)    vents  and  headers  shall  be  so  installefl  as 

All    iriarliinci'V    associated    witii    carjio    loac  nig,  .     ^    '         ,              ■         ,                       ^•  4.         ^■,   t       i..,. 

,      ,•             -^       ■•         1    11   1              It       !•  I    •  to  prevent  excessive  stresses  on  safety  reliet  valve 

uiilojH  uig.  f)r  cooling  sua      be  capa b  e  of  xMug  J     <• 

1    *    1          f                      *     1       *■        MM  -1       f  mountings. 

shut  <lowii  irr)iri  a  remote  location.    1  Ins  location  ,-.,    r,-V          i.  t    i              •         1    n  1          1       i    i 

1      -1        J   ,•        /.             1-1+1                  1  (1)    1  he  vent  discharge  riser  sia     be  so  located 

may   be  the  station   from    which   the  cargo  han-  ^  /              •,             ,     T-                ■     .            1       •     i 

dling  is  controlled  or  such  other  location  outside  ^^^  ^"     l'^"'*'     P':'>«7t">"     ='.^'""«     ,?'.      fiV.'"' 

the  cargo  area  as  is  acceptable  to  the  Commandant.  '"''rT  "       ""     •''"'■''=''-"  1»|h;^^  ^I'all  be  fitted 

"                             '  with  loose  raincaps  or  other  suitable  means  to  pre- 

SUBPART  .38.20— VENTING  AND  VENTILATION  vent  entrance  of  ram  or  snow.        ,      ^       ,.       , 

(g)   No  valve  of  any  tyi)e  shall  be  ntted  in  the 

.38.20-1     Venting— T/ALL.    (a)     Kacb    safely  vent  pipe  bet  ween  the  safety  relief  valve  and  the 

relief  vahc  installed  (;n  a  cargo  lank  shall  be  con-  vent  outlets. 

nectp/l  to  a  branch  vent  of  a  venting  system  which  (],)  Provisions  shall  be  made  to  drain  con- 
shall  be  constnicfcd  so  that  the  discharge  ol  gas  ,|,.nsate  from  the  vent  header  piping.  Special  pie- 
will  be  directed  vertically  ii|»war(lto  a  i)oint  which  caiitioiis  shall  insure  that  condensate  does  not 
sliall  exteiirj  to  a  height  above,  the  weather  deck  accuiiiulate  at  or  near  the  relief  valves. 
Wjiial  to  at  lea.st  one  tliir<l  the  beam  of  the,  v(!ssel  (i)  IJelief  valves  discharging  li(|iii(l  cargo  shall 
and  to  a  niiniiiiiiiii  of  at  least  ft)  feet,  and  sliall  not  be  connected  to  the  branch  M'litorvent  header 
teniiiiiatc    at    u    comparable    dislanr-c    from    any  lines  from  the  cargo  tanks.  'J'hey  may,  however, 
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be  connected  to  an  accumulator,  the  vapor  spa^'e 
of  which,  may  in  turn,  be  connected  to  the  vent 
header  system.  Relief  valves  in  the  cargo  piping 
system  may  discharge  back  to  the  cargo  tanks. 

(])  Vapor  discliarged  to  the  atmosphere  in 
accordance  with  Paragraph  38.05-25  (b)  shall 
utilize  valves  separate  from  tlie  safety  relief 
valves. 

38.20-5  Venting— B/ALL.  (a)  Safety  relief 
valves  on  cargo  tanks  in  barges  may  be  connected 
to  individual  or  common  risers  which  shall  extend 
to  a  reasonable  height  above  the  deck.  An  alter- 
nate arrangement  consisting  of  a  branch  vent 
header  system  as  required  by  Section  38.20-1  may 
be  installed.  In  anj'  case,  the  provisions  of  Para- 
graph 38.20-1  (d)  through  (j)  shall  apply. 

(b)  Arrangements  j^roviding  for  venting  cargo 
tanks  at  sea  on  unmanned  barges  will  be  con- 
sidered by  the  Commandant  upon  presentation  of 
plans. 

38^0-10  Ventilation— T/ ALL.  (a)  A  power 
ventilation  system  shall  be  pro\ided  for  compart- 
ments containing  pumps,  compressors,  pipes, 
control  spaces,  etc.  connected  witli  the  cargo  han- 
dling facilities.  These  compartments  shall  be 
ventilated  in  such  a  way  as  to  remove  vapors  from 
points  near  the  floor  level  or  bilges,  or  other 
areas  where  vapor  concentrations  may  be  expected. 
The  compartments  shall  be  equipped  with  power 
ventilation  of  the  exhaust  type  having  capacity 
sufficient  to  effect  a  complete  change  of  air  in  not 
more  than  3  minutes  equal  to  the  volume  of  the 
compartment  and  associated  trunks. 

(b)  The  power  ventilation  units  shall  not  pro- 
duce a  source  of  vapor  ignition  in  either  the  com- 
partment or  the  ventilation  system  associated 
with  the  compartment.  Inlets  to  exhaust  ducts 
shall  be  provided  and  located  at  points  where  con- 
centrations of  vapors  may  be  expected.  Ventila- 
tion from  the  weather  deck  shall  be  provided. 
Ventilation  outlets  shall  terminate  away  from  any 
openings  to  the  interior  part  of  the  vessel  a  lateral 
distance  at  least  equal  to  that  specified  in  Para- 
graph 38.20-1  (a).  These  outlets  shall  be  so  located 
as  to  minimize  the  possibility  of  recirculating  con- 
taminated air  through  the  compartment. 

(c)  Means  shall  be  provided  for  purging  the 
following  spaces  of  cargo  vapors: 

(1)  The  space  surrounding  nonpressure  vessel 
type  tanks,  i.e..  within  the  secondary  barrier. 

(2)  The  space  surrounding  pressure  vessel  type 
tanks  whose  piping  connections  are  below  the 
weather  deck  in  accordance  with  Paragrapli 
38.10-1  (h). 

(3)  The  space  surrounding  tanks  whose  man- 
hole openings  are  below  the  v,eather  deck  in 
accordance  with  Paragraph  38.0.5-10 (f). 

(d)  Power  ventilation  shall  be  provided  for 
each    auxiliary    machinery    or    working    space 


located  on  and  accessible  from  the  cargo  handling- 
deck.  Such  ventilation  systems  shall  be  designed 
to  preclude  the  entry  of  cargo  vapors  into  the 
space  via  the  open  access  or  the  ventilation  sys- 
tem itself. 

SUBPART    38.25— PERIODIC    TESTS    AND    INSPEC- 
TIONS 

38.25-1    Tests     and     inspections— TB/ALL. 

(a)  Each  tank  shall  be  subjected  to  the  tests  and 
inspections  described  in  this  section  in  the  presence 
of  a  marine  inspector,  except  as  otherwise  pro- 
vided in  this  part. 

(1)  An  internal  examination  shall  be  made  at 
least  once  in  each  8  calendar  years. 

(2)  An  external  examination  of  unlagged  tanks 
and  the  visible  i^arts  of  lagged  tanks  shall  be  made 
at  each  inspection  for  certification  and  at  such 
other  times  as  considered  necessar3\ 

(3)  To  the  extent,  and  if,  deemed  necessary  by 
the  marine  inspector  sufficient  insulation  shall  be 
removed  from  insulated  tanks  at  least  once  in  each 
8  calendar  years  to  permit  spot  external  examina- 
tion of  the  tanks  and  insulation.  The  marine  in- 
spector may  require  that  the  thickness  of  the  tanks 
be  gaged  by  an  acceptable  nondestructive  means 
without  additional  removal  of  insulation. 

(b)  A  hydrostatic  test  of  li^  times  the  maxi- 
mum allowable  pressure,  as  determined  by  the 
safety  relief  valve  setting,  shall  be  made  at  any 
time  that  the  marine  inspector  considers  such 
hydrostatic  test  necessary  to  determine  the  condi- 
tion of  the  tank.  In  the  case  of  cargo  tanks  operat- 
ing at  maximum  allowable  pressures  reduced 
below  the  design  pressure  in  order  to  satisfy  spe- 
cial mechanical  stress  relief  requirements,  the 
hydrostatic  test  pressure  shall  be  11/2  times  the 
maximum  allowable  pressure  times  the  factor  (due 
to  mechanical  stress  relief)  of  design  pressure 
divided  by  maximum  allowable  pressure. 

(c)  For  pressure  vessels  designed  and/or  sup- 
IJorted  such  that  they  cannot  safely  be  filled  with 
water,  the  Commandant  will  consider  a  pneumatic 
test  in  lieu  of  the  hydrostatic  test.  A  leak  test,  shall 
be  ixn-formed  in  conjunction  with  the  pneumatic 
test.  Pneumatic  testing  shall  be  in  accordance  with 
Subchapter  F  (Marine  Engineering)  of  this 
chapter. 

(d)  Xonpressure  vessel  type  tanks  shall  be 
tested  to  a  pressure  eqiuil  to  the  pressure  on  the  bot- 
tom of  the  tank  under  the  design  conditions  listed 
in  Paragraph  38.05-4:(e). 

(e)  In  the  application  of  the  requirements  for 
testing  of  the  cargo  tanks,  the  test  shall  in  no  case 
be  less  severe  than  the  worst  anticipated  service 
condition  of  the  cargo  loading. 

(f )  In  the  design  and  testing  of  the  indeiiendent 
cargo  tanks,  considex-ation  shall  be  given  to  the  pos- 
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sibility  of  the  independent  tanks  being  subjected  The  cargo  tank  safety  relief  valves  shall  be  in- 
to external  loads.  spected  at  least  once  in  every  2  years. 

38.25-5    Removal    of    defective    tanks — TB/  (b)  The  safety  relief  valve  discs  shall  be  lifted 

ALL.  If  a  tank  fails  to  pass  the  tests  prescribed  from  their  seats  in  the  presence  of  a  marine  inspec- 

in  this  subpart,  it  shall  be  removed  from  service  tor  by  either  liquid,  gas,  or  vapor  pressure  at  least 

unless  otherwise  authorized  by  the  Commandant.  once  every  4  years  to  determine  the  accuracy  of 

38.25-10     Safety  relief  valves — TB/ALL.  (a)  adjustment  and,  if  necessary,  shall  be  reset. 


(112) 


PART   39— FLAMMABLE    OR    COMBUSTIBLE   LIQUIDS    HAVING   LETHAL 

CHARACTERISTICS 


Subpart  39.01 — General 
Sec. 

30.01-1     Scope  of  regulations— TB/ALL. 
39.01-5     Certificate  of  inspection— TB/ALL. 

Subpart  39.05 — Design,  Arrangement,  and  Installation 
OF  Cargo  Tanks 

39.05-1    Design,    construction,    and    arrangement — TB/ 

KLL. 
39.05-5     Markings— TB/ALL. 
39.05-10  Installation— TB/ALL. 

Subpart  39.10 — Piping,  Valves,  Fittings,  and  Accessory 
Equipment 

39.10-1     Valve.s  and  accessories— TB/ALL. 

39.10-5     Piping  and  fittings— TB/ALL. 

39.10-10  Safety  relief  and  pressure-vacuum  relief  valves — 

TB/ALL. 
39.10-15  Gaging  devices— TB/ALL. 

Subpaet  39.15 — Special  Cargo  Handling  Requirements 

39.15-1     Warning  sign  at  gangway — TB/ALL. 
39.1.5-5     Cargo  discharge— TB/ALL. 
39.15-10  Pumproom  controls — TB/ALL. 

Subpart  39.20 — Venting  and  Ventilation 

39.20-1  Venting— T/ALL. 
39.20-2  Venting— B/ALL. 
.39.20-5     Ventilation— TB/ALL. 

Subpart  39.25 — Periodic  Inspections  and  Tests 

•39.25-1     Hydrostatic  tests  and  inspection — TB/ALL. 
.39.25-5     Removal    of    defective    tanks— TB/ALL. 
39.2.5-10  Safety  valves— TB/ALL. 

AUTHORITT  :  The  provisions  of  this  Part  .39  issued  under  R.S. 
440.J,  as  amended,  4417a,  as  amended,  4462.  as  amended,  sec. 
6(b)(1),  80  Stat.  938;  46  U.S.C.  .375,  .391a,  416,  49  U.S.C. 
16.j.j(b)  ;  49  CFR  1.4(a)(2).  R.S.  4472,  as  amended,  4488,  as 
amended,  sec.  ?,.  68  Stat.  675  ;  46  U.S.C.  170,  481,  50  U.S.C.  198  ; 
E.O.  112.39,  July  31,  1965,  30  F.R.  9671,  3  CFR,  1965  Supp., 
unless  otherwise  noted, 

SUBPART  39.01— GENERAL 

39.01-1     Scope     of     regulations— TB/ALL. 

(a)  The  regulations  in  this  part  contain  require- 
ments for  the  transportation  of  flammable  or 
combustible  liquids  having  lethal  characteristics 
and  defined  as  Class  "B"  or  "C"  poisons  in  Sec- 
tions 146.25-10  and  146.25-15  of  Part  146  of  Sub- 
chapter N  (Dangerous  Cai'goes)  of  this  chapter. 
The  regulations  covering  the  transportation  in 
portable  tanks  of  flammable  or  combustible  liquids 
having  lethal  characteristics  and  defined  as  Class 
"B"  or  "C"  poisons  are  contained  in  Part  146  of 
Subchapter  N  (Dangerous  Cargoes)  of  this 
chapter. 

39.01-5    Certificate  of  inspection— TB/ALL. 
(a)  Certificate  of  in.spection  shall  be  endorsed  for 


the  carriage  of  Class  "B"  or  "C"  poisonous  liquids, 
as  follows: 

Inspected  and  approved  for  the  carriage  of  flauuuable 
or  combustible  Class  "B"  or  "C"  poisonous  liquids. 
(R.S.  4421,  as  amended;  46  U.S.C.  399) 

SUBPART  39.05— DESIGN,  ARRANGEMENT,  AND 
INSTALLATION  OF  CARGO  TANKS 

39.05-1  Design,  construction,  and  arrange- 
ment— TB/ALL.  (a)  Cargo  having  a  Eeid  vapor 
pressure  not  exceeding  14  pounds  per  square  inch 
may  be  transported  in  tanks,  cylindrical  or  rec- 
tangular, independent  of  the  vessel's  hull 
structure,  or  in  tanks  built  integral  with  the 
vessel's  hull  and  completely  separated  from  the 
shell  of  the  vessel  by  means  of  wing  tanks,  coffer- 
dams, double  bottoms  or  similar  voids. 

(b)  Independent  tanks  shall  be  designed  for  a 
head  of  at  least  8  feet  above  the  top  of  the  tank 
or  the  highest  level  the  product  may  rise,  which- 
ever is  the  greater,  using  the  specific  gravity  of  the 
product  to  be  carried.  In  general,  plate  less  than 
%6  inch  in  thickness  shall  not  be  used  in  the  fabri- 
cation of  independent  tanks  unless  otherwise  ap- 
proved by  the  Commandant. 

(c)  Tanks  built  integral  with  the  vessel's  hull 
shall  conform  with  the  scantling  requirements  of 
the  American  Bureau  of  Shipping. 

(d)  (1)  Cargo  tanks  transporting  liquids  having 
a  Eeid  vapor  pressure  exceeding  14  pounds  per 
square  inch,  or  vented  at  a  gage  pressure  exceed- 
ing 4  pounds  per  square  inch,  or  where  air  or 
water  pressure  is  used  to  discharge  the  cargo,  shall 
be  fabricated  as  an  arc-welded  pressure  vessel  and 
meet  the  applicable  requirements  of  Subchapter  F 
(Marine  Engineering)  of  this  chapter. 

(2)  Unfired  pressure  vessel  cargo  tanks  shall 
be  designed  for  a  pressure  of  not  less  than  the 
vapor  pressure,  in  pounds  per  square  inch  gage, 
of  the  lading  at  115°  F.,  or  the  maximum  air  or 
water  pressure  used  in  discharging  cargo,  which- 
ever is  greater,  but  in  no  case  shall  the  design  pres- 
sure of  such  tanks  be  less  than  30  pounds  per 
square  inch. 

(3)  The  plate  thickness  of  unfired  pressure  ves- 
sel type  cargo  taiiks  shall  be  not  less  than  ^e  "^ch. 
Dished  heads  shall  be  used  in  the  design  of  the 
tanks. 

(e)  Each  tank  shall  be  provided  with  not  less 
than  a  15-inch  by  18-inch  or  an  18-inch  diameter 
manhole,  fitted  with  a  cover  and  located  as  close 
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as  possible  to  tlie  top  of  the  tank.  '\'\niere  access 
trunks  are  fitted,  the  diameter  or  minimum  dimen- 
sion of  the  trunk  shall  be  not  less  than  30  inches. 

<R.S.  4433.  as  amended:  46  U.S.C.  411) 

39.05-5  Markings — TB/ALL.  (a)  Upon  satis- 
factory completion  of  tests  and  inspection,  pres- 
sure vessel  tanks  shall  have  markings  as  required 
by  Section  5J:.10-20  of  Subcliapter  F  (Marine 
Engineering)  of  this  chapter. 

(b)  In  addition  to  the  aforementioned  mark- 
ings, the  following  inscription  shall  be  stamped 
on  the  tank,  or  a  corrosion-resistant  plate  contain- 
ing this  data  sliall  be  securely  attached  thereto: 

This  tank  shall  not  contain  a  product  having  a  vapor 
pressure  in  excess  of p.  s.  i.  gage  at  115°  F. 

(c)  All  tank  markings  shall  be  permanently 
and  legibh^  stamped  in  a  readily  visible  position, 
and  sliall  not  be  obscured  bv  painting. 

39.05-10  Installation— TB/ALL.  (a)  Cargo 
tanks  independent  of  the  hull  shall  be  installed 
with  a  clearance  of  not  less  than  24  inches  from 
the  vessel's  sides.  A  vs'orking  space  of  not  less 
than  1.5  inches  shall  be  provided  around  and  un- 
der each  tank,  or  provision  shall  be  made  for  mov- 
ing the  tanks  to  secure  adequate  clearance  for  in- 
spection and  maintenance. 

(b)  Indej^endent  tanks  shall  be  mounted  on 
substantial  steel  saddles  securely  held  down  and 
chocked.  Tank  saddles  shall  be  designed  so  as  to 
minimize  the  concentration  of  excessive  loads  at 
any  point  on  the  shell. 

(c)  Tanks  may  be  located  in  hold  spaces  or  in 
other  cargo  tanks  meeting  the  requirements  for 
colferdams  as  ])rescribed  in  Section  32. 60-10  or 
32.05-15,  and  may  be  installed  "on  deck''  or  "un- 
der deck"  with  the  tank  ])rotruding  above  deck. 
On  installations  where  a  portion  of  the  tank  ex- 
tends through  the  weather  dock,  provision  shall 
be  made  to  niaintain  the  watertightness  of  the 
deck.  "WhoT-e  such  tanks  are  installed  in  bulk 
liquid  cargo  tanks,  the  liquids  in  the  surrounding 
tanks  shall  be  inert  to  the  toxic  or  poisonous 
liquirls  at  temperatures  of  100°  F.  and  under,  at 
atmospheric  pressure. 

((]}  All  tanks  shall  be  installed  with  manhole 
openings  and  fittings  located  above  (lie  wcalher 
deck. 

(e)  Xo  strength  welding  employed  in  the  at- 
tachment of  suppoi-fs,  lugs,  fittings,  etc.,  sliall  be 
done  on  tanks  that  require  anrl  have  been  stress- 
relievcf],  unless  aiithoii/ed  by  the  ( 'omniaiidant. 

SUBPART  39.10— PIPING,  VALVES,  FITTING.S,  AND 
ACCESSORY  EQUIPMENT 

39.10-1     Valves    and    accessories— TB/ALL. 

(aj  ,\l]  shutoll  valves  and  accessory  e(|iii|)m('iil 
shall  1x5  of  f.ype.s  suitai>le.  for  use  with  (lie  cargf) 
to  I>c  farriefj.     Gray   iion   castings  shall   not    be 


employed  in  the  construction  of  valves,  fittings  or 
flanges  located  outside  the  cargo  tanks. 

(b)  All  connections  to  taiiKs,  except  safety  re- 
lief valves,  pressure-vacuum  relief  valves,  or  gag- 
ing connections,  shall  have  shutoff  valves  located 
as  close  to  the  tank  as  practicable. 

39.10-5  Piping  and  fittings— TB/ALL.  (a) 
Pil)ing  sliall  l)e  suitalde  for  use  with  the  liquid 
cargo  to  be  carried  and  shall  conform  to  the  re- 
quirements of  Part  56  of  Subchapter  F  (Marine 
Engineering)  of  this  chapter.  Piping  sliall  be  of 
seamless  drawn  material,  except  that  electric 
resistance-welded  steel  piping  will  be  acceptable. 

(b)  All  pipe  connections  on  pressure  vessel 
tanks  shall  be  grouped  in  the  smallest  2")racticable 
space  and  shall  he  located  near  the  highest  point 
on  the  tank.  Altei'uate  piping  arrangements  may 
be  considered  for  approval  by  the  Commandant. 

(c)  The  pumps  and  cargo  piping  used  for  load- 
ing and  discharging  Class  "B"  or  "C"  poisons 
shall  be  independent  of  all  other  piping. 

(d)  Where  midtiple  cargoes  are  carried,  and 
the  cargo  piping  conveying  Class  "B"  or  "C 
poisons  are  led  through  cargo  tanks  containing 
other  products  the  piping  shall  be  encased  in  a 
tunnel. 

(e)  Where  cargo  lines  for  handling  other  prod- 
ucts, or  bilge  and  ballast  piping  are  led  through 
cargo  tanks  containing  Class  "B''  or  "C"  poisons, 
the  piping  shall  be  encased  in  a  tunnel. 

(f )  Where  possible  provision  shall  be  made  for 
expansion  and  contraction  of  piping  by  means  of 
seamless  steel  pipe  expansion  bends.  Corrugated 
expansion  joints  may  be  used,  provided  satisfac- 
toiy  evidence  is  shown  that  space  limitations  do 
not  permit  the  use  of  expansion  bends.  Slip  type 
expansion  joints  are  jirohibited. 

39.10-10  Safety  relief  and  pressure-vacuum 
relief  valves — TB/ALL.  (a)  Each  pressure 
vessel  type  cai'go  tank  sliall  be  fitted  with  one  or 
more  a])proved  safety  relief  valves,  set  to  start  to 
discharge  at  a  pressure  of  not  less  than  90  percent 
of  the  design  pressure  of  the  tank,  but  not  in  excess 
of  the  design  pressure.  Safety  relief  valves  shall 
have  siiflicient  relieving  ca|)acity  to  i)revent  a  pres- 
sui'e  rise  exceeding  20  peix'ent  alx)ve  the  design 
pressure  of  the  tank. 

(b)  Safety  relief  valves  for  pressure  type  cargo 
tanks  shall  be  attached  to  the  tank  near  the  higliest 
point  of  the  va])or  space. 

(c)  (Jravity  type  cargo  tanks  shall  be  fitted 
with  an  approved  piessiire-vacuum  relief  valve  of 
not  less  than  2y2-iuch  size,  which  shall  be  .set  at 
a  piessure  of  not  less  than  3  ))ounds  per  square 
inrh,  but  not  in  excess  of  (he  design  pressnii*  of 
the  tank. 

(d)  Pressure-vacuum  relief  valves  for  gi'avity 
type  cargo  tanks  may  be  installed  on  the  expansion 
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trunk  or  in  the  branch   vent   line  between  the 
expansion  trunk  and  the  vent  header. 
39.10-15      Gaging    devices— TB/ALL.     A 

closed  gaging  system  shall  be  jjrovided  for  deter- 
mining the  liquid  level  within  the  tanks. 

SUBPART  39.15— SPECIAL  CARGO  HANDLING 
REQUIREMENTS 

39.15-1  Warning  sign  at  gangway — TB/ 
ALL.  "\Mien  transferring  bulk  cargo  a  warning 
sign  as  provided  in  Paragraph  35.30-1  (b)  of  this 
subcliapter  shall  be  displayed  to  warn  persons  on 
board  or  in  the  vicinitv  of  the  tanks. 

39.15-5  Cargo  discharge— TB/ALL.  The  use 
of  gas  or  liquid  pressure  to  discharge  the  cargo 
from  gravity  type  cargo  tanks  is  prohibited.  Gas 
or  liquid  pressure  may  be  used  to  discharge  the 
cargo  from  pressure  vessel  type  cargo  tanks,  pro- 
vided authorization  is  granted  by  the  Comman- 
dant. 

39.15-10  Pumproom  control  s— TB/ALL. 
Cargo  pumps,  valves  and  fittings  used  for  the 
transfer  of  Class  "B""  or  "C"  poisons  and  installed 
in  pumprooms  located  below  the  weather  deck 
shall  be  provided  with  means  of  operation  from 
a  position  above  the  freeboard  deck. 

SUBPART  39.20— VENTING  AND  VENTILATION 

39.20-1  Venting— T/ALL.  (a)  Vent  pipes 
shall  be  connected  to  each  safety  relief  or  pressure 
vacuum-relief  valve.  Tanks  carrying  Class  "B" 
or  ''C"  poisons  shall  be  vented  independent  of 
tanks  carrying  other  products.  Tanks  carrying 
the  same  Class  products  may  be  connected  to  a 
vent  header  sj'stem  or  each  tank  may  be  vented 
independently. 

(b)  The  vent  riser  shall  extend  to  a  height 
above  the  weather  deck  equal  to  at  least  one-third 
the  beam  of  the  vessel  and  shall  terminate  at  a 
comparable  distance  from  any  other  living  or 
working  space,  A'entilator  inlet,  or  source  of  vapor 
ignition.  "WTien  special  conditions  prevent  the 
vent  outlets  from  being  permanently  installed  at 
a  height  above  the  deck  of  one-thircl  the  beam  of 
the  vessel,  an  adjustable  system  shall  be  provided 
which,  when  extended  vertically,  shall  reach  a 
height  of  one-third  the  beam  of  the  vessel. 

(c)  The  safety  relief  valve  may  be  fitted  with 
a  bypass  having  the  full  capacity  of  the  relief 
valve  and  equipped  with  a  manually  operated 
stop  valve  to  permit  equalizing  pressures  during 
filling  and  discharging  operations. 

39.20-2  Venting— B/ALL.  (a)  Manned  barges 
shall  meet  the  requirements  of  Section  39.20-1. 

(b)  For  unmanned  barges,  the  following  re- 
quirements shall  apply: 

(1)  The  discharge  fittings  from  each  safety  re- 
lief or  pressure  vacuum  relief  valve  shall  be  di- 
rected in  such  a  manner  as  to  not  impinge  on  an- 


other tank,  piping  or  any  other  equipment  which 
would  increase  the  fire  hazard  should  burning 
products  be  discharged  from  the  safety  or  pressure 
vacuum  relief  valve  as  a  result  of  a  fire  or  other 
casualty.  In  addition,  the  discharges  shall  be  di- 
rected away  from  areas  where  it  is  likely  that  per- 
sons might  be  working  and  as  remote  as  practica- 
ble from  ventilation  inlets  and  ignition  sources.  A 
connnon  discharge  header  may  be  employed  if  de- 
sired. The  area  near  the  discharge  fittings  shall  be 
clearly  marked  as  a  hazardous  area. 

(2)  A  means  shall  be  provided  for  either  the 
reclamation  or  safe  venting  of  vapors  during  the 
loading  and  unloading  operations.  For  this  pur- 
pose the  safety  relief  or  pressure  vacuum  relief 
valve  shall  be  provided  with  a  valved  bypass  to  a 
vapor  return  line  shore  connection  which  shall  be 
used  whenever  vapor  return  shore  facilities  are 
available.  In  the  event  vapors  must  be  vented  to 
the  atmosphere,  a  vent  riser  shall  be  connected  to 
the  vapor  return  line  and  extend  at  least  12  feet 
above  the  highest  level  accessible  to  personnel.  The 
vent  riser  may  be  collapsible  for  ease  of  stowage 
when  not  in  use.  The  vent  riser  shall  not  be  con- 
nected to  a  safety  relief  or  pressure  vacuum  valve. 
Vapor  return  lines  or  vent  risers  for  tanks  carry- 
ing the  same  class  product  may  be  comiected  to  a 
common  header  system  if  desired. 

(3)  Tanks  carrying  Class  "B"  or  "C"  poisons 
shall  be  vented  independent  of  tanks  carrying 
other  products. 

39.20-5  Ventilation— TB/ALL.  (a)  Pump- 
rooms  located  below  the  weather  deck  shall  be 
fitted  with  power  ventilation  designed,  to  assure 
sufficient  air  movement  through  the  pumproom  to 
avoid  accumulation  of  toxic  vapors.  The  venti- 
lation system  shall  be  of  the  exhaust  type  having 
blower  capacity  sufficient  to  permit  a  change  of 
air  of  at  least  20  times  per  hour.  At  least  two 
exhaust  inlet  ducts  shall  be  provided  and  located 
near  the  floor  level  and  at  points  where  a  concen- 
tration of  toxic  vapors  may  be  expected.  At  least 
two  fresh  air  inlet  ducts  shall  be  provided. 

(b)  Enclosed  pumprooms  located  above  the 
weather  deck  shall  be  fitted  with  power  ventila- 
tion having  an  exhaust  type  blower  of  sufficient 
capacity  to  permit  a  change  of  air  of  at  least  10 
times  per  hour.  The  exhaust  inlet  ducts  shall  be 
located  at  points  where  a  concentration  of  toxic 
vapors  may  be  expected.  At  least  one  fresh  air 
inlet  duct  shall  be  provided. 

(c)  The  outlet  duct  exhausts  shall  terminate 
at  a  distance  of  at  least  six  feet  above  the  enclosed 
space  or  pumproom  and  at  least  six  feet  from 
any  entrance  to  the  interior  part  of  the  vessel. 
The  discharge  end  of  the  exhaust  ducts  shall  be 
so  located  as  to  preclude  the  possibility  of  recircu- 
lating contaminated  air  through  the  pumproom, 
or  other  sjDaces  where  personnel  may  be  present. 
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SUBPART  39.25— PERIODIC  INSPECTIONS  AND 
TESTS 

39.25-1  Hydrostatic  tests  and  inspection — 
TB  ALL.  (a)  Each  pressure  vet^sel  tank  shall  be 
subjectecl  to  an  internal  exanunation  biennially 
and  to  a  hydrostatic  test  at  the  time  of  the  peri- 
odic insjjection  on  the  fourth  year  after  installa- 
tion, and  a  like  test  shall  be  applied  every  fourth 
year  thereafter. 

(1)  If  there  is  evidence  of  corrosion  or  deterio- 
ration, the  marine  inspector  may  require  addi- 
tional internal  examinations  or  hydrostatic  tests 
at  intermediate  inspection  periods. 

(2)  The  hydrostatic  test  shall  be  equal  to  one 
and  one-half  times  the  desifjn  pressure.  For 
lagged  tanks  the  hydrostatic  test  shall  be  applied 
for  a  period  of  at  least  20  minutes  without  pres- 
sure drop  when  portions  of  the  jacket  and  lagging 
are  not  removed  at  intermediate  inspection  period. 

(8)  Lagged  tanks  shall  have  a  portion  of  the 
jacket  and  lagging  removed  on  the  lower  portion 
of  the  shell  as  directed  by  the  marine  inspector  at 
least  once  every  eight  years  for  external  examina- 
tion. 


(b)  Gravity  tanks  and  cargo  tanks  constructed 
integral  with  the  vessel's  hull  shall  be  inspected  as 
prescribed  in  Subpart  31.10  of  Part  31  of  this  sub- 
chapter. Lagged  gravity  type  tanks  shall  be  ex- 
amined as  required  by  paragraph  (a)  of  this 
section. 

39.25-5  Removal  of  defective  tanks— TB/ 
ALL.  If  a  pressure  vessel  fails  to  pass  the  tests 
jirescribed  in  this  subpart,  or  is  deemed  by  the 
marine  inspector  to  be  imsuitable  for  continued 
use,  it  shall  be  I'emoved  from  service  unless  other- 
wise authorized  bv  the  Connnandant. 

39.25-10  Safety  valves— TB/ ALL.  (a)  The 
safety  relief  valve  discs  shall  be  lifted  from  their 
seats  in  the  presence  of  a  marine  inspector  by 
either  liquid,  gas  or  vapor  pressure  at  least  once 
every  four  years  to  determine  accuracy  of  adjust- 
ment and,  if  necessary,  shall  be  reset. 

(b)  The  setting  and  operation  of  the  pressure- 
vacuum  relief  valves  shall  be  checked  in  the  pres- 
ence of  a  marine  inspector  at  tlie  inspection  for 
certification  and  at  such  otiier  times  as  considered 
necessary. 
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PART  40— SPECIAL  CONSTRUCTION,  ARRANGEMENT,  AND  OTHER  PROVISIONS  FOR 
CARRYING  CERTAIN  FLAMMABLE  OR  COMBUSTIBLE  DANGEROUS  CARGOES 
IN  BULK 


Subpart  40.01 — Application 
See. 

40.01-1     General— TB/ALL. 
40.01-5     Effective  dates— TB/ALL. 

Subpart  40.0") — PjTHylene  Oxide 

40.05-1     General— TB/ALL. 

40.05-2    Tank   vessel   certification   and   otlier   cai-goes — 

TB/ALL. 
40.05-5     How  ethylene  oxide  may  be  carried — TB/ALL. 
40.05-10  Design,  construction  and  arrangement  of  cargo 

tanks— TB/ALL. 
40.0.J-20  Installation  of  cargo  tanks— TB/ALL. 
40.05-30  Insulation— TB/ALL. 
4().0.")-35  Cooling  systems— TB/ALL. 
40.05-40  Valves,   fittings,  and  accessories — TB/ALL. 
40.05-45  Liquid  level  gaging  devices— TB/ALL. 
40.0.5-50  Filling  and  discharge  pipes— TB/ALL. 
40.05-55  Cargo  piping— TB/ALL. 
40.0.5-60  Safetv  relief  valves— TB/ALL. 
40.05-65  Filling  density— TB/ALL. 
40.05-69  Venting— TB/ALL. 
40.05-73  Ventilation— TB/ALL. 
40.05-75  Cargo  hose— TB/ALL. 
40.0.5-80  Electrical  bonding— TB/ALL. 
40.05-83  Special  cargo  handling  requirements — TB/ALL. 
40.05-85  Information  board— TB/ALL. 
40.05-87  Tests  and  inspections— TB/ALL. 

Subpart  40.10 — Propylene  Oxide 

40.10-1     General— TB/ALL. 

40.10-2     Tank   vessel   certification   and   other   cargoes — 

TB/ALL. 
40.10-5     How  propylene  oxide  may  be  carried — TB/AI^L. 
40.10-10  Design,  construction,  and  arrangement  of  pres- 

sure-ves.sel   type  cargo   tanks — TB/ALL. 
40.10-20  Installation  of  cargo  tanks— TB/ALL. 
40.10-40  Valves,   fittings,   and  accessories — TB/ALL. 
40.10-45  Liquid  level  gaging  device— TB/ALL. 
40.10-50  Filling  and  discharge  pipe.s— TB/ALL. 
40.10-55  Cargo  piping — TB/ALL. 
40.10-60  Safety  relief  valve.s— TB/ALL. 
40.10-65  Filling  densitv— TB/ALL. 
40.10-69  Venting— TB/ALL. 
40.10-73  Ventilation— TB/ALL. 
40.10-75  Cargo  hose— TB/ALL. 
40.10-80  Electrical  bonding— TB/ALL. 
40.10-83  Si)ecial  cargo  handling  requirements — TB/ALL. 
40.10-85  'Warning  signs  and  information  cards — TB/ALL. 
40.10-87  Tests  and  inspection— TB/ALL. 

AuTHORiTT  :  The  provisions  of  this  Part  40  issued  under  R.S. 
4405,  as  amended,  4417a,  as  amended,  44G2,  as  amended,  sec. 
6(b)(1),  80  Stat.  Ul'.H;  46  U.S.C.  :nr,.  aoia,  41(;.  49  U.S.C. 
16.-).-.(b);  4!»  CFK  1.4(a)(2).  Sec.  .3,  68  Stat.  67.^>  ;  .50  U.S.C. 
Iit8  ;  E.O.  112.30,  .Tul.v  .31,  1965,  30  F.R.  9671,  3  CFR,  1965 
Supp.,  unless  otherwise  noted. 

SUBPART  40.01— APPLICATION 
40.01-1     General— TB/ALL.     (a)  The  provi- 
sions of  this  part  shall  apply  to  all  vessels  which 
carry  in  bulk  any  of  the  dangerous  cargoes  sjieci- 
fically  noted  in  this  part. 


40.01-5  Effective  dates— TB/ALL.  (a)  Tlie 
provisions  in  Subpart  40.05  of  this  part  shall  be 
in  effect  on  and  after  January  1,  19(54. 

(b)  The  provisions  in  Subpart  40.10  of  this  part 
shall  be  in  effect  on  and  after  January  1,  1967. 

SUBPART  40.05— ETHYLENE  OXIDE 

40.05-1     General  —  TB/ALL.     (a)     Ethylene 

oxide  transported  under  the  provisions  of  this  sub- 
part shall  be  acetylene  free. 

(b)  Ethylene  oxide  may  be  carried  in  tank 
barges  or  tankships  in  accordance  with  the  provi- 
sions of  this  subpart. 

(c)  No  other  product  may  be  transported  in 
tanks  certified  for  ethylene  oxide  except  that  the 
Commandant  may  approve  subsecpient  transporta- 
tion of  other  products  and  return  to  ethyleite 
oxide  service  if  tanks,  piping  and  auxiliary  equip- 
ment are  adequately  cleanetl  to  the  satisfaction  of 
the  marine  inspector. 

40.05-2  Tank  vessel  certification  and  other 
cargoes — TB/ALL.  (a)  The  certificate  of  in- 
spection shall  be  endorsed  as  follows: 

"Inspected  and  approved  for  the  carriage  of  ethylene 
oxide  in  tank  number(s) " 

(b)  Unless  authorized  by  the  Commandant,  no 
other  kind  of  cargo  except  methane,  ethane,  pro- 
pane, butane  and  pentane  shall  be  on  board  a 
tank  vessel  certificated  for  the  carriage  of  ethyl- 
ene oxide  at  the  same  time  eth^dene  oxide  in 
either  the  liquid  or  vapor  state  is  present  in  any 
cargo  tank.  Ethylene  oxide  tanks  shall  not  be 
installed  in  tanks  intended  for  any  other  cargo.^ 

(R.S.  4421.  as  amenilcd,   4472.  as  ameudi'd.  40  U.S.C.  .390,  170) 

40.05-5  How  ethylene  oxide  may  be  car- 
ried—TB/ALL.  (a)  Ethylene  oxide  shall  be 
carried  in  fixed,  independent,  pressure  vessel  type 
cargo  tanks,  designed,  constructed,  arranged  and 
if  necessary  equipped  with  machinery  to  maintain 
the  cargo  tempenvture  below  90°  F.  except  as 
otherwise  provided  for  in  paragraph  (c)  of  this 
.section. 

(b)  Ethylene  oxide  shall  be  loaded  at  a  temper- 
ature below  70°  F. 


'  Utli.vlene  o.xide  may  rearrange  and/or  polymerize  violently, 
libcratinfr  large  quantities  of  heat.  A  few  of  tlie  most  notabl(> 
catalysts  for  tliis  type  of  reaction  are:  anliydrous  iron,  tin  and 
aluminum  chlorides;  pure  iron  and  aluminum  oxides;  metallic 
potassium  ;  alkali  metal  h.ydro.xides  :  acids  and  organic  bases. 
The  Sliced  of  the  reaction  varies  with  the  purity  of  the  reactants, 
the  tem|)erature,  the  relative  amount  of  each  reactant,  and  the 
method  of  application. 
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(c)  When  ethylene  oxide  is  to  be  transported 
at  or  near  atmospheric  pressure,  the  Commandant 
may  permit  the  use  of  alternate  methods  of  stor- 
age if  it  is  shown  to  his  satisfaction  that  a  degree 
of  safety  is  obtained  consistent  with  the  minimum 
requirements  of  this  siibpart. 

(R.S.  4488,  as  amended  ;  46  U.S.C.  481.) 

40.05-10  Design,  construction  and  arrange- 
ment of  cargo  tanks — TB/ALL.  (a)  All  cargo 
tanks  shall  be  constructed  of  a  carbon  steel  or 
stainless  steel  acceptable  to  the  Commandant.  Im- 
purities of  copper,  magnesium  and  other  acetylide- 
forming  metals  shall  be  kept  to  a  minimum.  The 
chemical  composition  of  all  steel  used  shall  be  sub- 
mitted to  the  Commandant  for  approval  prior  to 
fabrication.  Neither  aluminum  nor  copper  and 
other  acetylide-forming  metals,  such  as  silver, 
mercury,  magnesium,  and  their  alloys  shall  be 
used  as  materials  of  construction  for  tanks  or 
equipment  used  in  handling  ethylene  oxide. 

(b)  Cargo  shall  be  transported  in  cylindrical 
pressure  vessel  tanks,  independent  of  the  vessel's 
hull  structure  and  so  arranged  as  to  provide  a 
minimum  clearance  of  not  less  than  24  inches  from 
the  vessel's  side  and  not  less  than  15  inches  from 
the  vessel's  bottom  to  provide  access  for  inspection. 
When  more  tlian  one  tank  is  installed  in  a  vessel, 
the  distance  between  such  tanks  shall  be  not  less 
than  15  inches  unless  otherwise  approved  by  the 
Commandant. 

(c)  Cargo  tanks  shall  meet  the  requirements  of 
Class  I  ai'c-welded  unfired  pressure  vessels  and 
shall  be  fabricated,  inspected  and  tested  in  accord- 
ance witli  tlie  a])plicab]e  requirements  of  Subchap- 
ter F  (Marine  Engineering)  of  tliis  chapter. 

(d)  Cargo  tanks  shall  be  designed  for  the  maxi- 
mum pressure  of  vapor  or  gas  used  in  discharging 
the  cargo  but  in  no  case  shall  the  design  pressure 
of  such  tanks  be  less  than  the  seventy-five  (75) 
pounds  per  square  inch  gage.  The  tank  shell  and 
heads  shall  not  be  less  than  -yi,;  inch  thick.  The 
design  of  tanks  shall  lake  into  account  the  expected 
stresses  due  to  internal  pressure,  static  head  and 
localized  stress  concent  rations. 

(e)  Each  tank  shall  be  provi(l(;d  with  not  less 
than  one  15-  x  2;5-inch  elintical  or  18-incli  diameter 
manhole  located  above  the  maximum  liquid  level 
and  as  close  as  possible  to  tlie  to[)  of  tlie  tank. 
AV^Iiero  access  trunks  are  fitted  to  tlie  tanks,  the 
diarneter  of  (he  ti-unks  shall  be  not  ]e.ss  than  30 
inclies. 

(((  S    4).'!.".,  iiH  ini)<-ri<lc'l  ;  4<1  l.'S.C.   Ill) 

40.0.'')-20     Installation  of  cargo   tanks— TB/ 

ALL.  (a)  Cargo  tanks  shall  be  located  below  de/'k 
in  holds  or  enclosed  spaces  with  the,  domes  or 
trunks  extended  above  (he  weather  deck  and  ter- 
minating in  the  open.  Provisions  shall  be  made 
to  maintain  the  watertighlneHs  of  the  deck  by 
nicunH  of  watertight  seals  uronnd  snch  domes  or 


trunks.  The  holds  or  enclosed  spaces,  in  which  t  he 
ethylene  oxide  tanks  are  located,  shall  not  be  used 
for  any  other  purpose.  The  weathertightness  of 
the  weatherdeck  may  not  be  required  to  be  fully 
maintained  on:  (1)  Tankships  operating  on  re- 
stricted routes  which  are  sufficiently  protected; 
or,  (2)  Open  hopper  type  barges  of  a  suitable 
design  approved  for  such  service. 

(b)  All  cargo  tanks  shall  be  installed  with 
the  manhole  openings  and  all  tank  connections 
located  above  the  weather  deck  in  the  open. 

(c)  Tanks  shall  be  suitably  mounted  on  steel 
supports  and  anchoi-ed  in  place  and  suitably  elec- 
trically bonded  to  the  hull.  Each  tank  shall  be  so 
supported  as  to  prevent  the  excessive  concentration 
of  loads  on  the  supporting  portion  of  the  tank 
shell.  Collision  chocks  shall  be  installed  to  pre- 
vent any  longitudinal  shifting  of  and  damage  to 
the  cargo  tanks  in  the  event  of  collision.  The 
design  shall  show  the  manner  in  which  the  tanks 
are  to  be  installed,  supported  and  secured  in  the 
barge  or  vessel  and  shall  be  approved  prior  to  the 
installation  of  the  tanks. 

(d)  No  welding  of  any  kind  shall  be  done  on 
cargo  tanks  or  supporting  structure  unless  author- 
ized by  the  Commandant. 

40.05-30  Insulation— TB/ALL.  (a)  All  cargo 
tanks,  piping,  valves,  fittings,  etc.,  which  may  con- 
tain ethylene  oxide  in  either  the  liquid  or  vapor 
phase,  including  the  vent  risers,  shall  be  insulated. 
Flanges  need  not  be  covered,  but  if  covered  a 
small  opening  shall  be  left  at  the  bottom  of  the 
flange  cover  to  detect  leaks.  Insulation  shall  be  of 
an  approved  incombustible  material  suitable  for 
use  with  ethylene  oxide,  which  does  not  signifi- 
cantl}'  lower  the  autoignition  temperature  and 
which  does  not  react  spontaneously  with  ethylene 
oxide.  The  insulation  shall  be  of  such  thickness  as 
to  provide  a  thermal  conductance  of  not  more  tliau 
0.075  H.t.u.  i)er  squai'e  foot  per  degi'ee  fahrenheit 
diirei'ent  ial  in  temperature  ])er  hour. 

(b)  Insulation  shall  be  of  an  approved  type 
complying  with  tiie  requirements  of  Subpart 
KJl.OOb  of  Subchapter  Q  (Specifications)  of  this 
chapter.  However,  the  Connnandant  may  con- 
sider alternate  ])roposals  whei-e  it  is  demonstrated 
to  his  sal  isfaction  that  adequate  pi'ot  eel  ion  against, 
fire  exposure  will  be  provided.  Insulation  shall 
be  of  a  vapoi'-pi'oof  construction,  or  shall  have  a 
va|)or  proof  coaling  of  a  fir(>-retardanl  material 
ac;cei)table  to  the  Commandant.  All  insulation, 
vapor  bariier  and  adhesive  matei'ial  shall  be  of  a 
typo  which  does  not  lower  the  autoignit  ion  tenq)er- 
atur-e  of  or  react  spontaneously  with  ethylene 
oxide.  Insulation  exposed  to  the  weathei'  shall 
have  th(^  v;ii)or-pi-o()f  coaling  covei'ed  with  a 
reniovaf)le  sh(!et  metal  jacket,  not  less  than  0.08;5- 
inch  thi<'kness,  flashed  aiound  all  openings  so  as 
(fl  bo  weadiertight.  The  sheet  metal  jacket  may 
be  omill<'d   when   Ihe  vapor  hiirrier  is  inherenlly 
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weather  resistant.  When  a  weather  resistant 
vapor  barrier  is  used,  the  insulation  shall  be  pro- 
tected by  sheet  metal  in  those  areas  subject  to 
mechanical  damage. 

40.05-35  Cooling  systems  —  TB/ ALL.  (a) 
"When  cooling  systems  are  installed  to  maintain 
the  temperature  of  the  liquid  below  90°  F.,  at 
least  two  complete  cooling  plants,  automatically 
regulated  by  temperature  variations  within  the 
tanks  shall  be  provided;  each  to  be  complete  with 
the  necessary  auxiliaries  for  proper  operation. 
The  control  system  shall  also  be  capable  of  being 
manually  operated.  An  alarm  shall  be  provided 
to  indicate  malfunctioning  of  the  temperature  con- 
trols. The  capacity  of  each  cooling  system  shall 
be  sufficient  to  maintain  the  temperature  of  the 
liquid  cargo  at  or  below  the  design  temperature 
of  the  system. 

(b)  An  alternate  arrangement  may  consist  of 
three  cooling  plants,  any  two  of  which  shall  be 
sufficient  to  maintain  the  temperature  of  the  liquid 
cargo  at  or  below  the  design  temperature  of  the 
system. 

(c)  Cooling  systems  requiring  compression  of 
ethylene  oxide  are  prohibited. 

40.05-40  Valves,  fittings,  and  accessories — 
TB/ALL.  (a)  All  valves,  flanges,  fittings,  and 
accessoi-y  equipment  shall  be  of  a  type  suitable  for 
use  with  ethylene  oxide  and  shall  be  made  of  steel 
or  stainless  steel,  or  other  materials  acceptable  to 
the  Commandant.  Impurities  of  copper,  magne- 
sium and  other  acetylide-forming  metals  shall  be 
kept  to  a  minimum.  The  chemical  composition  of 
all  material  used  shall  be  submitted  to  the  Com- 
mandant for  approval  prior  to  fabrication.  Disks 
or  disk  faces,  seats  and  other  wearing  parts  of 
valves  shall  be  made  of  stainless  steel  containing 
not  less  than  11  percent  chromium.  Mercury,  sil- 
ver, aluminum,  magnesium,  copper  and  their  al- 
loys shall  not  be  used  for  any  valves,  gages,  ther- 
mometers, etc.  Gaskets  shall  be  constructed  of 
spirally  wound  stainless  steel  with  "Teflon"  or 
other  suitable  material.  All  packing  and  gaskets 
shall  be  constructed  of  materials  which  do  not 
react  spontaneously  with  or  lower  the  autoignition 
temperature  of  ethylene  oxide. 

(b)  The  pressure  rating  of  valves,  fittings,  and 
accessories  shall  be  not  less  than  the  maxinnnn 
pressure  for  which  the  cargo  tank  is  designed  or 
the  shutoff  head  of  the  cargo  pump,  whichever 
is  greater,  but  in  no  case  less  than  150  pounds  per 
square  inch,  American  Standards  Associati(m's 
standards.  Welded  fittings  shall  be  used  wher- 
ever possible  and  the  number  of  pipe  joints  shall 
be  held  to  a  minimum.  Threaded  joints  in  the 
cargo  liquid  and  vapor  lines  are  prohibited. 

(c)  Each  tank  shall  be  provided  with  the  neces- 
sary fill  and  discharge  liquid  and  vapor  sliutoff 
valves,  safety  relief  valves,  liquid  level  gaging  de- 
vices, thermometer  well  and  pressure  gage,  which 


shall  be  accessible  for  convenient  operation.  All 
connections  to  tanks  shall  be  made  above  the 
weather  deck  in  the  open  to  a  trunk  or  dome  and 
shall  be  protected  against  mechanical  damage  and 
tampering.  Other  openings  in  the  tanks,  except  as 
specifically  permitted  by  this  part,  are  prohibited. 

(d)  All  connections  to  the  tanks,  except  safety 
relief  valves,  shall  have  manually  operated  shutoif 
valves  located  as  close  to  the  tank  as  possible. 
These  valves  are  in  addition  to  those  required  by 
Section  40.05-50. 

(e)  Excess  flow  valves,  where  installed,  shall 
close  automatically  at  the  rated  flow  of  vapor  or 
liquid  as  specified  by  the  manufacturer.  The  pip- 
ing, valves,  fittings  and  appurtenances  protected 
by  the  excess  flow  valves,  shall  have  a  greater  flow 
capacity  than  the  rated  flow  of  the  excess  flow 
valve. 

(f)  Pressure  gage  connections  need  not  be 
equipped  with  excess  flow  valves  if  the  openings 
are  not  larger  than  No.  54  drill  size. 

(g)  Excess  flow  valves  may  be  designed  with 
a  bypass,  not  to  exceed  a  No.  60  drill  size  opening, 
to  allow  equalization  of  pressure. 

(h)  Relief  valves  shall  be  fitted  in  liquid  and 
vapor  lines  which  may  be  subject  to  excessive  ]n'es- 
sure  due  to  thermal  expansion  when  the  lines  are 
liquid  full.  The  escape  from  these  relief  valves 
shall  be  piped  to  the  venting  system. 

(i)  The  pressure  gage  connection  shall  be  lo- 
cated at  the  highest  practical  point  in  the  vapor 
space  of  the  tank. 

(j)  The  thermometer  well  shall  terminate  in 
the  liquid  space  and  shall  be  attached  to  the  shell 
by  welding  with  the  end  of  the  fitting  being  pro- 
vided with  a  gastight  screwed  plug  or  bolted  cover. 

40.05-45  Liquid  level  gaging  devices — TB/ 
ALL.  (a)  Each  tank  shall  be  fitted  with  a  liquid 
level  gaging  device  of  approved  design  to  indicate 
the  level  to  which  the  tank  may  be  filled. 

(b)  Liquid  level  gaging  devices  may  be  the: 
Slip  tube,  magnetic,  automatic  float,  or  other  types 
approved  by  the  Commandant. 

(c)  Any  gaging  device  that  requires  bleeding 
of  the  product  to  the  atmosphere,  such  as  the  slip 
tube,  shall  be  so  designed  that  the  bleed  \'alve 
maximum  opening  is  not  larger  than  a  No.  54  drill 
size,  unless  provided  with  an  excess  flow  valve. 

(d)  The  automatic  float  continuous  reading 
tape  gage,  and  similar  types,  shall  be  fitted  with  a 
shutoff  valve  located  as  close  to  the  tank  as  prac- 
ticable, which  shall  be  designed  to  close  automati- 
cjilly  in  the  event  of  fracture  of  the  external  gage 
piping.  An  auxiliary  gaging  device  shall  always 
be  used  in  conjunction  with  an  automatic  gaging 
device.  This  auxiliary  device  may  be  a  duplica- 
tion of  the  automatic  device. 

40.05-50  Filling  and  discharge  pipes — TB/ 
ALL.  (a)  Filling  and  discharge  piping  shall  ex- 
tend to  within  four  inches  of  tlie  bottom  of  the 
tank  or  sump  pit  if  one  is  provided. 
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(b)  In  addition  to  the  sluitoff  valve  required 
by  Paragraph  •i0.0r)-4()(d),  all  tank  coimections 
larger  than  Yo  inch  inside  pipe  size,  except  safety 
relief  valves  and  liquid  level  gaging  devices,  shall 
be  fitted  with  either  internal  back  pressure  check 
valves  or  internal  excess  flow  valves  in  conjunction 
with  a  quick  closing  stop  valve  operable  from  at 
least  two  remote  locations.  The  quick  closing  stop 
valve  shall  be  of  the  "fail  safe"  type  acceptable  to 
the  Commandant  and  shall  be  equipped  with  a 
fusible  plug  designed  to  melt  between  208°  F.  and 
220°  F.,  which  will  cause  the  quick  closing  valve 
to  close  automatically  in  case  of  fire.  The  quick 
closing  valve  shall  be  located  as  close  to  the  tank 
as  possible. 

40.05-55  Cargo  piping— TB/ALL.  (a)  Pip- 
ing systems  intended  for  etliylene  oxide  service 
shall  not  be  used  for  any  other  product  and  shall 
be  completely  separate  from  all  other  systems. 
The  piping  system  shall  be  designed  so  that  no 
cross  connections  may  be  made  either  through  ac- 
cident or  design. 

(b)  The  piping  system  shall  be  designed  for  a 
Avorking  pressure  of  not  less  than  the  maximum 
pressure  to  which  the  system  may  be  subjected, 
however,  in  no  case  shall  the  design  pressure  be 
less  than  150  pounds  per  square  inch.  In  the  case 
of  piping  on  the  discharge  side  of  the  liqiiid 
pumps  or  vapor  compressors,  the  design  pressure 
shall  be  not  less  than  the  pump  or  compressor  dis- 
charge relief  valve  setting;  or,  provided  the  piping 
is  not  fitted  with  i-elief  valves,  the  design  pressure 
shall  not  be  less  than  the  total  discharge  head  of 
tlie  pump  or  compressor. 

(c)  Piping  shall  be  seamless  drawn  or  electric 
resistance  welded  steel  or  stainless  steel. 

(d)  "Where  necessary,  provision  shall  l)e  made 
for  expansion  and  contraction  of  piping  by  means 
of  seamless  pipe  expansion  bends  or  ofi'sets.  Suit- 
able means  shall  be  provided  for  maintaining  the 
piping  in  a  fixed  position. 

(e)  Piping  shall  be  provided  with  adequate 
supi)ort  to  take,  the  weight  of  tlie  piping  oil  the 
valves  and  fittings  and  to  prevent  excessive  vibra- 
tion. 

40.05-60  Safety  relief  valves— TB/ALL. 
(a)  Each  tank  .shall  be  fitted  with  one  or  iiu)re  ap- 
])roved  safety  relief  \alves  designed,  const lucted 
and  flow-tested  for  capacity  in  confoi  inancc  with 
Siihpai-t  H;2.01H  of  Subchapter  Q  (Specifications) 
of  this  chapter. 
(K.H  44{il,  nH  amndtfd  ;  40  IJ.S.f.'.  48U.I 

(]})  Each  safety  relief  valve  shall  be  set  to  start 
to  fliscliarge  at  not  less  than  75  pounds  pei-  s(|iiare 
inch  gage,  nor  moic  than  IIh;  designed  pressure  of 
the  tank. 

(c)  'i'he  safely  relief  valves  shall  meet  the  relief 
capacity, ariang(!nicnt  and  inspection  reqiiiieinents 
of  Section  .■»},ir»-25  of  Subchapter  F  (Alariiie  En- 
gineering) of  this  chai)l{!r,  except  that  the  insp(!c- 


tion  shall  also  indicate  that  the  safety  relief  valves 
will  start  to  discharge  at  a  pressure  of  not  le.ss  than 
75  pounds  per  square  inch  gage. 

40.05-65  Filling  density— TB/ALL.  (a)  The 
filling  density  shall  not  exceed  83  percent.  Filling 
density  is  defined  as  the  ratio  of  the  weight  of 
material  which  may  be  loaded  into  the  tank  to  the 
w^eight  of  water  the  tank  will  hold  at  60°  F.  ex- 
pressed as  a  percentage. 

40.05-69  Venting  —  TB/ALL.  (a)  Tanks 
carrying  ethylene  oxide  shall  l)e  vented  through 
the  safety  relief  valves  independent  of  tanks  car- 
rying other  products.  Each  safety  relief  valve 
installed  on  a  cargo  tank  shall  be  connected  to  a 
venting  system  consisting  of  a  branch  vent  from 
each  cargo  tank  connected  to  a  vent  header  which 
shall  extend  to  a  height  above  the  weather  deck 
to  at  least  one-third  the  beam  of  the  vessel  and 
shall  terminate  at  a  comparable  distance  from  any 
working  or  living  space,  ventilator  inlet,  or  source 
of  vapor  ignition.  When  special  conditions  woidd 
prevent  the  vent  line  or  header  outlets  being  per- 
manently installed  at  a  height  above  the  deck  of 
one-third  the  beam  of  the  vessel,  then  an  adjust- 
able system  shall  be  provided  which,  when  ex- 
tended vertically,  shall  be  capable  of  reaching  a 
height  one-third  of  the  beam  of  the  vessel.  During 
loading  and  unloading  operations  the  displaced 
ethylene  oxide  vapor  shall  be  returned  to  the  load- 
ing facility. 

(b)  The  capacity  of  branch  vents  or  vent  head- 
ers shall  depend  upon  the  number  of  cargo  tanks 
connected  to  such  branch  or  header  vents  as  pro- 
vided for  in  Table  40.05-69 (b),  and  upon  the  total 
safety  relief  valve  discharge. 

Table    40.05-69(b) — Capacity    of    Branch    Vents    or 
Vent  Headers 


Number  of  cargo  tanks 

Percent  of  total 
valve  discharge 

lor  2      

100 

3 

90 

4                                 .            

8U 

6 

70 

6  or  more     .                  _    -- 

60 

(c)  In  addition  to  I  ho  )-e(iuirements  specified 
ill  paragrapiis  (a)  and  (b)  of  this  section,  the 
size  of  the  branch  vents  or  \eiit  headers  shall  bo 
such  dial,  the  back  pressure  in  the  relief  valve  dis- 
charge lines  shall  not  be  more  than  10  percent  of 
the  safety  relief  valve  sett  iiig. 

(d)  Return  Ik'IhIs  and  restrictive  pipe  lit  lings 
are  not  permitted. 

(e)  Vents  and  headers  shall  be  so  installed  as 
to  prevent  excessive  stresses  on  safety  relief  valvo 
mount  ings. 

(f)  Tiie  vent  discharge  riser  shall  be  so  located 
as  to  provide  protect!  ion  against  mechanical  dam- 
age and  .such  discharge  |)ipes  shall  he  filled  wilh 
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loose  raincaps  or  other  suitable  means  to  prevent 
entrance  of  rain  or  snow.  A  weather  hood  may 
be  installed  at  the  vent  outlet  providing  it  is  of 
such  design  as  not  to  direct  the  flow  of  vapor  below 
the  horizontal. 

(g)  Xo  shntolf  valve  of  any  type  shall  be  fitted 
in  the  vent  piping  between  the  safety  relief  valve 
and  the  vent  outlets. 

(h)  Suitable  provision  shall  be  made  for  drain- 
ing condensate  which  may  accumulate  in  the  vent 

(i)  The  outlet  of  each  vent  riser  will  be  fitted 
with  acceptable  corrosion-resistant  flame  screen 
of  suitable  material  or  a  flame  arrester  suitable 
for  use  with  ethj'lene  oxide. 

(j)  Safety  relief  valves  on  cargo  tanks  in 
barges  may  be  connected  to  individual  or  common 
risers  which  shall  extend  to  a  height  of  not  less 
than  one-third  the  beam  of  the  vessel  but  in  no 
case  less  than  seven  feet  above  the  deck.  Alter- 
nate arrangements  consisting  of  a  branch  vent 
header  S3'stem  may  be  installed.  In  any  case,  all 
other  provisions  of  paragraphs  (a)  through  (i) 
of  this  section  applv. 

40.05-73  Ventilation— TB/ALL.  (a)  All  en- 
closed spaces  within  the  hull  sliall  be  vented  or 
ventilated  in  accordance  with  the  provisions  of 
this  subchapter  except  as  otherwise  provided  for 
in  this  subpart. 

(b)  The  enclosed  spaces  on  tankships  and 
manned  barges  in  which  the  cargo  tanks  are  located 
shall  be  rendered  inaccessible  to  personnel  while 
the  vessel  is  underway  and  shall  be  inerted  by 
injection  of  a  suitable  inert  gas  or  shall  be  well 
ventilated. 

(c)  The  enclosed  spaces  on  tankships  and 
manned  barges  in  which  the  cargo  tanks  are  lo- 
cated, if  an  inerting  system  is  not  installed,  shall  be 
fitted  with  forced  ventilation  of  such  capacity  to 
provide  a  complete  change  of  air  every  three  min- 
utes and  arranged  in  such  a  manner  that  any  va- 
])ors  lost  into  the  space  will  be  removed.  The  venti- 
lation system  shall  be  in  operation  at  all  times  car- 
go is  being  loaded  or  discharged.  No  electrical 
equipment  shall  be  fitted  within  the  spaces  or  with- 
in 10  feet  of  the  ventilation  exhaust  from  these 
spaces. 

(d)  All  ventilation  machinery  shall  be  of  non- 
sparking  construction  and  shall  not  provide  a 
source  of  vapor  ignition. 

(e)  Each  vent  shall  be  fitted  with  a  flame 
screen  of  corrosion  resistant  wire  which  is  suitable 
for  use  with  ethylene  oxide. 

40.05-75  Cargo  hose— TB/ALL.  (a)  Flexi- 
ble metal  hose  fabricated  of  stainless  steel  or  other 
acceptable  material,  resistant  to  the  action  of 
ethylene  oxide,  shall  be  fitted  to  the  liquid  and 
vapor  lines  during  filling  and  discharging  of  the 
tanks. 

(b)  Hose  subject  to  tank  pressure  shall  be  de- 
signed for  a  bursting  pressure  of  not  less  than  five 


times  the  maximum  safety  relief  valve  setting  of 
the  tank. 

( c )  Hose  subject  to  discharge  pressure  of  pumps 
or  vapor  compressors  shall  be  designed  for  a  burst- 
ing pressure  of  not  less  than  five  times  the  pressure 
setting  of  the  pump  or  compressor  safety  relief 
valve. 

(d)  Before  being  placed  in  service,  each  new 
cargo  hose,  with  all  necessary  fittings  attached, 
shall  be  tested  hydrostatically  by  the  manufac- 
turer to  a  pressure  of  not  less  than  twice  the  maxi- 
mum pressure  to  which  it  may  be  subjected  in  serv- 
ice. The  hose  shall  be  marked  with  the  maximum 
pressure  guaranteed  by  the  manufacturer,  and 
with  the  words  "Certified  For  Ethylene  Oxide". 

(e)  Cargo  hose  intended  for  ethylene  oxide 
service  shall  not  be  used  for  any  other  products 
except  those  which  are  compatible  with  ethylene 
oxide. 

(R.S.  4488,  as  amended  ;  46  U.S.C.  481.) 

40.05-80    Electrical  bonding— TB/ALL.    (a) 

Each  cargo  tank  sliall  be  electrically  bonded  to  the 
hull.  The  vessel  shall  be  electrically  bonded  to  the 
shore  piping  prior  to  connecting  the  cargo  hose. 
This  electrical  bonding  shall  be  maintained  until 
after  the  cargo  hose  has  been  disconnected  and  any 
spillage  has  been  removed. 

40.05-83  Special  cargo  handling  require- 
ments—TB/ALL,  (a)  Cargo  shall  be  discluirged 
by  pumping  or  by  displacement  with  nitrogen  or 
other  acceptable  inert  gas.  In  no  case  shall  air  be 
allowed  to  enter  the  system.  During  loading  and 
unloading  operations  the  vapor  shall  not  be  dis- 
charged to  the  atmosphere.  Provisions  shall  be 
made  to  return  all  displaced  vapor  to  the  loading 
facility.  The  loading  rate  and  the  pressure  ap- 
plied to  the  tank  to  discharge  the  cargo  shall  be  so 
limited  that  the  safety  relief  valves  will  not  be 
caused  to  open. 

(b)  The  cargo  shall  be  shipped  under  a  suitable 
protective  padding,  such  as  nitrogen  gas.  When 
nitrogen  gas  is  used,  the  gas  padding  system  shall 
be  so  designed  that  the  vapor  space  above  the 
liquid  cargo  will  be  filled  and  maintained  with  a 
gas  mixture  of  not  less  than  45  percent  nitrogen. 
Other  gases  proposed  for  use  as  padding  may  be 
given  consideration  by  the  Commandant.  Origi- 
nal charging  only  of  protective  gas  padding  at  the 
loading  facility  is  not  considered  adequate.  A 
sufficient  amount  of  spare  inerting  gas  as  approved 
by  the  Commandant  shall  be  provided  on  the  vessel 
in  order  to  maintain  the  proper  concentration  of 
the  gas  in  the  event  of  normal  leakage  or  other 
losses. 

(c)  Any  padding  gas  selected  should  be  at  least 
98.0  percent  pure  and  free  of  reactive  materials, 
such  as  ammonia,  hydrogen  sulfide,  sulfur  com- 
pounds, and  acetylene. 

(d)  A  water  spray  extinguishing  system  shall 
be  provided  in  the  area  where  loading  and  unload- 
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ing  operations  are  conducted.  The  system  shall  be 
designed  to  operate  automatically  in  case  of  fire. 
The  capacity  and  arrangement  shall  be  of  such  as 
to  efl'ectively  blanket  the  area  in  way  of  the  loading 
manifold  and  exposed  deck  piping  for  ethylene 
oxide.  The  rate  of  discharge  and  the  arrangement 
of  piping  and  nozzles  shall  be  such  as  to  give  a 
uniform  distribution  over  the  entire  area  pro- 
tected. Additionally,  means  shall  be  provided  for 
local  and  remote  manual  operation.  The  arrange- 
ment shall  be  such  that  any  spilled  cargo  will  be 
washed  away.  A  water  hose  with  pressui-e  to  the 
nozzle,  when  atmospheric  temperatures  permit, 
shall  be  connected  ready  for  immediate  use  during 
fillinw  and  discharge  operations  and  any  spillage 
of  ethylene  oxide  shall  be  immediately  washed 
away. 

(e)  Prior  to  disconnecting  shore  lines,  the  pres- 
sure in  the  liquid  and  vapor  lines  shall  be  relieved 
through  suitable  valves  installed  at  the  loading 
header.  The  liquid  and  vapor  discharged  from 
these  lines  shall  not  be  discharged  to  atmosphere. 

(f)  Prior  to  loading,  a  sample  from  the  cargo 
tank  will  be  taken  to  insure  that  the  pad  gas  will 
meet  the  requirements  of  paragraph  (b)  of  this 
section  and  that  the  oxygen  content  of  the  vapor 
space  will  be  not  more  than  2.0  percent  maximum. 
If  necessaiy,  a  sample  will  be  taken  after  loading 
to  insure  the  vapor  space  meets  this  requirement. 

(g)  The  owner,  master  or  person  in  charge  of 
any  vessel  subject  to  the  provisions  of  this  part 
shall  insure  that  during  cargo  transfer  operations 
the  persons  required  by  Subpart  35.35  of  this  sub- 
chapter shall  be  especially  qualified  in  the  han- 
dling of  ethylene  oxide. 

(R.S.  4488,  as  amended  ;  46  U.S.C.  481.) 

40.05-85    Information  board— TB/ALL.    (a) 

A  suitable  information  board  shall  l)e  installed 
upon  which  shall  be  posted  the  information  de- 
scribed in  this  section. 

(b)  The  following  information  shall  remain 
posted  on  board  from  time  cargo  transfer  opera- 
tions begin  until  the  vessel  is  gas-free  or  changes 
cargo : 

( 1 )  Identilicat  ion  of  the  cargo. 

(2)  A  description  of  the  principal  characteris- 
tics of  the<;argo. 

(3)  Instructions  for  the  safe  handling  of  the 
cargo,  including  ojjeiating  pro<;edures  for  main- 
taining the  rexpiired  cargo  temperature. 

(4)  List  and  locations  of  all  .safety  equipment. 

(5)  Emergency  procedures. 

(K.H.  14HH,  an  iirncndcd  ;  40  JJ.H.C.  ISl.) 

40.05-87    Tests    and    inspections— TR/ALL. 

(a)  Each  tank  shall  be  subjc^cled  to  the,  tests  and 
inHpertions  described  in  tjiis  pariigrapli  in  the 
preH<'nce  of  a  mariru;  insf)ector,  except  as  otherwise 
provid*'d  in  this  section. 


(1)  An  internal  examination  shall  be  made  at 
least  once  in  each  four  calendar  years. 

(2)  Sufficient  insulation  shall  be  removed  from  , 
the  tank  at  least  once  in  each  four  calendar  years  I 
for  spot  external  examination  of  the  tank.  * 

(3)  A  hydrostatic  test  of  I14  times  the  design 
pressure  shall  be  made  at  least  once  in  each  four 
years  at  the  time  the  internal  examination  is  made 
and  at  such  other  times  as  considered  necessary  by 
the  marine  inspector. 

(4)  The  safety  relief  valves  shall  be  tested  by 
liquid,  gas,  or  vapor  pressure  at  least  once  eveiy 
two  years  to  determine  the  accuracy  of  adjustment 
and,  if  necessary,  shall  be  reset.  Ethylene  oxide 
shall  not  be  used  as  the  testing  medium. 

(b)  The  cargo  hose  and  piping  shall  be  in- 
spected and  tested  at  least  once  in  each  two  cal- 
endar years. 

(1)  The  cargo  hose  and  piping  shall  be  sub- 
jected to  a  hydrostatic  test  of  I/2  times  the  maxi- 
mum pressure  to  which  they  may  be  subjected  in 
service. 

(2)  If  any  leakage,  seepage  or  distortion  is 
noted  at  any  time,  the  hose  shall  be  removed  from 
service  and  replaced  and/or  the  piping  shall  be 
repaired. 

(3)  In  those  cases  where  the  cargo  hose  used 
is  not  part  of  the  vessel's  equipment,  the  senior 
deck  officer  shall  determine  that  the  provisions  of 
this  paragraph  have  been  met  before  using  such 
hose.  A  certificate  of  test,  supplied  by  the  loading 
facility,  will  be  considered  as  adequate  for  this 
determination. 

(R.S.  4453,  as  amended,  4488,  as  amended;  46  U.S.C.  435,  481) 

SUBART  40.10— PROPYLENE  OXIDE 

40.10-1  General— TB/ALL.  (a)  Propylene 
oxide  transported  under  the  provisions  of  this 
subpart  shall  be  acetylene  free. 

(b)  Propylene  oxide  may  be  carried  in  tank 
barges  or  lankships  in  accordance  with  the  provi- 
sions of  tiiis  subpart. 

(c)  No  other  i)r<)du(t  may  be  traaisported  in 
tanks  certified  for  ])r()pylene  oxide  except  that  the 
('ommandant  may  api)r()\e  sul)se(iuent  transpor- 
tation of  other  products  and  return  to  piopylene 
oxide  service  if  tanks,  piping  and  auxiliary  ecpiip- 
ment  are  adequately  cleaned  to  the  satisfaction  of 
the  marine  inspector. 

40.10-2  Tank  vessel  certification  and  other 
cargoes — TB/ALL.  (a)  The  certificate  of  inspec- 
tion .shall  bo  endorsed  as  follows : 

IriHiicftcd  and  iijiprovod  for  tlic  cfirriagc-  of  propylene 
oxi<I(!  In  tanlc  nuni))or(B) 

(b)  llnlcss  authorized  by  the  Conimandant,  no 
other  kind  of  cargo  except  niclliane,  elhaiu",  pro- 
pane, l)utan(!  and  pcniane  shall  be  on  hoard  a 
lank  vessel  certificated  for  the  carriage  of  pro- 
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P3'lcne  oxide  at  the  same  time  propylene  oxide  in 
eithei-  the  liquid  or  vapor  state  is  present  in  any 
cargo  tanlv.  Propylene  oxide  tanks  shall  not  be  in- 
stalled in  tanks  intended  for  any  other  cargo. 

(R.S.  4421,  as  amended.  4472,  as  amended  ;  46  U.S.C.  399,  170) 

40.10-5  How  propylene  oxide  may  be  car- 
ried— TB/ALL.  (a)  Propylene  oxide  shall  be 
carried  in  fixed,  independent  pressure-vessel  type 
cargo  tanks  except  as  otherwise  provided  in  para- 
graph (b)  of  this  section. 

(b)  The  Commandant  may  permit  the  trans- 
portation of  propylene  oxide  in  other  than  pres- 
sure-vessel tj'pe  cargo  tanks  if  it  is  shown  to  his 
satisfaction  that  the  proposed  method  of  trans- 
portation affords  a  degree  of  safety  consistent  with 
the  minimum  requirements  of  this  subpart. 

7E.S.  448S,  as  amended  ;  46  U.S.C.  481) 

40.10-10  Design,  construction,  and  arrange- 
ment of  pressure-vessel  type  cargo  tanks — TB/ 

ALL.  (a)  All  cargo  tanks  shall  be  constructed  of 
a  cai'bon  steel  or  stainless  steel  acceptable  to  the 
Commandant.  Impurities  of  copper  and  other 
acetylide-forming  metals  shall  be  kept  to  a  mini- 
mum. The  chemical  composition  of  all  steel  used 
shall  be  submitted  to  the  Commandant  for  ap- 
proval prior  to  fabrication.  Copper  and  other 
acetylide  forming  metals,  such  as  silver,  mercury, 
and  their  alloys,  shall  not  be  used  as  materials  of 
construction  for  tanks  or  equipment  used  in  han- 
dling propylene  oxide. 

(b)  Cargo  shall  be  transported  in  cylindrical 
pressure-vessel  tanks  which  are  independent  of  the 
vessel's  hull  structure.  Adequate  clearance  shall  be 
provided  for  the  inspection  and  maintenance  of 
the  tanks,  or  such  tanks  shall  be  made  movable. 

(c)  Cargo  tanks  shall  meet  the  requirements  of 
Class  II  arc-welded  unfired  pressure  vessels  and 
shall  be  fabricated,  insi:>ected  and  tested  in  accord- 
ance with  the  applicable  requirements  of  Subchap- 
ter F  (Marine  Engineering)  of  this  chapter. 

(d)  Cargo  tanks  shall  be  designed  for  the  maxi- 
mum pressure  exj^ectecl  to  be  encountered  during 
loading,  storing  and  discharging  the  cargo  but  in 
no  case  shall  the  design  pressure  of  such  tanks  be 
less  than  thirty  (30)  pounds  per  square  inch  gage. 
The  tank  shell  and  heads  shall  not  be  less  than 
6/16  inch  thick.  The  design  of  tanks  shall  take 
into  account  the  expected  stresses  due  to  internal 
pressure,  static  head  and  localized  stress 
concentration. 

(e)  Each  tank  shall  be  provided  with  not  less 
than  one  15  x  23-inch  elliptical  or  18-inch  diameter 
manliole  located  above  the  maximum  liquid  level 
and  as  close  as  possible  to  the  top  of  the  tank. 
A\niere  access  trunks  are  fitted  to  the  tanks,  the 
diameter  of  the  tranks  shall  be  not  less  than  30 
inches. 

(R.S.  4433,  as  amended  ;  46  U.S.C.  411) 


40.10-20    Installation  of  cargo  tanks— TB/ 

ALL.  (a)  Cargo  tanks  shall  be  located  below 
deck  in  holds  or  enclosed  spaces  with  the  domes  or 
trunks  extended  above  the  weather  deck  and  ter- 
minating in  the  open.  Provisions  shall  be  made  to 
maintain  the  watertightness  of  the  deck  by  means 
of  watertight  seals  around  such  domes  or  trucks. 
The  holds  or  enclosed  spaces,  in  which  the  propy- 
lene oxide  tanks  are  located,  shall  not  be  used  for 
any  other  purpose.  The  weathertightness  of  the 
weather  deck  may  not  be  required  to  be  fully 
maintained  on : 

(1)  Tankships  operating  on  restricted  routes 
which  are  sufficiently  protected ;  or 

(2)  Open  hopper  type  barges  designed  in  ac- 
cordance with  criteria  set  forth  in  Subpart  32.63 
of  this  subchapter. 

(b)  All  cargo  tanks  shall  be  installed  with  the 
manliole  openings  and  all  tank  connections  lo- 
cated above  the  weather  deck  in  the  open. 

(c)  Tanks  shall  be  mounted  on  suitable  sup- 
ports, be  anchored  in  place,  and  electrically  bonded 
to  the  hull.  Each  tank  shall  be  so  supported  as  to 
prevent  the  excessive  concentration  of  loads  on  the 
supporting  portion  of  the  tank  shell.  Collision 
chocks  shall  be  installed  to  prevent  any  longitudi- 
nal shifting  of  and  damage  to  the  cargo  tanks  in 
the  event  of  collision.  The  design  shall  show  the 
manner  in  which  the  tanks  are  to  be  installed,  sup- 
ported, and  secured  in  the  barge  or  vessel  and  shall 
be  approved  prior  to  the  installation  of  the  tanks. 
Tanks  on  barges  shall  comply  with  the  applicable 
sections  of  Subpart  32.63  of  this  subchapter. 

(d)  No  welding  of  any  kind  shall  be  done  on 
cargo  tanks  or  supporting  structure  unless 
authorized  by  the  Officer  in  Charge,  Marine 
Inspection. 

40.10-40  Valves,  fittings,  and  accessories — 
TB/ALL.  (a)  All  valves,  flanges,  fittings,  and 
accessory  equipment  shall  be  of  a  type  suitable  for 
use  with  propylene  oxide  and  shall  be  made  of  steel 
or  stainless  steel,  or  other  materials  acceptable  to 
the  Commandant.  Impurities  of  copper  and  other 
acetylide-forming  metals  shall  be  kept  to  a  mini- 
mum. The  chemical  composition  of  all  material 
used  shall  be  submitted  to  the  Commandant  for 
approval  prior  to  fabrication.  Disc  or  disc  faces, 
seats,  and  other  wearing  parts  of  valves  shall  be 
made  of  stainless  steel  containing  not  less  than  11 
percent  chromium.  Mercury,  silver,  copper  and 
their  alloys  shall  not  be  used  for  any  valves,  gages, 
thermometers,  etc.  Gaskets  shall  be  constructed  of 
spirally  wound  stainless  steel  with  "Teflon"  or 
other  suitable  material.  All  packing  and  gaskets 
shall  be  constructed  of  materials  which  do  not  re- 
act spontaneously  with  or  lower  the  autoigiiition 
temperature  of  propylene  oxide. 

(b)  The  pressure  i-ating  of  valves,  fittings,  and 
accessories  shall  be  not  less  than  the  maximum 
pressure  for  which  the  cargo  tank  is  designed  or 
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the  shutoff  head  of  the  cargo  pump,  whicliexer  is 
greater,  but  in  no  case  less  than  150  pounds  per 
square  inch,  American  Standards  Association's 
standards.  Welded  fittings  shall  be  used  wherever 
possible  and  the  number  of  pipe  joints  shall  be 
held  to  a  minimum.  Threaded  joints  in  the  cargo 
liquid  and  vapor  lines  are  prohibited. 

^c)  Each  tank  shall  be  provided  with  tlie  neces- 
sary fill  and  discharge  liquid  and  vapor  shutoff 
valves,  safety  relief  valves,  liquid  level  gaging  de- 
vices, thermometer  well  and  pressure  gage,  which 
shall  be  accessible  for  convenient  operation.  All 
connections  to  tanks  shall  be  made  above  the 
Aveather  deck  in  the  open  to  a  trunk  or  dome  and 
shall  be  protected  against  mechanical  damage  and 
tampering.  Other  openings  in  the  tanks,  except  as 
specifically  permitted  by  this  part,  are  prohibited 
unless  specilicall}'  authorized  by  the  Connnandant. 

(d)  All  connections  to  tanks,  except  safety 
relief  valves  and  liquid  level  gaging  devices  shall 
have  manually  operated  shutoff  valves  located  as 
close  to  the  tank  as  possible.  In  addition,  all  liquid 
and  vapor  connections  on  pressure  vessel  type 
tanks  except  safety  relief  valves,  liquid  level  gag- 
ing devices,  and  filling  and  discharge  lines,  shall 
be  equipped  with  either  an  automatic  excess  flow 
valve  or  a  remotely  controlled  quick-closing  shut- 
off  valve  of  the  fail  closed  type.  These  valves, 
except  when  necessaiy  for  the  operation  of  the  sys- 
tem, shall  remain  closed. 

(e)  The  control  system  for  quick-closing  shutoff 
valves  shall  be  provided  with  a  remote  control  in 
at  least  two  locations  and  be  of  a  type  acceptable 
to  the  Coniandant.  The  control  system  shall  also 
be  provided  with  a  fusible  element  designed  to 
melt  between  208°  F.  and  220°  F.,  which  will 
cause  the  quick-closing  shutoff'  valves  to  close  in 
case  of  fire.  The  quick-closing  sluitoft'  valves  shall 
be  capable  of  local  manual  operation. 

(f)  Excess  flow  valves,  where  installed,  shall 
close  automatically  at  the  rated  flow  of  vapor  or 
liquid  as  specified  by  the  manufacturer.  The  pip- 
ing, valves,  fittings  and  api)urt('nances  protected 
by  the  excess  flow  valves,  sliall  have  a  greafei-  flow 
capacity  than  the  rated  flow  of  the  excess  flow 
valve. 

(g)  Pressiiie  gage  connections  need  not  be 
equipped  with  excess  flow  valves  if  the  openings 
are  not  larger  than  No.  54  drill  size  (0.055  inch 
diameter). 

(h)  Excess  flow  valves  may  be  designed  willi  a 
byjjass  not  to  ex(M;e,d  a  No.  fiO  drill  si/e  (0.010 
in'-li  diameter)  opening,  to  allow  ('(|iiali/,Mfif)n  of 
pres-sun;. 

(i)  Relief  valves  shall  be  filtiul  in  litjuid  lin;!s 
which  may  be  subject  to  exce.ssive  pressure  due  to 
thermal  expansion  when  the  lines  arc  li(|iiid  full. 
'J'lic  esfjipj-  fir)ni  llicsc  lelief  valves  sliaii  be  pi|)C(! 
to  the  \r'iif ing  Hysfem. 

(j)   Tlic    pressure    gage    ccHUicclion    sliall     lie 


located  at  the  highest  practical  point  in  the  vapor 
space  of  tlie  tank. 

(k)  The  thermometer  well  shall  terminate  in  the 
liquid  space  and  shall  be  attached  to  the  shell  by 
welding  with  the  end  of  the  fitting  being  provided 
with  a  gastiglit  screwed  plug  or  bolted  cover. 

(R.S.  4433,  as  amended,  4488.  as  aiiK-ndpc]  :  46  U.S.C.  411.  481) 

40.10-45    Liquid    level   gaging   device — TB/ 

ALL.  (a)  Each  tank  shall  be  fitted  with  a  liquid 
level  gaging  device  of  appro\ed  design  to  indicate 
the  level  to  which  the  tank  may  be  filled. 

(b)  Liquid  level  gaging  devices  may  be  the  slip 
tube,  magnetic,  automatic  float,  differential  pres- 
sure, or  other  types  approved  by  the  Commandant. 

(c)  Any  gaging  device  that  requires  bleeding  of 
the  product  to  the  atmosphere,  such  as  the  slip 
tube,  shall  be  so  designed,  that  the  bleed  valve 
maximum  opening  is  not  larger  than  a  No.  54  drill 
size  (0.055  inch  diameter) ,  unless  provided  with  an 
excess  flow  valve. 

(d)  The  automatic  float  continuous  reading 
tape  gage,  and  similar  types,  shall  be  fitted  with  a 
shutoff  valve  located  as  close  to  the  tank  as 
practicable,  which  shall  be  desigiied  to  close  from  a 
remote  position  in  the  event  of  fracture  of  the 
external  gage  pijjing.  An  auxiliary  gaging  device 
shall  always  be  used  in  conjunction  witli  an  auto- 
matic gaging  device.  This  auxiliary  device  may  be 
a  duplication  of  the  automatic  device. 

40.10-50  Filling  and  discharge  pipes — TB/ 
ALL.  (a)  Filling  piping  shall  extend  to  within  4 
inches  of  the  bottom  of  the  tank  or  sump  pit  if  one 
is  provided. 

(b)  Filling  and  discharge  connections  shall  be 
provided  with  the  manually  o])erated  valve 
required  by  Paragraph  40.10—10  (d)  and  with  a 
positive  acting  remote  controlled  (piick-closing 
valve.  The  remote  controlled  quick-closing  valve 
shall  satisfy  the  requirements  of  Paragraph  40,10- 
40(e). 

(c)  For  pressure  vessel  type  tanks  the  remote 
controlled  quick-closing  valves  shall  be  located  on 
the  inside  of  the  tank  or  on  the  outside  where  the 
piping  enters  the  tank. 

(d)  For  non])ressure  vessel  type  tanks  (he 
remote  conti-olled  (juick-closiiig  valves  may  be 
located  ai  ( lie  loading  and  discliaige  headers. 

40.10-55  Cargo  piping— TB/ALL.  (a)  When 
propylene  oxide  is  carried  on  board  a  vessel,  pi|)ing 
sy.stems  in  propylene  oxide  service  shall  not  be 
used  for  any  other  })roduct  and  shall  be  (•()m])le(ely 
sepjirate  from  all  other  .systems.  The  i)iping  system 
shall  be  designed  so  that  no  cro.ss  connection  may 
be  made  through  inadvertence. 

(b)  Tli(!  piping  system  shall  be  designed  for  a 
working  pressure  of  not  less  (Iian  the  ni;i\iniuni 
pressure  to  which  the  .system  nia^  be  subjeded, 
howevei',  in  no  case  shall  (he  design  pressure  be 
less  than  150  pounds  per  .s(jiuu'e  inch.  In  (he  case 
of  piping  on  (he  discharge  side  of  (h(^  li(|iii(l  pumps 
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or  vai^or  compressors,  the  design  pi'cssure  shall  be 
not  less  tlian  tlie  pump  or  compressor  discharge 
relief  valve  setting;  or,  provided  the  piping  is  not 
fitted  with  relief  valves,  the  design  pressure  shall 
not  be  less  tlian  the  total  discharge  head  of  the 
pump  or  compressor. 

(c)  Pi})ing  sliall  be  seamless  drawn  or  electric 
resistance  welded  steel  or  stainless  steel. 

(d)  "Where  necessary,  provision  sliall  be  made 
for  expansion  and  contraction  of  piping  by  means 
of  seamless  pipe  expansion  bends  or  offsets.  Suit- 
able means  shall  be  provided  for  maintaining  the 
piping  in  a  fixed  position. 

(e)  Piping  shall  be  provided  with  adequate 
support  to  take  the  weight  of  the  piping  off  the 
valves  and  fittings  and  to  prevent  excessive 
vibration. 

40.10-60  Safety  relief  valves— TB/ALL.  (a) 
Each  tank  shall  be  fitted  with  one  or  more  ap- 
l^roved  safety  relief  valves  designed,  constructed 
and  flow-tested  for  capacity  in  conformance  with 
subpart  162.018  of  Subchapter  Q  (Specifications) 
of  this  chapter. 

(R.S.  4491,  as  amended  ;  46  I'.S.C.  489) 

(b)  Each  safety  relief  valve  shall  be  set  to  start 
to  discharge  at  not  less  tlian  30  pounds  per  square 
inch  gage,  nor  more  than  the  design  pressure  of  the 
tank. 

(c)  The  safety  relief  valves  shall  meet  the  relief 
capacity,  arrangement  and  inspection  require- 
ments of  Section  54.15-25  of  Subchapter  F  (Ma- 
rine Engineering)  of  this  chapter,  except  that  the 
inspection  shall  also  indicate  that  the  safety  relief 
valves  will  start  to  discharge  at  a  pressure  of  not 
less  than  30  pounds  per  square  inch  gage. 

40.10-65  Fillingdensity— TB/ALL.  (a)  Fill- 
ing density  sliall  not  exceed  80  j^ercent.  Filling 
density  is  defined  as  the  ratio  of  the  weight  of  ma- 
terial which  may  be  loaded  into  the  tank  to  the 
weight  of  water  the  tank  will  hold  at  60°  F.  ex- 
pressed as  a  percentage. 

40.10-69  Venting— TB/ALL.  (a)  Tanks  carry- 
ing propvlene  oxide  shall  be  vented  through  the 
safety  relief  valves  indejiendent  of  tanks  carrying- 
other  products.  Each  safety  relief  valve  installed 
on  a  cargo  tank  sliall  be  connected  to  a  venting 
system  consisting  of  a  branch  vent  from  each 
cargo  tank  connected  to  a  vent  header  which  shall 
extend  to  a  height  above  the  weather  deck  to  at 
least  one-third  the  beam  of  the  vessel  and  shall 
temrinate  at  a  comparable  distance  from  any 
working  or  living  space,  ventilator  inlet,  or  source 
of  vai:)or  ignition.  When  special  conditions  would 
prevent  the  vent  line  or  header  outlets  being  per- 
manently installed  at  a  height  above  the  deck  of 
one-third  the  beam  of  the  vessel,  then  an  adjust- 
able system  shall  be  provided  which,  when  ex- 
tended vertically,  shall  be  capable  of  reaching  a 
height  one-third  of  the  beam  of  the  vessel.  During 


loading  and  unloading  operations  the  displaced 
propylene  oxide  vapor  shall  be  returned  to  the 
loading  facility. 

(b)  The  capacity  of  branch  vents  or  vent  head- 
ers shall  depend  upon  the  number  of  cargo  tanks 
connected  to  such  branch  or  header  vents  as  pro- 
vided for  in  Table  10.10-69 (b),  and  upon  the  total 
safety  relief  valve  discharge. 

Table    40.10-69(b) — Capacity    of    Branch    Vknts    or 
Vent  Headers 


Number  of  cargo  tanks 

Percent  of 
total  valve 
discharge 

101-2 

3 

100 
'JO 

4 

80 

5              -.   .. 

70 

6  or  more 

60 

(c)  In  addition  to  the  requirements  S2:)ecified  in 
paragraphs  (a)  and  (b)  of  this  section,  the  size  of 
the  branch  \-ents  or  vent  headers  shall  be  such  that 
the  back  pressure  in  the  relief  valve  discharge  lines 
shall  not  be  more  than  10  percent  of  the  safety  re- 
lief valve  setting. 

(d)  Return  bends  and  restrictive  pipe  fittings 
are  not  permitted. 

(e)  Vents  and  headers  shall  be  so  installed  as 
to  prevent  excessive  stresses  on  safety  relief  valve 
mountings. 

(f )  The  vent  discharge  riser  shall  be  so  located 
as  to  provide  protection  against  mechanical  dam- 
age and  such  discharge  pipes  sliall  be  fitted  with 
loose  raincaps  or  other  suitable  m.eans  to  prevent 
entrance  of  rain  or  snow.  A  weather  hood  may  be 
installed  at  the  vent  outlet  providing  it  is  of  such 
design  as  not  to  direct  the  flow  of  vapor  below  the 
horizontal. 

(g)  No  shutoff  valve  of  any  type  shall  be  fitted 
in  the  vent  piping  between  the  safety  relief  valve 
and  the  vent  outlets. 

(h)  Suitable  provision  shall  be  made  for  drain- 
ing condensate  which  may  accumulate  in  the  vent 
piping. 

(i)  The  outlet  of  each  vent  riser  will  be  fitted 
with  acceptable  corrosion-resistant  flame  screen  of 
suitable  material  or  a  flame  arrestor  suitable  for 
use  with  propylene  oxide. 

(j)  Safety  relief  valves  on  cargo  tanks  in 
barges  may  be  connected  to  individual  or  common 
risers  which  shall  extend  to  a  height  of  not  less 
than  one-third  the  beam  of  the  vessel  but  in  no 
case  less  than  7  feet  above  the  deck.  Alternate  ar- 
rangements consisting  of  a  branch  vent  header  sys- 
tem may  be  installed.  In  any  case,  all  other  provi- 
sions of  paragraphs  (a)  through  (i)  of  this  section 
apply. 

40.10-73  Ventilation— TB/ALL.  (a)  All  en- 
closed spaces  within  the  hull  shall  be  vented  or 
ventilated  in  accordance  with  the  provisions  cf  this 
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subchapter  except  as  otliei'wise  provided  for  in  tliis 
subpart. 

(b)  The  enclosed  spaces  on  tankships  and 
manned  barges  in  which  the  cargo  tanks  are 
located  shall  be  rendered  inaccessible  to  personnel 
while  the  vessel  is  underway  and  shall  be  inerted 
by  injection  of  a  suitable  inert  gas  or  shall  be  well 
ventilated. 

(c)  The  enclosed  spaces  on  tankships  and 
manned  barges  in  which  the  cargo  tanks  are 
located,  if  an  inerting  system  is  not  installed,  shall 
be  fitted  with  forced  ventilation  of  such  capacity  to 
provide  a  complete  change  of  air  every  3  minutes 
and  arranged  in  such  a  manner  that  any  vapors 
lost  into  the  space  will  be  removed.  The  ventilation 
system  shall  be  in  operation  at  all  times  cargo  is 
being  loaded  or  discharged.  No  electrical  equip- 
ment shall  be  fitted  within  th.e  spaces  or  within 
10  feet  of  the  ventilation  exhaust  from  these  spaces. 

(d)  All  ventilation  machinery  shall  be  of  non- 
sparking  construction  and  shall  not  provide  a 
source  of  vapor  ignition. 

(e)  Each  vent  shall  be  fitted  with  a  flame  screen 
of  corrosion-resistant  wire  which  is  suitable  for 
use  Avith  propvlene  oxide. 

40.10-75  Cargo  hose— TB/ ALL.  (a)  When 
the  cargo  hose  is  carried  on  board  the  vessel  as  part 
of  its  normal  equipment,  it  shall  meet  the  following 
I'equirements : 

( 1 )  Only  flexible  metal  hose,  fabricated  of  stain- 
less steel  or  other  acceptable  metal,  resistant  to  tlie 
action  of  i)ropylene  oxide,  shall  be  used  during 
filling  and  di.sdiarging  of  the  tanks. 

(2)  Hose  subject  to  tank  pressure  sliall  be 
designed  for  a  bursting  pressure  of  not  less  than 
five  times  the  maximum  safety  relief  valve  setting 
of  the  tank. 

(3)  Hose  subject  to  discharge  ])ressure  of 
pumps  or  vapor  compressors  sliall  be  designed  for 
a  bursting  pressure  of  not  less  than  five  times  the 
pressure  setting  of  the  pump  or  compressor  safety 
I'elief  valve. 

(4)  Before  being  placed  in  service,  each  new 
cargo  liose,  willi  all  necessary  fittings  attached, 
sliall  be  tested  hy(lrr)sl  atically  by  the  manufact ui'er 
to  a  pressure  of  not  le.ss  than  twice  the  maximum 
j)res.sure  to  which  it  may  be  subjected  in  service. 
The  hose  shall  be  marked  Ijy  tlie  inamifactnrer, 
with  the  maxiinmii  giiaianfced  pressiiie  and  with 
the  words  "(Certified  For  I'ropylcnc  Oxide'". 

(y)  (.'ai-go  liose  intended  for  propylene  oxide 
miVvicAi  shall  not  be  usetl  lor  any  otiici'  piodiicts 
except  those  wliich  are  conipat  iljje  with  proi^ylcnc 
oxide. 

(R.K.  •H8K,  JiH  arri<M<l.<r  40  tr.S.f.  AH)  ) 

40.10-80     Electrical   bonding— TH/ALL.   (a) 

Each  cargo  tank  sliall  Ix;  (-lect lically  lutnded  U) 
the  hull.  'I'lie  vessel  sliall  be  elcx-.trically  bonded 
fo  the  slifjre  jjiping  [)rior  to  connecting  tlic  cargo 
hoHc.  Tiiih  electrical  bonding  sliall  be  inaintaincrl 


until  after  t!ie  cargo  hose  has  been  disconnected 
and  any  spillage  has  been  removed. 

40.10-83  Special  cargo  handling  require- 
ments— TB/ALL.  (a)  Cargo  shall  be  discharged 
by  pumping  or  by  displacement  with  nitrogen  or 
other  acceptable  inert  gas.  In  no  case  shall  air  be 
allowed  to  enter  the  system.  During  loading  and 
unloading  operations  the  vapor  shall  not  be  dis- 
charged to  tlie  atmospliere.  Provisions  shall  be 
made  to  return  all  displaced  vapor  to  the  loading 
facility.  The  loading  rate  and  the  pressure  applied 
to  the  tank  to  discharge  the  cargo  shall  be  so 
limited  that  the  safety  relief  valves  will  not  be 
caused  to  open. 

(b)  The  cargo  shall  be  shipped  under  a  suitable 
protective  padding,  such  as  nitrogen  gas.  Other 
gases  proposed  for  use  as  padding  may  be  gi\en 
consideration  by  the  Commandant.  Original 
charging  only  of  protective  gas  ])adding  at  the 
loading  facility  is  not  considered  adequate.  A 
sufficient  amount  of  spare  inerting  gas  as  approved 
by  the  Commandant  shall  be  pi'ovided  on  the  vessel 
in  order  to  maintain  the  proper  concentration  of 
the  gas  in  the  event  of  normal  leakage  or  other 
losses. 

(c)  Any  padding  gas  selected  should  be  at  least 
98.0  iiercent  inert  gases,  and  free  of  reactive 
materials. 

(d)  A  water  spray  extinguishing  system  shail 
be  provided  in  the  area  whei'e  loading  and  unload- 
ing operations  are  conducted.  The  system  shall  be 
designed  to  operate  automatically  in  case  of  fire. 
The  cai)acity  and  arrangement  shall  be  such  as  to 
blanket  effectively  the  area  in  way  of  the  loading 
manifold  and  exposed  deck  piping  for  propylene 
oxide.  The  rate  of  dischai-ge  and  the  arrangeiiieut 
of  ])iping  and  nozzles  shall  be  such  as  to  give  a 
uniform  distribution  over  the  entire  area  ])ro- 
tected.  Additionally,  means  shall  be  provided  for 
local  and  remote  manual  operation.  The  arrange- 
ment shall  be  such  that  any  spilled  cargo  will  be 
washed  away.  A  water  hose  with  ])ressure  to  the 
nozzle,  when  atmospheric  temperatures  permit, 
shall  be  connected  ready  for  immediate  use  dur- 
ing lining  and  discharge  opei-ations  ami  any  spill- 
age of  ])r()pylene  oxide  shall  immediately  be 
washed  away. 

(e)  Pi'ior  to  disconnect  iiig  shore  lines,  the 
pressure  in  the  Tuiuid  and  vapor  lines  shall  tie 
relieved  thi'ough  suitable  valves  installed  at  the 
loading  header.  I'he  liquid  and  vapor  discharged 
I'l'om  these  lines  shall  not  be  dischai-ged  to  the 
at  mosphere. 

( f)  i'lior  to  loading,  a  samjile  from  the  cargo 
tank  will  be  taken  to  insure  that  the  i)ad  gas  will 
meet  the  re(|uirenients  of  paragraph  (b)  of  this 
section  and  that  the  oxygen  content  of  the  vapor 
space  will  be  not  more  than  2.0  jiercent  maximum. 
If  necessai-y,  a  sample  will  be  taken  al'tei-  loading 
to  insure  the  vapor  sj)ace  meets  this  lecjuireiiient. 
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(g)  The  owner,  master  or  person  in  charge  of 
any  vessel  subject  to  the  provisions  of  tliis  part 
shall  insure  that  during  cargo  transfer  operations 
the  persons  required  by  Subpart  35.35  of  this  sub- 
chapter shall  be  especially  qualified  in  the  handling 
of  propylene  oxide. 

(R.S.  44S8.  as  amended,  46  U.S.C.  481) 

40.10-85  Warning  signs  and  information 
cards — TB/ALL.  Vessels  carrying  propylene 
oxide  in  bulk  shall  comply  with  the  applicable 
provisions  of  Section  35.01-55  of  this  subchapter. 

(R.S.  4488.  as  amended,  46  U.S.C.  481) 

40.10-87    Tests    and    inspection— TB/ALL. 

(a)  Each  tank  shall  be  subject  to  the  tests  and  in- 
spections described  in  this  paragraph  in  the  pres- 
ence of  a  marine  inspector,  except  as  otherwise 
provided  in  this  section. 

(1)  An  internal  examination  shall  be  made  at 
least  once  m  each  4  calendar  years. 

(2)  A  hydrostatic  test  of  li/^  times  the  design 
pressure  shall  be  made  at  least  once  in  each  4 
3"ears  at  the  time  the  internal  examination  is  made 
and  at  such  times  as  considered  necessary  by  the 
marine  inspector. 


(3)  To  the  extent  and  if  deemed  necessary  by 
the  marine  inspector  sufficient  insulation  shall  be 
removed  from  insulated  tanks  at  least  once  in  each 
4  calendar  years  to  permit  spot  external  examina- 
tion of  the  tanks  and  insulation.  The  marine  in- 
spector may  require  that  the  thickness  of  the  tanks 
be  gaged  by  an  acceptable  nondestructive  means 
without  removal  of  insulation. 

(4)  The  safety  relief  valves  shall  be  tested  by 
liquid,  gas,  or  vapor  pressure  at  least  once  every  2 
years  to  determine  the  accuracy  of  adjustment  and, 
if  necessary  shall  be  reset.  Propylene  oxide  shall 
not  be  used  as  the  testing  medium. 

(b)  The  cargo  hose  shall  be  inspected  and  tested 
at  least  once  in  each  2  calendar  years. 

(1)  The  cargo  hose  and  piping  shall  be  sub- 
jected to  a  hydrostatic  test  of  li/^  times  the  maxi- 
mum pressure  to  which  they  may  be  subjected  in 
service. 

(2)  If  any  leakage,  seepage  or  distortion  is 
noted  at  any  time,  the  hose  shall  be  removed  from 
service  and  replaced  and/or  the  piping  shall  be 
repaired. 

(R.S.  4453,  as  amended,  4488,  as  amended  ;  46  U.S.C.  435,  481) 
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ACCEPTANCE  OF  CERTIFICATES  AND/OR  REGIS- 
TERS ISSUED  BY  AMERICAN  BUREAU  OF 
SHIPPING 

By  virtue  of  the  authority  vested  in  me  as  Com- 
mandant, United  States  Coast  Guard,  by  Treasury 
Department  Orders  120  dated  July  31,  1950  (15 
F.K.  G521),  167-U  dated  November  26,  1954  (19 
F.E.  8026),  167-20  dated  June  18,  1956  (21  F.R. 
4894),  CGFR  56-28  dated  July  24,  1956  (21  F.E. 
5659),  and  167-38  dated  October  26, 1959  (24  F.R. 
8857).  and  the  applicable  inspection  laws  admin- 
istered in  conjunction  with  E.S.  4405,  as  amend- 
ed, 4462,  as  amended  (46  U.S.C.  375,  416),  and  the 
regulations  in  46  CFE  31.10-16,  71.25-25  and  91. 
25-25 :  It  is  ordered,  That : 

(a)  The  valid  current  certificates  and/or  reg- 
isters issued  b}'  the  American  Bureau  of  Shipping 
Avith  home  office  at  45  Broad  Street,  New  York, 
New  York,  10004,  attesting  to  the  tests  and  surveys 
of  shipboard  cargo  gear  on  a  passenger,  cargo,  or 
miscellaneous  vessel  conducted  by  or  for  such  Bu- 
reau, may  be  accepted  as  prima  facie  evidence  of 
the  condition  and  suitability  of  such  gear  by  the 
Coast  Guard  when  perforining  an  inspection  of 
a  vessel  as  further  described  in  46  CFE  31.10-16, 
71.25-25  or  91.25-25 :  Provided,  That : 

(1)  Such  certificates  and/or  registers  shall  be 
maintained  currently  and  .shall  indicate  that  the 
described  shipboard  cargo  gear  for  the  particular 
ves.sel  described  therein  complies  with  the  stand- 
ards respecting  shi])b()ard  cargo  gear  as  set  forth 
in  the  Convention  Concei'iiing  the  Protection 
Against  Accidents  of  ^\'orkors  Kin])loyed  in  Load- 
ing or  Unloading  Sliijjs  (Eevised)  (International 
Labor  Organization  Convention  No.  32)  ;  and, 

(2)  The  dates  when  such  tests  or  surveys  were 
conducted,  together  with  the  signature  or  initials 
of  the  comi)etent  per.sons  perfoiining  them  shall 
be  recorded  therein. 

(!))  This  api)i-oval  and  permission  to  accept 
valid  current  certificates  and/or  registers  of  the 
American  I>un'aii  of  Slii|)piiig  sliall  bccoinecircc,- 
tiveon  the  date  of  piibbcjit  ion  of  I  liis  (Ujciiiiicnt  in 
the  Federal  Register  and  Hliall  be  in  effect  until 
suspended,  amended,  or  canceled  by  proper  au- 
thority. (This  approval  contimies  in  effect  the 
approval  previously  f)ul)lislied  in  the  )-egidalions 
of  June  5,  1957,  22  \'.\l.  39i^l,  as  well  as  in  the 
Federal  Kegisicr  of  Xovcnilx'r  23,  1961;  26  F.K. 
lOUW,. 

(Cayn  >•::   l  ilnUil  .liiimao'  ir,.  li)(>:;,  iiuhliHlifil  .Iniiuao'  2'.',,  1!)(!.'!, 
28  F.K.  Ti^H) 


ACCEPTANCE  OF  CERTIFICATES  AND/OR  REGIS- 
TERS ISSUED  BY  INTERNATIONAL  CARGO  GEAR 
BUREAU,  INC. 

By  virtue  of  the  authority  vested  in  me  as 
Commandant,  United  States  Coast  Guard,  by 
Treasury  Department  Orders  120,  dated  July  31, 
1950  (15  F.E.  6521),  167-14,  dated  November  26, 
1954  (19  F.E.  8026),  167-20,  dated  June  18,  1956 
(21  F.E.  4894).  and  CGFE  56-28,  dated  Julv  24, 
1956  (21  F.E.  5659),  and  the  applicable  inspection 
laws  administered  in  conjunction  with  E.S.  4405, 
as  amended,  and  4462,  as  amended  (46  U.S.C. 
375,  416),  and  the  regulations  in  46  CFE  31.10-16. 
71.25-25  and  91.25-25 :  It  is  ordered.  That : 

(1)  The  valid  current  certificates  and/or  regis- 
ters issued  by  the  International  Cargo  Gear 
Bureau,  Inc.,  with  home  office  at  52  Broadway, 
New  York,  New  York,  10004,  attesting  to  the  tes"ts 
and  surveys  of  shipboard  cargo  gear  on  a  j^as- 
senger,  cargo,  or  miscellaneous  vessel  conducted  by 
or  for  such  Bureau,  may  be  accepted  as  prima  facie 
evidence  of  the  condition  and  suitability  of  such 
gear  by  the  Coast  Guard  when  performing  an  in- 
spection of  a  vessel  as  further  described  in  46  CFE 
31.10-16,  71.25-25  or  91.25-25:  Provided,  That: 

(a)  Such  certificates  and/or  registers  shall  be 
maintained  currently  and  shall  indicate  that  the 
described  shipboard  cargo  gear  for  the  particular 
vessel  described  tlierein  complies  with  the  stand- 
ards respecting  shipboard  cargo  gear  as  set  forth 
in  the  Convention  Concerning  the  Pi'otection 
Against  Accidents  of  Workei-s  Employed  in  Load- 
ing or  Unloading  Ships  (Eevised)  (International 
Labor  Organization  Convention  No.  32);  and, 

(b)  The  dates  when  such  tests  or  surveys  were 
conducted,  together  with  the  signatui'es  or  initials 
of  the  conipeteni  persons  performing  them  shall 
be  r-ecorded  therein. 

(2)  This  ajjproval  and  permission  to  accept 
valid  current  certificates  and/or  registers  of  the 
International  (^ai'go  Gear  Bureau,  Inc.,  shall  be- 
come eU'eclive  on  the  date  of  publication  of  this 
document  in  the  Fedei'al  Eegister  and  shall  be  in 
effect-  until  sus[)en(lo(l  or  canceled  by  i)roper  au- 
t  Iiorily. 

(f'OKK  50  17,  (liilcd  NovcnilHT  U).  lOf)?.  tiiihllslicd  Novciiilicr  22, 
lUr,!.  22  F.K.  !»;!(;,S,  iiN  iiinciidcd  li.v  ("GIi'K  (il-44.  diilcd  No- 
vcinhcr   17,   l!)(il,   imbllHlicd   Ndvciiilicr  S.',,   1!»C1,   20  F.R.   10!)!)(i) 

ACCEPTANCE  OF  CERTIFICATES  AND/OR  REGIS- 
TERS ISSUED  HY  NATIONAL  CARGO  BUREAU,  INC. 

By  virtue  of  the  authoiity  vested  in  me  as  ( -om- 
niandanl,  I  Inilcd  States  Coast  (Juard,  by  Treasury 
De[)artinenL  Orders  120,  dated  Jnly  31,  1950  (15 
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F.R.  6521),  167-14,  dated  November  26,  1954  (19 
F.Pv.  802G),  lGT-2().  dated  June  18,  1956  (21  F.R. 
4894),  C(iFR  56-28,  dated  July  24,  1956  (21  F.R. 
5659),  and  167-38,  dated  October  26, 1959  (24  F.R. 
8857),  and  the  applicable  inspection  laws  admin- 
istered in  conjunction  ^Yith  R.S.  4405,  as  amended, 
4462,  as  amended  (46  U.S.C.  375,  416),  and  the 
regulations  in  46  CFR  31.10-16,  71.25-25  and 
91.25-25  :  It  Is  ordered,  That : 

(a)  The  valid  current  certificates  and/or  regis- 
ters issued  by  the  National  Cargo  Bureau,  Inc., 
with  home  office  at  99  John  Street,  New  York,  New 
York,  10038,  attesting  to  the  tests  and  surveys  of 
shipboard  cargo  gear  on  a  passenger,  cargo,  or 
miscellaneous  vessel  conducted  by  or  for  such 
Bureau,  may  be  accepted  as  prima  facie  evidence 
of  the  condition  and  suitaljility  of  such  gear  by 
the  Coast  Guard  when  performing  an  inspection 
of  a  vessel  as  further  described  in  46  CFR  31.10- 

16.  71.25-25  or  91.25-25  :  Provided,  That : 

(1)  Such  certificates  and/or  registers  shall  be 
maintained  currently  and  shall  indicate  that  the 
described  shipboard  cargo  gear  for  the  particular 
vessel  described  therein  complies  with  the  stand- 
ards respecting  shipboaixl  cargo  gear  as  set  forth 
in  the  Convention  Concerning  the  Protection 
xVgainst  Accidents  of  Workers  Employed  in  Load- 
ing or  Unloading  Ships  (Revised)  (International 
Labor  Organization  Convention  No.  32)  ;  and, 

(2)  The  dates  Avhen  such  tests  or  surveys  were 
conducted,  together  with  the  signatures  or  initials 
of  the  competent  persons  performing  them  shall 
be  recoi'ded  therein. 

(b)  This  approval  and  permission  to  accept 
valid  current  certificates  and/or  registers  of  the 
National  Cargo  Bureau,  Inc.,  shall  become  effec- 
tive on  the  date  of  publication  of  this  document 
in  the  Federal  Register  and  shall  be  in  effect  until 
suspended,  amended,  or  canceled  by  proper 
authority. 

(C«;FR  60-73.  (l.ited  Dpcembpr  19,  1000.  published  December  24. 
1!»60.  25  F.R.  1.37.S0.  as  iimendert  bv  CGFR  01-44.  dated  November 

17.  19f.l.  published  November  2:!.  1901.  26  F.R.  10996.) 

ACCEPTANCE  OF  CERTIFICATES  AND/OR  REGIS- 
TERS IS.SUED  BY  UNIVERSAL  CARGO  GEAR  SUR- 
VEY AND  CERTIFICATION  BUREAU,  INC. 

By  virtue  of  the  authority  vested  in  me  as  Com- 
mandant. L'nited  States  Coast  Guard,  by  Treasury 
Department  Orders  120,  dated  July  31,  1950  (15 
F.R.  6521),  167-14,  dated  November  26,  1954  (19 
F.R.  8026),  167-20,  dated  June  18,  1956  (21  F.R. 
4894),  CGFR  56-28,  dated  July  24,  1956  (21  F.R. 
5659),  and  167-38,  dated  October  26,  1959  (24 
F.R.  8857),  and  the  ai)plicable  inspection  laws  ad- 
ministered in  conjunction  with  R.S.  4405,  as 
amended,  4462,  as  amended  (46  IJ.S.C.  375,  416), 
and  the  regulations  in  46  CFR  31.10-16,  71.25-25 
and  91.25-25  :  It  is  ordered,  That : 

(a)  The  valid  current  certificates  and/or  regis- 
ters issued  by  the  I"'^niversal  Cargo  Gear  Surve}^ 
and  Certification  Bureau,  Inc.,  with  home  office  at 


149  Broadway,  New  York,  New  York,  10006,  at- 
testing to  the  tests  and  surveys  of  shipboard  cargo 
gear  on  a  passenger,  cargo,  or  miscellaneous  vessel 
conducted  by  or  for  such  Bureau,  may  be  accepted 
as  prima  facie  evidence  of  the  condition  and  suit- 
ability of  such  gear  by  the  Coast  Guard  when 
performing  an  inspection  of  a  vessel  as  further 
described  in  46  CFR  31.10-16,  71.25-25  or  91.25- 
25  :  Provided,  That : 

(1)  Such  certificates  and/or  registers  shall  be 
maintained  currently  and  shall  indicate  that  the 
described  shipboard  cargo  gear  for  the  particular 
vessel  described  therein  complies  with  the  stand- 
ards respecting  shipboard  cargo  gear  as  set  forth 
in  the  Convention  Concerning  the  Protection 
Against  Accidents  of  Workers  Employed  in  Load- 
ing or  Unloading  Ships  (Revised)  (International 
Labor  Organization  Convention  No.  32)  ;  and, 

(2)  Tlie  dates  when  such  tests  or  surveys  were 
conducted,  together  with  the  signatures  or  initials 
of  the  competent  persons  performing  them  shall 
be  recorded  therein. 

(b)  This  approval  and  permission  to  accept 
valid  current  certificates  and/or  registers  of  the 
Universal  Cargo  Gear  Survey  and  Certification 
Bureau,  Inc.,  shall  become  effective  on  the  date  of 
publication  of  this  document  in  the  Federal  Reg- 
ister and  shall  be  in  effect  until  suspended, 
amended,  or  canceled  by  proper  authority. 

(CGFR  60-76,  dated  November  0.  1960.  published  November  17, 
1900.  2.5  F.R.  10950.  as  amended  b.v  CGFR  61-44,  dated  No- 
vember 17,   1901.  published  November  2:!.  1901,  20  F.R.  10990.) 

NOTICE  OF  CONTINUATION  OR  ORDERS,  RULES, 
REGULATIONS,  POLICIES,  PROCEDURES,  PRIV- 
ILEGES, WAIVERS,  AND  OTHER  ACTIONS 

On  April  1,  1967,  the  Department  of  Transpor- 
tation Act,  Public  Law  89-670,  became  effective. 
In  49  CFR  Part  1,  the  Secretary  of  Transporta- 
tion delegated  certain  authority  to  the  Comman- 
dant of  the  Coast  Guard.  Pursuant  to  the  authority 
delegated  to  the  Commandant  in  that  part,  subject 
to  the  reservations  therein,  and  in  accordance  with 
the  provisions  of  section  12(a)  of  the  Depart- 
ment of  Transportation  Act,  all  orders,  determina- 
tions, rules,  regulations,  directives,  requirements, 
standards,  statements  of  policy,  notices,  interpre- 
tations, i)rocedures,  documents,  registers,  licenses, 
enrollments,  certifications,  permits,  privileges,  ex- 
emptions, committees  and  councils  and  appoint- 
ments thereto,  contracts,  agreements,  waivers,  and 
all  other  actions  which  have  been  issued,  made, 
granted,  or  allowed  to  become  effective  prior  to 
April  1, 1967,  under  the  provisions  of  law  listed  be- 
low are  hereby  adopted  and  affirmed  and  shall  con- 
tinue in  effect  according  to  their  terms  until  modi- 
fied, terminated,  repealed,  superseded,  or  set  aside 
by  ai)propriate  authority : 

(1)  Section  6(a)(4)  of  the  Dei^artment  of 
Transi^ortation  Act  relating  generally  to  functions 
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under  the  Great  Lakes  Pilotage  Act  of  1960,  as 
amended  (74  Stat.  259,  46  U.S.C.  216  et  seq.). 

(2)  Section  6(b)(1)  of  the  Department  of 
Transportation  Act  relating  generally  to  func- 
tions, powers,  and  duties  of  the  Coast  (juard  con- 
cerned primai'ily  with  merchant  marine  safety, 
law  enforcement,  search  and  rescue  activities,  mer- 
chant vessel  documentation  and  registration,  aids 
to  navigation,  and  military  readiness. 

(3)  Section  6(g)  (except  for  section  6(g)  (4)  of 
the  Department  of  Transportation  Act  relating 
generally  to  water  vessel  anchorages,  drawbridge 
operating  regulations,  obstructive  bridges,  pollu- 
tion of  the  sea  by  oil,  and  the  locations  and  clear- 
ances of  bridges  and  causeways  over  the  navigable 
waters  of  the  United  States  under  the  following 
laws : 

(a)  Section  7  of  the  Act  of  March  4,  1915,  as 
amended  (38  Stat.  1053, 33  U.S.C.  471) ; 

(b)  Article  11  of  section  1  of  the  Act  of  June  7, 
1897,  as  amended  (30  Stat.  98,  33  U.S.C.  180) ; 

(c)  Rule  9  of  section  1  of  the  Act  of  February 
8,  1895,  as  amended  (28  Stat.  647,  33  U.S.C.  258)  ; 

( d )  Rule  numbered  13  of  section  4233  of  the  Re- 
vised Statutes,  as  amended  (33  U.S.C.  322)  ; 

(e)  Section  5  of  the  Act  of  August  18,  1894,  as 
amended  (28  Stat.  362,  33  U.S.C.  499) ; 

(f)  The  Act  of  June  21,  1940,  as  amended  (54 
Stat.  497, 33  U.S.C.  511  et  seq.) ; 

(g)  The  Oil  Pollution  Act,  1961,  as  amended 
(75  Stat.  402, 33  U.S.(\  1001  et  seq.) ; 

(h)  Section  9  of  the  Act  of  March  3,  1899,  as 
amended  (30  Stat.  1151,  33  U.S.C.  401) ; 

(i)  The  Act  of  March  23, 1906,  as  amended  (34 
Stat.  84,  33  U.S.C.  491  et  seq.)  ;  and 


( j )  The  General  Bridge  Act  of  1946,  as  amended 
(60  Stat.  847,  33  U.S.C.  525  et  seq.)  except  section 
503. 

All  forms  and  stationery  authorized  for  use, 
immediately  prior  to  the  effective  date  of  the  Act, 
relating  to  the  functions,  powers,  and  duties  of  the 
Coast  Guard  or  delegated  to  the  Commandant 
under  49  CFR  Part  1,  are  hereby  adopted  by  the 
Commandant  and  may  be  used  to  conduct  tlie 
official  business  of  the  Coast  Guard  until  the  pres- 
ent supply  has  been  exhausted.  Any  such  form  or 
stationery  which  is  intended  for  use  by  or  with  the 
public  shall  be  appropriately  revised  where 
required  to  reflect  the  transfer  of  the  Coast  Guard 
to  the  Department  of  Transportation.  Existing 
forms  and  stationery  will  not  I)e  used  and  new  sup- 
jilies  will  be  promptly  procured  in  each  case  where 
the  necessary  revision  would  exceed  the  utility  of 
the  form  or  stationery. 

Communications  dealing  with  the  functions, 
powers,  and  duties  under  the  Great  Lakes  Pilotage 
Act  of  1960,  or  relating  generally  to  functions, 
powers,  and  duties  described  in  subparagraph  (3) 
above,  shall  be  addressed  to  tlie  Commandant 
(CCS),  U.S.  Coast  Guard  Headquarters,  1300  E 
Street  NAV._,  Washington,  D.C.  20591. 

Communications  relating  generally  to  functions, 
powers,  and  duties  of  the  Coast  Guard  as  listed  in 
subparagraph  (2)  above  should  be  addressed  where 
indicated  by  currently  effective  regulations  found 
in  Titles  33  and  46  of  the  Code  of  Federal 
Regulations. 

This  order  is  effective  April  1, 1967. 

(CGFR  67-22  dated  March  31,  19G7,  published  April  5,  1967.  ,32 
F.K.  5611) 
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District 

Title 

City 

State 

.\d  dress 

1st   

Commander,  1st  Coast  Guard  District 

Ciiief,  Mercliant  Marine  Safety  Division 

Boston  .- 

Massachusetts  02203- 
do 

J.    F.    Kennedy    Federal    Bldg.,    Govermmut 
Center. 
Do 

-  do 

-  .do 

Portland. ..  

I^rovidence,  .  

Massachusetts  02109- 

Maine 04112 ... 

Rhode  Island  02903. 

427  Commercial  St 

do 

do 

P.O.  Box  108,  Pearl  Street  Station. 
104  Customhouse 

2(1 

CommaiKler.  2d  Coast  Guard  District   _ 

Chief,  .\iercliant  Marine  Safety  Division 

Officerin  Charge,  Alarlne  Inspection             

St.  Louis..          -. 

do 

do 

Missouri  03103.. 

do 

Missouri  03102 

Illinois  (i2914 

Iowa  52001 

Federal  Bldg.,  1520  Market  St. 

Do. 
Suite  1210.  208  N.  Broadway. 
P.O.  Box  391. 

do 

Cairo 

Dubuque 

do              

l?ox  696 

do .. 

do 

do 

do -  . 

do _- 

do - - 

Cincinnati 

Ohio  45202. .-      

Kentucky  40202 

Tennessee  3S103.  -    .  - 
Tennessee  37203.     -  - 
Pennsylvania  15219. 
West  Virginia  25701.- 

4020  Federal  Office  Bldg.,  550  Main  St. 

Louisville                

254  Francis  Bldg.,  4th  and  Chestnut  Sts. 

85(i  Federal  Bldg.,  1(;7  No.  Main  St. 

Nashville 

670  U.S.  Court  House,  801  Broadway. 

Pittsburgh 

1032  U.S.  Post  Office  and  Courthouse  Bldg. 
328  Post  Oirice  and  Federal  Court  House  Bldg., 

5th  .\ve.  and  9th  St. 

3d 

Commani'er,  3d  Coast  Guard  District       

Cliicf  Merchant  Marine  Safety  Division 

Officerin  Cliarge,  Marine  Inspection  - . 

New  York . . 

do 

do              

New  York  10004 

do 

do 

Governors  Island. 

Do. 
Batterv  Park  Bldg. 

do„    

Now  York  12207 

Pennsylvania  19106- 

313  Federal  Bldg. 

do 

Philadelphia 

Customhouse. 

5th  -  f'oiiiinaiiiler,  5th  Coast  (itiarci  District 

Virginia  23705 

do 

do 

North  Carolina 

28401. 
Maryland  21202 

Federal  Bldg,,  431  Crawford  St. 

Chief,  Jlcrcliant  Marine  Safety  Division 

Officer  in  Cliarge,  Marine  I nspection 

do 

do..._ 

do 

Wilmington 

Do. 

200  Federal  Bldg. 
Room  101  Federal  Bldg. 

do 

Baltimore.     

Customhouse. 

Florida  33130 

do --     .... 

Florida  33132 

Florida  33601.. 
South  Carolina  29403. 

Georgia  31402 

Florida  32202 

Puerto  Rico  00904. 

1018  Federal  Bldg.,  51  SW.  1st  Ave. 

Chief,  Mercliant  Marine  Safety  Division 

Ofric**r  in  Charge,  Marine  Inspection               

do.- 

do        

Do. 
501  NE.  1st  Ave. 

do—- 

do 

Room  210,  500  Zack  St.,  P.O.  Box  3172. 

625  Federal  Bldg.,  334  Meeting  St. 

P.O.  Box  8191. 

Room  552,  400  W.  Bay  St.,  Box  35004. 

do 

do 

Savannah 

...do 

San  Juan 

302  Federal  Bldg.,  P.O.  Box  3066. 

Louisiana  70130 

do- 

do 

Alabama  30602...   . 
Texas  77640 

Customhouse. 

Chief,  .Merchant  Marine  Safety  Division 

Officer  in  Cliarge,  .Marine  Inspection 

do 

do 

do 

do 

do 

do 

do 

Mobile..     

Port.\rthur 

Galveston...     

Corpus  Christi.. 
Houston. - 

Do. 
201  Gateway  Bldg.,  124  Camp  St. 
563  Federal  Bldg. 
Federal  Bldg.  Customhouse  5th  and  Austin  Ave. 

Texas  77.550 

Texas  78403.  .. 
Texas  77011-. 

234  Customhouse. 

P.O.  Box  1621,  723  N.  Upper  Broadway. 

7300  Wingale  St. 

9lh. 

Coininander,  9th  Coast  Guard  District 

Chief,  Merchant  .Marine  Safety  Division 

Officerin  Charge,  Marine  Inspection 

do 

Cleveland... 

do 

do 

BufTalo 

Ohio  44199.. - 

.do 

Ohio  44114. 

New  York  14203 

New  York  13126 

Michigan  48226.. 
Minnesota  ,5,5802. 
Ohio  43604 
Michigan  49781.. 
Illinois  606 17   . 
Michigan  49431.. 
Wisconsin  53203   . . 

1240  KnstOth  St. 

Do. 
1055  East  9tli  St. 
440  Federal  Bldg.,  121  Ellicott  St. 

do 

Oswego        

208  Federal  Bldg. 

do    .  .                                                  

Detroit    

424  Federal  and  Courthouse  Bldg. 

do 

Duliith        

Canal  Park 

do                                            

Toledo             .     ... 

5101  Federal  Bldg.,  234  Summit  St. 

do                                         

Saint  Ignace 

Municipal  Bldg. 

...do 

do ..  .. 

Chicago.      .   ..  

Ludington..       

Milwaukee..       

10101  S.  Ewlng  Ave. 
P.O.  Box  308. 

.do 

Room  400,  135  W.  Wells  St. 

11th  , 

Commander,  llth  Coast  fluard  District 

Chief,  .Merchant  Marine  .Safety  Division          

Long  Beach 

do 

San  Pedro 

San  Diego...      . 

California  90802 

.do 

California  90731 

California  92101 

Ileartvvell  Bldg.,  19  Pine  Ave. 
Do. 

(.) nicer  In  Cliarge,  .Marine  Inspection. .   

do 

(Los  Aiigcles-I.,ong   Beach)   2035  Customhouse, 
300  S.  Ferrv  St. 
Room  12A  B.  St.  Pier. 

12th. 

Comniander,  12lli  Coast  (iuard  District 

San  Francisco 

.     .do 

do 

California  94126 

.do 

.do 

6.30  Sansome  St. 

Chief,  Merchant  .Marine  Safely  Division...   

Officer  111  Charge,  Marine  Inspection. .            .. 

Do. 
Station  B,  Box  2029. 

13th 

Comman'ler,  I3tli  Coast  (ruard  District 

Seattle.. 

..  .do 

...  do                ... 

Washington  98104.... 

.do 

do...  . 
Oregon  97209.. 

618  2d  Ave. 

Chief,  Merchant  .Marine  .Safety  Division... 

OfHcfT in  Charge,  Marine  Inspection    ..   - 

Do. 
Do. 

..     -do 

Portland 

490  Federal  Bldg.,  611  NW.  Broadway. 

14th.   ..       CoiiiMiiiri'ler,  Hth  Coiist  fJimrd  DiBtrlct 

Chief.  Merchiiiit  Miirhie  .Safety  Divl.tloii  .. 
Ollloer  III  Charne,  MiirliK;  insiX'Ctloii. . 

Ilonoliihi. 

do 

-do 

Uuam 

Hawaii  96813 

Hawaii  96813 

.do 

677  Ala  Moaria. 
610  Kort  St. 

Do. 
Marianas. 

17lb.. 

Cotiiinandcr,  I7lh  Ccmst  Guard  District 

Junoau.. 

-do 

.do 

AnchoraRo , . 

Alaska  09801 

.do  .... 

ilo      . 

Ahuska  99001 

P.O.  Box  3-8000. 

Chief,  .Merchant  .Marine  Hafety  Division... 

Officer  III  Charire,  .Murine  Inspeclloii 

..    .do 

Do. 
Do. 
P.O.  Box  128(1. 

(\'.)2) 


Merchant  marine  details 


Local  addresses 


LONDON. 


BREMEN. 


NAPLES. 


ROTTERDAM. 


YOKOHAMA. 


SAIGON_ 


Commander,  Coast  Guard 
Activities,  Europe 
Staff  Box  5, 

7,  North  Audley  Street, 
London,  W.l,  England. 
Merchant  Marine  Detail  Officer, 
USCG 
American  Consulate  General, 
1,  Praesident  Kennedy  Platz, 
BREMEN,  Germany: 
Merchant  Marine  Detail  Officer, 
USCG 
American  Consulate  General, 
Piazza  Principe  di  Napoli, 
NAPLES,  Italy. 
Merchant  Marine  Detail  Officer, 
USCG 
American  Consulate  General, 
Vlasmarkt  1, 

ROTTERDAM,  Netherlands. 
Merchant  Marine  Detail  Officer, 
USCG 
North  Pier, 
YOKOHAMA,  Japan. 
Merchant  Marine  Detail  Officer, 
USCG 
American  Emlmssy 
4  Thong  Nhut 
Saigon,  Viet  Nam 
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Midship  house  or 
bridge  space,  etc. 


Segregation  space 


Segre- 
gation 
space 


Cargo 


•—  Cargo  space,  grode  A,  B,  C,  D  liquids 


Cargo    tanks    carrying   grade   A,    B,    C,    or   D   liquids   shall   be   segregated 
from  the  following  spaces: 

1 .  Galleys. 

2.  Living   quarters. 

3.  General   cargo   spaces. 

4.  Boiler   rooms. 

5.  Enclosed    spaces   containing   propelling    machinery   or   other   machinery 
normally  a  source  of  vapor  ignition. 

For   the    purposes   of  this   rule,   the   following   are   considered   segregating 
spaces: 

1.  Cofferdams. 

2.  Pump   rooms. 


3.  Empty  tanks. 

4.  Tanks  containing  grade  E  liquids. 
Segregation  spaces  may  be  vertical  or  horizontal. 

Segregation  for  steel  tank  vessels  contracted  for  prior  to  November  10, 
1936,  when  carrying  grade  A,  B,  or  C  liquids,  shell  meet  requirements 
for  tank  vessels  constructed  between  November  10,  1936,  and  July  1, 
1951,    regarding   vertical    segregation   spaces   with   the    following  exceptions: 

1.  No    segregation    is    required   between   fore   hold   and    cargo   space. 

2.  No  segregation  is  required  between  cargo  space  and  pump  engine 
room  meeting   specifications  of  rule. 

No  horizontal  segregation  space  is  required  between  deck  house  and 
cargo  space. 


t/.  S,  Coast  Guard  Drawing  ISo*  J. — Illustrating  Sections  32^60—10,  32,65—15,  and  32,70—10;  Segregation  of  cargo  on 

steel  tank  vessels    {revised  February  1951), 


Engine  room  or  other 


source  of  vapor  ignition 


-♦+H 


Pump  room 


Hh 


Cargo  space 


Types  of  installations  of 
cargo  pumps  and  drivers 

Steam  pump.    Maximum  total  temperature  500°  F. 


Pump  driven  tfirough  bulkfiead 

by  any  type  motor  or  engine  stuffing  box 

Pump  controls  


Dead  ligfif  in  bulkhead  or  overhead 


Light  in  approved  explosion-proof  fitting 


Cargo 
Grade  A.  B.  C,  D 


Cargo 
Grade  A,  B,  C,  D 

Dead  light  may  be  set 
in  well  projecting 
into  pump  room 


Gas-tight  bulkhead 


1.   Sttom  pumpt  whai*  maximum  total  tompurolurs  doui  not  nxcond  SOO"  2.   Any  olhor  t/po  of  drivor  muil  bo   loparatcd  (ram  pump  room  by  gai- 

r,  or*  not  (oniidorird  tourcvi  ol  vapor  Ignition.  tight  hulkhoad  ut  thown  in  No.  2. 

V.  S.  Cfumt  Cuard  Drawing  Nft.  2. — llluntratinfi  Serlinn  .'(2.60-20;  Pump  rooniH  for  new  tank  vcHseh  constructed  on 

or  a/hr  July  /,  I'J.'i]   (February  I'J.'il). 
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ingine  room  or  other 


.source  of  vapor  ignition 


Pu 


mp  room 


Types  of  installations  of 
cargo  pumps  and  drivers 


1    St 


earn  pump 


Pump  driven  by  approved 


totally  enclosed  motor 


Pump  driven  by  motor 


ventilated  by  ducts  to  atmosphere 


Pump  driven  through  bulkhead 

by  any  type  motor  or  engine  stuffing  box 

Pump  controls 


Dead  light  in  bulkhead  or  overhead© 

Light  in  approved  explosion-proof 
fitting 


Cargo  space 


Cargo 
Grade  A,  B,  C,  D 


Cargo 
Grade  A,  B,  C,  D 


Dead  light  may  be 
I  set  in  well  projecting 
into  pump  room 


Gas-tight  bulkhead 


Types  1     2     ond  3  ore  not  considered   sources  of  vapor  ignition  and  may  For    steel    lank    vessels    contracted    for   prior    to    November   10,    1936,    see 

be  installed  in  pump  room.  exception   in   Section   32.70-20,    illustrated   in   Drawing   No.   4. 

Any   other   type   of   driver   must   be   separated    from   pump   room   by   gas- 
tight  bulkhead  as  shown  in  Drawing  No.  4. 

v.  S.  Coast  Guard  Drawing  No.  3. — Illustrating  Section  32.65-20;  Pump  rooms  for  tank  vessels  constructed  prior  to 

July  1,  1951  (February  1951). 
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Engine  room  or  peak   J*.   Pump  room    -A Cargo  tanks 


Vessels  contracted  for  prior  to  November  10,  1936. 

Gcs-tight  buIUhcod  between  pump  room 

and  pump  engine  lOom  required  if  pump 
engine  is  other  than: 

1.  Steam  engine. 

2.  Totally  enclosed,  approved  motor. 

3*  Motor  ventilated  witfi  ducts  to  atmosphcrd* 


SfufFitig  box. 


Pump  engine 
room 


Pun 


Cargo 
Grade  A,  B,  C,  D 


Cargo 
Grade  A,  B,  C,  D 


Cofgo 
Grade  A,  B,  C,  D 


Cargo 
Grade  A,  B,  C,  D 


On  steel  tank  vessels  contracted  for  prior  to  November  10,  1936,  no 
cofFerdam  is  required  between  cargo  tanks  and  pump  engine  room  if  either 
of  the  following  2  conditions  is  satisfied: 

1.  Pump    engine    not   source   of   vapor    ignition.      See   drawing   3. 

2.  Protection  against  vapor  ignition  provided  by  meeting  all  the  follow- 
ing requirements: 


(A)  Pump    engine    used    exclusively    for   pumping    operations. 

(B)  Pump  engine  room  contains  no  cargo  valves. 

(C)  Pump  engine  room  well  ventilated. 

ID)    Pump     engine     exhausts     within     room     completely     waterjacketed     or 
Insulated. 

(E)   Gasoline   engine   intakes   fitted  with  flame  arresters. 


t/.  S,  Coast  Guard  Drawing  ISo,  4. — Illustrating  Sections  32*70—15  and  32,70—20;  Pump  engine  rooms  for  steel  tank 
vessels  constructed  prior  to  ISovember  10,  1936  (February   1951), 


Ventilator 


Spoce  containing 
source  of  vapor 
ignition 


Veiililators  as  required  for  pump  rooms 


Ventilators 


This  spoce  to  be  treated  as  a  pump  room  and  separated 
from  all  sources  of  vapor  ignition  by  gastight  bulkheads 


Gas-tighl  bulkhead 


If  it  is  impracticable  to  construe?  one 
gos-tigM  bulkfieod,  two  structurally 
tight  bull<hcads  without  openings, 
separated  by  a  well -ventilated  air 
space  24  inches  in  width  where  pos* 
sible,  may  be  used. 


Where  cargo  tanl<s  are  not  arranged  to  provide 
working  spaces  around  them,  the  inspector  may 
order  the  cargo  tanks  moved  or  such  planking  or 
decking  or  both,  removed  as  may,  in  his  opinion, 
be  necessary  to  ascertain  the  condition  of  the  vessel. 


U,  S.  Coast  Guard  Drawing  No,  5.- 


-illuHtrating  Sections    32,75-10  and  32,75-20;  Hold  spaces  and  bulkheads  for 
icooc/  hull  tank  veHseh  {February  1951), 
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Subpart  or 
Section 

Accident  or  casualty  report 35.15 

Accident  report  when  state  of  war  exists 35.15-10 

Accommodations  for  crew 82.40 

Aids  to  navigation : 

Casualty  or  accident  involving 35.15-1 

Charts  or  information  regarding 35.20-1 

Alarm  bells 32.15-1 

Marking  required 35.40-5 

Switches,  marking  of 35.40-1 

Alarm  systems 32.25 

Alcohol  or  drugs,  used  by  crew 35.05-25 

Alterations  and  repairs,  regulations  governing 30.01-10, 

31.10-25 
Aluminum   and/or  magnesium   sacrificial  anode 

installations— TB/ALL   35.01-25 

American  Bureau  of  Shipping 31.10-1 

Anchors  for  seagoing  barges 32.15-15 

Annual  inspection : 

Application    for 31.01-15 

Cargo  tanks  for  poisonous  liquids 39.25-1 

Fire  extinguishers 31.10-18 

Hydrostatic  test  of  cargo  tanks 38.25-1,  39.25-1 

Liquefied  flammable  gas  cargo  tanks 38.25-1 

Appeal,  right  of 30.20-50 

Application  for  annual  inspection 31.01-15 

Application  for  inspection  of  new  tank  vessel  or 

conversion  of  a  vessel  to  a  tank  vessel 31.01-20 

Application,   electrical    installations 32.45-1 

Application  of  regulations   to   tankships  on   an 

international  voyage — T/ALL 30.01-6 

Application  to  vessels  concerning  nuclear  energy.  30.01-25 

Approved,  definition  of 30.10-3 

Arresters,  flame 30.10-23,  32.20-10 

Assignment  of  Function.s — TB/ALL 30.01-3 

Authority  of  marine  inspector 31.01-10 

Auxiliary  machinery : 

Design    32.35-1 

Construction 32.35-1 

Installation  of  internal  combustion  engines 32.35-5 

Axes,  fire 34.05-20,  34.60 

Bailer,  lifeboat  equipment 33.15-10 

B/ ALL— Tank   Barge 30.10-65 

Batteries,  storage,  location  of 32.45-5 

Bell,  alarm 32.25-1 

Bells,  fog  sound  signal  devices 32.15-1 

Bell    signals 32.30-5 

Bilge  injection  valves 31.10-20 

Bilge   piping 32.52-5 

Bilge  pumps  for  tank  barges 32.52 

Bilge  pump,   lifeboat  equipment 33.15-1 

Bilge  systems 32.52 

Bills  of  lading  required 35.01-10 

Boathook,  lifeboat  equipment 33.15-1, 

33.15-5,  33.15-10,  33.1.5-15 

Boathook,  life  raft  equipment 33.15-20 

Boilerroom,  fire  extinguishing  systems  for 34.05-5 

Boilers : 

Accident  report  by  chief  engineer 35.15-5 

Examination  by  engineer 35.25-1 

Safety  rules  for  fires 35.30-5 

Breeches    buoy,    poster    containing    instruction 

regarding  use  of 3.5.12 

Breathing  apparatus,  fre.sh  air 35..30-20,  35.40-20 

Bucket,  lifeboat  equipment .33.1.^1,  33.15-5,  33.1.5-10 

Buoyant  apparatus 33.05-25,  .33.2.5-20 


Subpart  or 
Section 

Butterworth  plates,  safety  rules  regarding 35.30-10 

Carbon  dioxide  extinguishing  systems : 

Alarms    34.15-30 

Amoimt  of  carbon  dioxide  required 34.15-5 

Application 34.15-1 

Controls    34.15-10 

Discharge  outlets 34.15-25 

Dry  cargo  spaces 34.15-5 

Enclosed  ventilation  systems  for  rotating  elec- 
trical propulsion  equipment 34.1.5-5 

Enclosure  openings 34.15-35 

Installations  contracted  for  prior  to  January 

1,    1962 34.15-90 

Machinery    spaces   pumprooms    paint   lockers 

and  similar  spaces 34.15-5 

Piping   34.15-15 

Presvsure  relief 34.1.5-40 

Quantity,  pipe  sizes,  and  discharge  rates .34.15-5 

Storage   34.15-20 

Total  available  supply 34.15-5 

Cargo,  definition  of  term 30.10-5 

Cargo  discharge 32..50-3,  39.15-5 

Cargoes,  elevated  temperatures Part  36 

Cargo  gear  certificates  or  registers 31.10-16, 

31.27  Page  128 

Cargo  gear  inspection 31.37 

Cargo  gear  plans  required  when  plans  are  not  ap- 
proved by  a  classification  society  or  recognized 

cargo  gear  organization 31.37-15 

Cargo  gear  plans  approved  by  a  recognized  cargo 

gear  organization — TB/ALL 31.37-23 

Cargo  handling : 

Equipment    maintenance 35.3i5-70 

Liquefied  petroleum  gases 38.15 

Poisonous   liquids 39.15-1 

Pumprooms,  illustration  of Pages  134,  135,  and  136 

Safety    requirements 35.30 

Segregation  of  cargo,  illustration  of Page  134 

Unmanned   tank   barges 35.35-1 

Cargo  handling  room— TB/ALL 30.10-6 

Cargo  hose 32.50,  35.35-15,  35.35-70,  38.15-5 

Cargo    piping 32..50 

Cargo  pump  fittings 82.50 

Cargo  pumps 32.50 

Cargo  pump  relief  valves 36.10-1 

Cargo  pump,  testing  of 35.35-70 

Cargo    tank   hatches,   ullage  holes   and   Butter- 
worth  plates,  safety  rules  regarding 35.30-10 

Cargo  tanks : 

Construction  and  testing  of 32.60-40,  32.6.5-40 

Design  and  installation  of 38.05,39.05 

Electric  bonding  and  grounding  of 32.7.5-15 

Filling  densities 88.1.5-1 

Fire  extinguishing  systems  for .34.0.5-5 

Hydrostatic  test  of 38.25-1,  89.25-1 

Installation   for  carrying   liquids  at  elevated 

temperatures  36.05-1 

Installation  for  combustible  poisonous  liquids.  .39.0.5-10 

Independent 32.60-30,  32.65-30,  32.70-25,  32.7.5-10 

Lagging 38.05-20 

Liquid  level  gaging  devices 38.10-20,  39.10-15 

Liquefied    petroleum    gases Part  38 

Marking  of 38.05-5 

Marking  of,  for  poisonous  liquids 39.05-5 

Periodic  te.st 38.25-1,  39.25-1 
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Subpart  or 
Cargo  tanks — Continued  Section 

Piping 38.10-10 

Poisonous  liquids Part  39 

Refrigerating  system  used  with 38.05-25 

Removal  from  service 38.25-5,  89.25-5 

Venting  of 32.55-20,  32.55-25,  32.55-30,  38.20-1, 

38.20-5,  39-20-1 
Cargo  transfer : 

Approval   of 35.35-25 

Conditions  affecting 35.35^0 

Connecting  of  cargo  hose 3.").3.j-15 

Declaration    of   inspection 35.35-30 

Duties  of  senior  decli  officer 35.35-35 

Electric  bonding 35.35-5 

Filling  densities 38.15-1 

Handling  of  packaged  goods,  etc 35.35-55 

Inspection    prior    to 35.35-20 

Liquefied  flammable  gases 38.15-5 

Maintenance   of   equipment 35.35-70 

Men   on   duty 35.35-1 

Tank   barges 35.35-60 

Termination   of 35.35-r)0 

Towing  vessels  furnishing  steam,  air  or  elec- 
tricity  35.35-45 

Vessels  coming  alongside  during 35.35-42 

Carriage  of  person  other  than  crew 35.01-15 

Casualty  or  accident  report 35.15 

Casualty  report  when  state  of  war  exists 35.15-10 

CertiHcate  of  class 31.10-5 

Certificate  of  inspection : 

Application  for 31.01-15,  31.01-20 

Cargoes  of  elevated  temperatures,  carriage  of-    36.01-5 

Delivei-y  of 31.05-1 

Endorsed  for  liquefied  flammable  gas 38.01-5 

Endorsed  for  poisonous  liquids 39.01-5 

Indication  of  water  traveled  on 31.20-1 

Ocean  or  unlimited  coastwise  vessels  on  inland 

and  Great  Lakes  Routes— TH/OC 30.01-7 

Posting  of 31.05-5 

Terms,  endorsements 31.05-15 

Certificated  crewniemhers 31.15-1 

Certificated,  definition  of  term 30.10-7 

Certificates  regarding  .shipboard  cargo  gear 31.10-16, 

31.37,  Page  128 
Certificates  under  International   Convcnlion   for 
Safety  of  Life  at  Sea.  1!M1(): 

American  Bureau  of  Shipping 31.40-45 

Apiilication— T/ALL 31.40-1 

Cargo   Ship   Safety   Construction   Certificate— 

T/ALL   31.40-5 

Cargo    Ship    Safety    Equipment    Certificate— 

T/ALL   31.40-10 

Cargo    Ship    Safety    Radiotelegraphy    Certifi- 
cate—T/ALL    31.40-15 

Cargo  Shi])  Safety  Radiolelepliony  Certificate — 

T/ALL    31.40-20 

Duration  of  Convention  ('crtilicate — T/ALL._  ."'.l.  10-40 

p:xeniption  Certificate— T/ALL 31.40-25 

Nuclear     Cargo     Ship     Safety     Certificate — 

T/ALL 31.10-30 

I'oHting  of  Convention  Certificates— T/ALL_-_  31.10-3.'. 

ChartH  of  navigable  waters  reijuired 35.20-1 

Chief  Engineer  : 

Accident   report 35.15-5 

Rei>alrH  of  itoljers  and  uiifired  prenHure  vefiHclfl 

and  reportH  or  accidents 35.25-5 

ClawH,  certificate  of 31.10-5 

ClHHsincaHon  refpiirementH,  definition  of 30.10  9 

COj  fire  apparatUH,  marking  required 35.40-10 

Coant  f;uard  F^iHtri't  Commander :;(».10  19 

Addn-HH  of I'age  132 

CoHMt  (iuitrd  Field  imrttt Page   132 

iUMHlwlH*;  definition  of _ 30.10-1 1 


Subpart  or 
Cofferdam :  Section 

Definition   of 30.10-13 

Location  of 32.60-10,  32.65-15,  32.70-10 

Requirements   of 32.70-10 

Venting   of 32.55-45 

Combustible  gas  indicator— TB/ALL 35.30-15 

Combustible  liquids,  definition  of 30.10-15 

Combustible  liquids  having  lethal  characteristics-  Part  39 

Commandant,  definition  of 30.10-17 

Connuunication,  interior  system 32.30 

Compass,  lifeboat  equipment 33.15-1,  33.15-^5 

Construction  and  testing  of  cargo  tanks  and  bulk- 
heads on  tank  vessels 32.65-40 

Construction  of  tank  barges  of  materials  other 

than  steel  or  iron,  requirements 32.80-1 

Construction  of  tank  vessels : 

Cargo  spaces  segregated  from  cargo  tanks 32.57-10, 

32.60-15 

Ceilings 32..57-10 

Deck   32.57-10 

Enclosed  spaces 32.60-10 

General  cargo  spaces 32.60-15 

Hatch    covers 32..57-10 

Hull  requirements 32.60,  .32.65,  32.70,  32.75 

Living  quarters 32.60-25,  32.65-25 

Lamp   Lockers 32.57-10 

Location  of  cargo  tank  spaces 32.60-10 

Location  of  independent  tanks 32.60-30 

Machinery 32.35-1 

Paint  lockers 32.57-10 

Requirements    for    scantlings,    material    and 

workmanship 32.60-1,  32.65-1,  32.70-5,  32.75-5 

Segregation  of  cargo 32.60-10 

Stowage  spaces 32.60-10 

Subdivision  of  cargo  space 32.60-5,  32.65-10 

Testing  of  cargo  tanks  and  bulkheads 32.60-40, 

32.65-40,  32.70-25,  32.75-10 

Construction  of  vessels  for  liquefied  gases 38.05-1 

Construction  of  wood  hull  tank  vessels : 

Aijplication  of  regulations 32.75-1 

Electric    bonding    and     grounding    of    cargo 

tanks 32.75-15 

Hold  spaces 32.7.5-20 

Independent  cargo  tanks .32.75-10 

Containers,   portable — interpretive  rulings 30.01-20 

Convention    certificates 31.40 

Conversion  of  vessels  to  tank  vessels 31.10-10 

Crew  acconmiodations : 

Inspection  of 31.10-45 

Re(|uirenients   for 32.40-1, 

32.40-5,  32.40-10,  32.40-15 

Sanitary  condition   of 35.01-5 

Crew : 

Certificated  members  of 31.1.5-1 

Illness   of 35.05-25 

Licensed    oflicers 31.1.5-1 

I'liysical  condition  of .35.05-20 

Required  for  cargo  handling 35.35-1 

Davits,  lifeboat .33.10-1,  33.20-1 

Deck  foam  system 34.20 

Declaration    of   inspection   prior   to  bulk   cargo 

transfer    35.3.5-30 

Definition  of  terms 30.10 

Delivery  of  certificate  of  Inspection 31.05-1 

Cargo  tanks .38.0.5-2,  39.0.5-1 

Main    and    auxiliary   machinery .32.35-1 

Devices,   spark   producing 35.30-35 

Disjday  of  Plans— TB/ALL ;?5.10-3 

DiMtf<'Ss  signals ;{.'{. 01-35, 

33.15-1,  33.15-5,  .3.3.15  20,  :'.:{.45 

Dilly  hag,  lifeboat   e(|uii(nient .3.'{.15-1 

Draft  markH 32.05-1,35.20-5 
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Subpart  or 
Drills:  Section 

Boat 35.10-5 

Fire  35.10-5 

Liiie-throwing   appliance 35.10-1 

Drinking  cups,  lifeboat  equipment 33.15-1 

Drinking  water,  lifeboat  equipment 33.15-1 

Drydoeking  or  hauling  out 31.10-20 

Efifective  date  of  regulations 30.01-15 

Electric  bonding  and  grounding 32.75-15,  35.35-5 

Electrical  installations 32.45 

Electric  power-operated  lifeboat  winches 35.10-7 

Elevated  temjierature  cargoes : 

Cargo  pump  relief  valves 36.10-1 

Certificate  of  inspection 36.01-5 

Flame  screens,  vents  and  ventilations 36.20-1 

Installation  of  cargo  tanks 36.05-1 

Lagged   tanks,    periodic   inspections 36.30-1 

Protection  of  personnel 36.05-10 

Scope  of  regulations 36.01-1 

Ventilation  of  pumproom 36.20-5 

Emergency : 

Authority  of  senior  officer 35.35-75 

Breathing  equipment,  marking  of 35.40-20 

Lighting  and  iwwer  systems 35.10-15 

Outfit 35.30-20 

Repairs  to  flrefighting  equipment 35.01-35 

Signals    35.10-5 

Enclosed    ventilating    system,    fire    extinguishing 

system  for 34.05-5 

Enforcement   30.20-1 

Engineering,    Marine 31.30 

Engineering,  electrical 31.85,  32.45 

Equipment : 

Blocks  and  falls  for  lifeboats— TB/ALL 33.10-10 

Cargo  handling 32.50 

Davits 33.10-1 

Disengaging  apparatus 33.10-15,   33.10-20 

Emergency 35.30-20 

Fire  and  emergency,  vessel's  name  on 35.40-40 

Inflatable  liferafts 33.15-16 

Installed  but  not  required 34.01-5 

Lifeboat,  liferaft,  buoyant  apparatus 33.15 

Line-throwing  appliances 33.55-10,  33.55-15 

Mechanical  means  for  lowering 33.10-5 

Portable   electrical 35.30-30 

Previously  approved 30.01-15 

Equipment  installations 32.20 

Equipment  installations  on  vessels  during  World 

War  II 32.20-1 

Equipment,   navigation 32.15 

Equivalents 30.15-1 

Escai)e,  means  of 32.01-1 

Examination  of  sea  chests,  sea  valves,  sea  strain- 
ers, and  bilge  injection  valves 31.10-20 

Examination  of  tail  shaft 61.1.5-15 

Exemption  certificate 31.40-25 

Explosives,  transportation  of 35.30-25 

Fire  axes 34.05-20,  34.60 

Fire  axes,  location  of 34.60-10 

Fire  axes,  number  required 34.60-5 

Fire  drills 35.10-5 

Fire  extinguishers  and  extinguishing  systems Part  34 

Fire  extinguishers,  portable  and  semiportable  : 

Application .34.50-1 

Classification 34..i0-5 

Location .34.50-10 

Spare  charges 34..50-15 

Vessels  contracted  for  prior  to  January  1,  1962_  34.50-90 
Fire  extinguishing  deck  foam  system  : 

Application 34.20-1 

Area  protected 34.20-5 

Cargo  area  definition 34.20-3 


Subpart  or 
Fire  extinguishing  deck  foam  system — Con.  Section 

Controls 34.20-10 

Discharge  outlets 34.20-20 

Installations  contracted  for  prior  to  January 

1.  1J)62 34.20-90 

Marking    J 35.40-10 

Piping 34.20-15 

Quantity  of  foam  required 34.20-5 

Rate  of  application 34.20-5 

Separate  supply  of  foam-producing  material—     34.20-5 

Supply  of  foam-producing  material 34.20-5 

Water   supply 34.20-5 

Fire  extinguishing  fixed  foam  sy.stems  : 

Additional  protection   required 34.17-25 

Application 34.17-1 

Area  protected 34.17-5 

Controls    34.17-10 

Discharge  outlets 34.17-20 

Installations  contracted  for  prior  to  January 

1,  1962 34.17-90 

Piping   34.17-15 

Quantity  of  foam  required 34.17-5 

Rate  of  application 34.17-5 

Separate  supply  of  foam-producing  material 34.17-5 

Supply  of  foam-producing  material 34.17-5 

Water  supply  for  required  pumps 34.17-5 

Fire  extinguishing  systems : 

Boilerrooms 34.0-5-5 

Carbon  dioxide 34.15 

Cargo  tanks 34.05-5 

Dry  cargo  compartments 34.05-5 

Enclosed  ventilating  systems 34.05-5 

Foam,    deck 34.20 

Foam,  fixed 34.17 

Installations  contracted  for  prior  to  Januarv 

1,  1962 34.10-90 

Internal  combustion  installations 34.05-5 

Lamp,  paint  lockers  and  similar  spaces 34.05-5 

Machinery  spaces 34.05-5 

Marking 35.40-10 

Piping 34.10-15 

Portable  and  semiportable  extinguishers.  34.05-10,  34.50 

Pumprooms 34.05-5 

Fire  extinguishing  system,  steam  smothering : 

Application 34.13-1 

Installations  contracted  for  prior  to  January 

1,  1962 34.13-90 

Flrefighting  equipment : 

Application 34.01-1 

Fire  axes 34.05-20,34.60 

Fire  main  system 34.05-1 

Installed  but  not  required 34.01-5 

Portable,  vessel's  name  on 35.40-40 

Protection  for  unusual  ari-angements  or  special 

products 34.01-10 

Repairs  and  alterations 35.01-35 

Sand 34.05-15,  34.-55 

Firehose    , 34.10-10 

Firehose   nozzles 34.10-10 

Fire    hydrants 35.40-15 

Fire  main  system : 

Application 34.10-1 

Fire  pumps 34.10^5 

Fire  station  hydrants,  hose  and  nozzles 34.10-10 

Fire,  matches  and  smoking,  safety  rules 35.30-5 

Structural  fire  protection  for  tank  vessels  con- 
tracted for  on  or  after  January  1,  1963 32.57 

Fire    station 34.10-10 

First  aid  kit 33.15-1 

Fittings    and    piping    for    liquefied    petroleum 

gases 38.10-10 

Fittings,  cargo 32.50 

Flame  arresters 30.10-23,  32.20-10 

Flame  screen 30.10-25,  36.20-1 
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Subpart  or 
Section 

Flammable  liquid 30.10-22 

Flammable  liquid  and  gas  fuels  as  ships'  stores.  35.30-40 
Flammable     or     inflammable,     definition — TB/ 

ALL    30.10-21 

Flashlight,  lifeboat  equipment— -33.15-1,  33.15-5,  33.15-10 

Flashpoint,  definition  of 30.10-27 

Foam  hose/monitor  stations 35.40-17 

Fog  soinid  signal  devices 32.15-1 

Fresh  air  breathing  apparatus 35.30-20,  35.40-20 

Fuel    oil,    requirements 35.25-10 

Fuels,  flammable  liquid  and  gas 35.30-40 

Functions,  Assignment  of— TB/ALL 30.01-3 

Gage,  liquid  level 32.20-20,38.10-20,39.10-15 

Galley  fires,  safety  rules 35.30-5 

Gang^vay  signs 35.30-1,  39.15-1 

Gas  chemist   certified   by   American   Bureau   of 

Shipping    35.01-1 

Gas   free 30.10-29 

Gear,  shipboard  cargo,  certificates  or  registers 31.10-16, 

31.37,  Page  12S 

General  alarm  switch,  marking  of 35.40-1 

General  alarm  systems : 

Alarm   bells  for   tankships   constructed   on   or 

after  September  15,  1!)43 32.25-1 

Alarm  bells  for  tankships  constructed  prior  to 

September  15,  1943 32.25-5 

Alarm  bells  for  manned  barges 32.25-10 

General  rules  and  regulations 30.10-31 

Grab  lines 33.15-1 

Grade  D,  combustible  liquid 30.10-15 

Grade  E.  combustible  liquid 30.10-15 

Great  Lakes? 30.10-33 

Guards  at  dangerous  places .32.01-15 

Hatchets,  lifeboat  equipment 33.15-1, 

33.15-5,  .33.15-10 

Hauling  out  or  drydocking 31.10-20 

Headquarters    30.10-35 

Heaving   lines 33.1.5-1.  33.1.5-10 

Hospital    accommodations 32.40-1 

Hull  and  cargo  tank  re(juireiiieiits  : 

Alternative  arrangements .'{2.03-8 

Application    32.63-1 

Barge  hull  classifications 32.6;i-5 

Cargo  tanks  and  supports 32.63-25 

Hull   structure 32.6.3-20 

Rakes  and  coamings .32.6.3-10 

Subdivision  and  stability 32.6.3-15 

Hose,  cargo 32..50-.30 

Hull    re(|uirenients_..  32.60.  .32.6.3,  .32.65,  .32.70,  32.7.5,  .32.80 

Hydraulic    Release— TH/ALL .33.20-20 

Uydrostatic  test  for  cargo  tanks 38.2.5-1, 

39.25-1 

Illnmlnating  oil,  lifeboat  eqiiipiiiciit 33.1-5  1,  .33.1. 5-.5, 

:«. 1.5-10 
Inclining  test 31.10-30 

lijdei»endcnt  cargo  tanks 32.60  150, 

.32.60  35,  32.65-.30.  .32.70-25,  .32.7.5-10 

IndiiKtrial   frtickH,   power  operated .35.70 

Inflatable  llferaftH  HubHtitution  for  other : 

HargPH 3.3.07-1 

Kmharkatbtn  aldH --    33.20-3 

Lif<-l»o!itH  on  ccrliiin  tankMblpH  of  .500  to  l.WX) 

groMH    tons 33.07-15 

Llfct)oatH  f.ii  certain  tankHhipH  of  l.fJOO  to  3,fK)0 

gro.HH    t^>nM 3.3.07-20 

r,ifct»oafH  on  ccrtiiln  tankHhlpM  of  3,(KK)  grimn 

foiiM  and  iijiwarfl   -    --  33.f>7-25 

LiftlxmtM  on  larikMliipH  uiiiIit  .'(M)  groHM  Iohh  _  .33.07-10 

LifcraflM,  llfctloatM  and  Inioyanl  ajiparatii.s .33.67  5 

Ileijnlred  Mpilpuicnt  for 33.15  16 


Subpart  or 
Section 

Initial  inspection,  scope  of 31.01-5 

Inspection  and  certification  of  cargo  gear 31.10-16 

Inspection   and  test,    periodic,    of  independent 

cargo  tanks .38.25,  39.25 

Inspection  of  cargo  gear  : 

Additions  to  gear 31.37-60 

Advance   notice   that   cargo   gear   testing   is 

desired 31.37-80 

Alterations,    renewals,    or    repairs    of    cargo 

gear    31.37-65 

Annealing 31.37-55 

Cargo  gear  plans  approved  by  a  classification 

society 31.37-20 

Cargo  gear  plans  required  when  plans  are  not 

approved  by  a  classification  society 31.37-15 

Certification 31.10-16 

Definitions  of  terms  and  words  used  in  this 

subpart 31.37-3 

Dismantling   or   disassembling 31.37-3 

Factors  of  safety 31.37-25 

Loose  gear  certificates  and  tests 31..37-30 

Marking  of  booms  and  cranes 31.37-30,31.37^5 

Proof  test  of  cargo  gear  as  a  unit 31.37—40 

Records  regarding  cargo  gear 31.37-75 

Responsibility  for  conducting   required   tests 

and    examinations 31.37-85 

Responsibility  of  ship's  officer  for  inspection 

of  cargo  gear 31.37-70 

Safe  working  load 31.37-3 

Test  and  certification  of  wire  rope 31.37-35 

Tests  and  examinations  of  shipboard  cargo 

gear 31.37-5 

Thorough   examination 31.37-3 

Ton   31.37-3 

Use  of  wire  rope  and  chains 31.37-50 

When    made 31.37-1 

Inspection    and    test,    periodic,    of    independent 

cargo    tanks 38.25,39.25 

Inspections: 

Alterations  and  repairs 31.10-25 

Bilges 31.10-50 

Certificate  of 31.05 

Conversion  of  a  vessel  to  a  tank  vessel,  appli- 
cation  for 31.01-20 

Crew   acconnnodations 31.10-45 

During   trial    trip 31.10-40 

General    I'equirements 31.10 

Initial,  scope  of 31.01-5 

Interior  conimunications  system 32.30-10 

Lagged  tanks 36.30-1 

Lifesaving  appliances 33.01-1,  .33.01-25 

New  tank  vessel 31.01-20,31.10-5 

Periodic ,30..30 

Plans  iind  si)e<'ifications 31.10-5 

Recognized  <lassilication  society 31.10-1 

Required   before  innking  repairs .35.01-1 

R('(piire(I,  licjiieficd,  jjelroleuni  gas  tanks ;iS.2.5-l 

R('(|uired  on  new  tank  vessels ;')1.01-1 

Safety  valves .38.25-10,39.2.5-10 

Two  years 31.10-1.5,  .31.10-17 

Insjtcction  of  new  tank  vessels,  plans  for 31.10-5(a) 

Inspector .30.10-43,  .31.01-10 

Installation  of  cargo  tanks 38.0.5-10 

Inst.'illalion  of  inlcniiil  coinbuslion  engines 32.35-5 

Installations    iniide    dnring    the    Unlimited    Na- 
tional  lOniergerjcy  -^    .32.20  1, 32.4.5-10 

Installation    contracted    for    p.rlor    lo    Ma.v    2(!, 

11M15 .34.10-90 

Installations,  lifeboat,  welglit  test  of .33.01-27 

internal  conibiiHtion  installations,  lire  e\llnguiH)i- 

ing  systeinH  for     .'{4.0.5-5 

InloriKit  ion.'il    voyage .'{O.IO-CJO 
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Interior  communications  system :  Subpart  or 

Bell    signals   between   engineroom   and   pilot-  Section 

house 32.30-5 

Inspection  of 32.30-10 

Telegraph  systems 32.30-10 

Telephone    equipment 32.30-1 

Voice   tubes 32.30-1 

Issuance  of  certificates  of  inspection 31.05-1 

Jackknife,  lifeboat  equipment 33.15-1,33.15-10 

Ladders   33.15-1,  33.15-10, 38.20-1,  35.01-20 

Lagging  for  independent  cargo  tanks 38.05-20 

Lakes,  bays  and  sounds 30.10-il 

Lamp  and  paintrooms : 

Fire  extinguishing  system  for 34.05-5 

Fireprooflng  of 32.8.5-1 

Lamp,  signaling 33.50 

Lantern,  lifeboat  equipment 33.15-1, 

33.15-5,  33.15-10,  33.15-15 

Launching  of  lifeboats  and  liferafts 33.20-1, 

33.20-10,  33.20-15 

Licensed  oflScers  required 31.1.5-1 

Lifeboat    drills 35.10-5 

Lifeboat,  davit  falls 33.10-10,33.20-5 

Lifeboats : 

For  barges 33.05-5,33.0.5-15 

For    tankships 33.05-1 

For  tank  vessels 33.05-20,33.05-25 

Lifeboatmeu   required 33.30-5 

Maintenance 33.25-20 

Manning    33.30 

Xumbering  and  marking 33.25-5 

Overhauling 33.25-15 

Replacement  of 33.10-15 

Stovrage  of 33.20-1,  33.20-15 

Type   required 33.10-1 

Weight  test  of  lifeboat  installations 33.01-27 

Wooden    33.05-35 

Lifeboat,  liferaft  or  buoyant  apparatus  equip- 
ment ;   general — TB/ALL 33.15-1 

Lifeboat,  liferaft  and  buoyant  apparatus  equip- 
ment on  tank  vessels  contracted  for  prior  to 
May  26,  196.5— TB/ALL 33.15-90 

Lifeboats  and  liferafts  for  tankships ;  ocean  and 
coastwise  ;  construction  or  conversion  of  which 
was  started  prior  to  November  19,  1952 — 
T/OC    33.05-1 

Lifeboat  installations,  weight  test  of 33.01-27 

Lifeboats  and  liferafts  for  tankships ;  ocean  and 
coastwise  :  construction  or  conversion  of  which 
was  stajted  on  or  after  November  19,  19.52,  and 
prior  to  May  26,  1965— T/OC 33.05-2 

Lifeboats  and  liferafts  for  tankships ;  ocean  and 
coastwise :  construction  or  conversion  of  which 
was  started  on  or  after  May  26,  1965 — 
T/OC    33.05-3 

Life  buoys : 

Location,  distribution  and  securing 33.40-15 

Number  required  on  tank  barge 33.40-10 

Nimiber  required  on  tankship 33.40-1,33.40-5 

Lifeline,  lifeboat  equipment—  33.1.5-1,  33.15-10,  33.15-15 

Lifeline,  liferaft  equipment 33.15-20,33.1.5-25 

Lifelines 32.01-5 

Life  preservers : 

Distribution  and  stowage 33.35-5 

Inspections .3.3.35-10 

Lifeboat  equipment 33.15-1,  33.15-10,  33.15-15 

Number  and  type  required 33.15-5,  33.35-1 

Specifications    33.35-15 

Liferafts : 

For  tank  ve.ssels 33.05-20,  .3.3.0.5-25 

Maintenance   33.2.5-20 

Manning    33.30 


Subpart  or 
Liferafts— Continued  Section 

Marking 33.25-10 

Overhauling    33.25-15 

Substitution  of  inflatable  liferaft  for  others—  33.07 

Lifesaving  appliances,  approval  of 33.01-30 

Lif esaving  equipment : 

Construction   33.01-5 

Resnonsibility  of  master 33.01-15 

Lights  and  Shapes,  Navigation— TB/ALL 32.15-3 

Lights,  flashing  the  ray  of 35.20-30 

Light,    unauthorized 35.20-25 

Line,  life 32.01-5,  .33.15-1,  33.1.5-5,  33.15-10, 

33.15-15,  33.15-20,  33.20-1 
Line-throwing  appliances : 

Accessibility 33.55-5 

Drills .3.5.10-1 

Equipment   for 33..55-10 

Requirement   of 33.55-1 

Service  recommendation 33.55-15 

Liquid,  flammable 30.10-22 

Liquid  level  gaging  devices 32.20-20, 

38.10-1,  38.10-20,  39.10-15 

Liquids  having  lethal  characteristics Part  39 

Liquefied  flammable  gas 30.10-39 

Cargo   hose 38.15-15 

Cargo  piping 38.10-10 

Certificate  of  inspection 38.05-5 

Design  and  construction  of  cargo  tanks 38.05-2 

Design  and  construction  of  nonpressure  vessel 

type  cargo  tanks 38.05-^ 

Design  and  construction  of  pressure  vessel  type 

cargo    tanks 38.05-3 

Design  and  construction  of  vessels,  general 38.05-1 

Electrical    installations 38.15-15 

Filling  and  discharge  pipes 38.05-25 

Filling  of  tanks 38.1.5-1 

Installation  of  cargo  tanks 38.0-5-10 

Insulation    38.05-20 

Leak  detection  systems 38.15-10 

Liquid  level  gaging  devices 38.10-20 

Markings   38.0.5-5 

Refrigerated  systems 38.05-25 

Remote   shutdowns 38.15-20 

Removal  of  defective  tanks 38.25-5 

Safety  relief  valves 38.25-10 

Safetv  relief  valves  for  nonpressure  vessel  type 

tanks 38.10-16 

Safety  relief  valves  for  pressure  vessel  type 

tanks 38.10-15 

Tests  and   inspections — TB/ALL 38.25-1 

Valves,  fittings,  and  accessories 38.10-1 

Ventilation— T/ALL 38.20-10 

Venting— T/ALL 38.20-1 

Venting— B/ALL 38.20-5,  39.20-2 

Transportation  of Part  38 

Scope  of  regulations 38.01-1 

Transportation  of  portable  cylinders  or  portable 
tanks  containing  or  having  previously  con- 
tained liquefied  flammable  gases  in  dry  cargo 

spaces 38.01-2 

Living  quarters 32.60-25,  32.6.5-25 

Load   lines 31.25 

Locker,   lifeboat   equipment 33.15-1 

Logbook  entries : 

Actions  required  to  be  logged 35.07-10 

Application 35.07-1 

Draft   of   tank   ship 35.20-5 

Fire  and  lifeboat  drills 35.10-5 

Fuel   oil  requirements 35.25-10 

Logbooks  and  records 35.07-5 

Official  log  entries 35.07-15 

Steering  gear  tests 35.20-10 
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Subpart  or 
Machinery :  Section 

Accident  report  by  chief  engineer 35.]  5-5 

Auxiliary    32.35 

Examination  by  engineer 35.25-1 

Maciiinery  spaces,  fire  extinguisliing  sy.stems  for.     34.05-5 

Magazine"  chest 33.01-35 

Main  or  auxiliary  machinery  : 

Construction    32.35-1 

Design 32.3-5-1 

Installation  of  internal  combustion  engines 32.35-5 

Manning : 

Lifeboat    Carrving   a    Radiotelegraph    and/or 

Searchlight— TB/ALL 30.30-15 

Motor-Propelled  Lifeboat— TB/ALL 33.30-10 

Tank    barges 31.15-5 

Tank  vessels 31.15,  35.35-1 

Towing  vessels 31.15-10 

Marine  engineering  and  material  specifications--         31.30 

Marine  in.spector,  authority  of 31.01-10 

Markings : 

Booms  and  cranes— TB/ALL 31.37-45 

CO,  alarm 35.40-7 

Draft   marks 32.05-1 

Emergency  breathing  apparatus 35.40-20 

Emergency  lights 35.40-G 

Fire  and  emergency  eiiuipment 35.40 

Firehose  .stations 35.40-15 

General  alarm  bell 35.40-5 

(Jeneral  alarm  bell  switch 35.40-1 

Lifeboats 33.25-15 

Liferafts 33.25-10 

Lifesaviiig  equipment 35.40—40 

Portable  fire  extinguishers 35.40-25 

Steam,  foam  or  Cd-  apparatus 35.40-10 

Steering    station 35.40-35 

Tanks    for    combustible    liquids    with    lethal 

characteristics 39.05-5 

Tanks  for  li(iuefied  flammable  gas,  marking  of_     38.05-5 

Vessel's  name 32.05-10,  32.0.5-15 

Ves-sel's  name  on  equipment 32.05-5 

JL'ist  and  sails,  lifeboat  equipment 33.15-1 

Master : 

Casualty  or  accident  report 35.1.5-] 

Licensed  officer 35.05-1 

Required  on  tankships 35.05-5 

Station  bills  and  muster  list 35.10-1 

Master's  and  officer's  responsibility 35.20-20 

Matches : 

Lifeboat  equipment 33.15-1, 

33.15-5,  33.15-10,  33.15-15 

Liferaft  equipment 33.15-20 

T'w  of 35.30-5 

Material   sin-ciflcations 3L30 

Material,  scantling.s,  and  workmanship 32.(50-1,  32.05-1 

Means  of  escaiM' 32.01-1 

Mercli;nit  Marine  Inspection  offices Page  132 

Motion  picttire  film 35.30-45 

Muster  liHt 35.10-1 

National  F'ire  Protection  Association 35.01-1 

Navigatifjn  cquipnieiit  : 

An<bors  for  s<"agoinB  ImrgcH 32.15-15 

Fog  vouiid  signal  devices 32.15-] 

Sounding  machine 32.15-] 0 

WhiKtlcH    32.]5-5 

NavlKafion  LlghtH  and  ShaiH'M— TB/AI-L _     32.15-3 

New  tank  veHsels,  insiK-ctlon  of 31.10-5 

New  tank  veHHclx,  fjlans  for  Inspection  of 31.10-5(n) 

N'rtlce  to  iriarlnerM 35.20-1 

.NiK-lear  energy,  application  to  vchhcIh  concern- 
ing  30.01   25 

Nurlejir  energy,  radioactive  mnterlal,  and  nuclear 
vetwel - 30.10  25 


Subpart  or 
Section 
Nuclear  vessels,   special  construction,   arrange- 
ment, and  other  provisions  for Part  37 

Application 37.01 

General— TB/ALL 37.01-1 

Design  and  construction 37.05 

Special  requirements — TB/ALL 37.05-1 

Location  of  nuclear  systems  components — 

TB/ALL 37.05-10 

Subdivision  and  stabilit.y — TB/ALL 37.0-5-5 

Inspection   and  certification 37.10 

Additional   requirement.s — TB/ALL 37.10-5 

Annual    insix^ction    and    certification — TB/ 

ALL  37.10-1 

International  convention  certification — TB/ 

ALL 37.10-15 

Operations   37.20 

Operating  manual — TB/ALL 37.20-1 

Special  operating  procedures — TB/ALL 37.20-5 

Other  spe<-ial  provisions 37.15 

Atomic  Energy  Commission  safety  require- 
ments—TB/ALL  37.1.5-5 

Means  for  preventing  uncontrolled  release  of 

radiation— TB/ALL 37.1.5-3 

Radiation— TB/ALL 37.1.5-1 

Safety  assessment— TB/ALL 37.1.5-10 

Nuclear  vessel,  definition 30.10-44 

Oars: 

Lifeboat  equipment 3.3.15-1, 

33.1.5-5,  33.1.5-10,  .33.1.5-15 

Liferaft  equipment 33.1.5-20.  33.1.5-25 

Ocean,  definition  of 30.10-45 

Officer  in  Charge,  Marine  Inspection 30.10-47 

Officers  required  on  tank  vessels 35.05 

Open  hopper  type  barges 35.01^5 

Oxygen  breathing  apparatus,  marking  of 35.40-20 

Painter,  lifeboat  equipment 33.15-1, 

33.15-5,  33.15-10,  33.15-15 
Parachute  flare  distress  signals,  lifeboat  e(piip- 

ment 33.1.5-1,  .33.1.5-5,  33.1.5-10,  33.4.5-5 

Penalties  for  violations  of  regulations 30.20-10 

Period  covered  by  certificate  of  inspection 31.0.5-10 

Permit,  definition  of 30.10-49 

Permit  to  proceed  to  another  port  for  repairs 31.10-35 

Person  in  charge  of  each  lifeboat  and  liferaft 33.30-1, 

33  30-3 

Pilot  ladders 35.01-20 

Pilot  required  on  tankships 35.0.5-10 

Piping: 

Fir(>  extinguishing  systems 34.10-10, 

.•U.10-15,  34.15-15,  34.17-15,  34.20-15 

Piping  bilge 32.52-5 

I'iping   cargo .32. .50 

Cargo  tanks 38.10-10,  39.10-5 

Steering   apparatus 32.35-10 

Placard  of  livesaving  signals  and  breeches  buoy 

instructions    35.12 

Api)li(afi()n     T/OCI5L    35.12-1 

Availai.ilitv     T/OCI'.L    3.5.12-5 

Plans,  Display  of     'I'l'./ALL 35.10-3 

Plans  foi-  inspection  of  new  tank  vessels — TB/ 

ALL 31.]0-5(a) 

Pilings  and  pumps,  lifeboat  e(iuipment 33.15-1 

Pings,  lil'eboal  e<inii)ment 33.15-1,  33.1.5-5.  .33.1.5-10 

I'oisons,  I  ransjiorlation  of Part  IV.) 

I'orlalilc  and  s<'iiiiportal)le  cxtinguisiierH .34.05-10 

Portable  c()ntaiiiers     interpretive  rulings .30.01-20 

Portable  eleclrical  e((uipnient 35..3O-.30 

Posting  of'  cerl  ilicale  of  inspection 31.05-5 

Posting     placards    containing     instructions     for 
lanncliing  and    inflating    inllatalile   liferal'ls 
TI'./AM'   - .3.5.10-9 
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INDEX 


Subpart  or 
Power-operated  industrial  trucks :  Section 

Alternates    35.70-3 

Application 35.70-1 

Approved  power-operated  industrial  trucks —     35.70-7 

Charging  or  replacing  batteries 35.70-30 

Definitions  of  terms  used  in  subpart 35.70-5 

Permissible  areas  of  use 35.70-10 

Refueling    35.70-25 

Special  operating  conditions 35.70-20 

Stowage  of  trucks  aboard  a  vessel 35.70-35 

Tyi)es  of  cargo   i>eruntted  to   be   handled  by 

trucks    35.70-15 

Vessels    35.70-1 

Pressure-vacuum  relief  valve 30.10-55,  32.20-5 

Prevention  of  oil  pollution 35.01-40 

Proof  test  of  cargo  gear  as  a  unit— TB/ALL 31.37^0 

Propellers,  lifeboat  equipment 33.15-1,  33.15-5 

Propvlene  oxide 40.10: 

Accessories,  fittings,  and  valve.s— TB/ALL___  40.10-40 
Arrangement    of    pressure-vessel    type    cargo 

tanks— TB/ALL 40.10-10 

Bonding,    electrical— TB/ALL 40.10-80 

Cargo    ho.se— TB/ALL 40.10-75 

Cargo  piping— TB/ALL 40.10-55 

Construction    of    pressure-vessel    type    cargo 

tanks— TB/ALL 40.10-10 

Design  of  pressure-vessel  type  cargo  tanks — 

TB/ALL   40.10-10 

Electrical  bonding— TB/ALL 40.10-SO 

Filling  and  discharge  pipes— TB/ALL 40.10-50 

Filling   density— TB/ALL 40.10-65 

Fittings,  valves,  and  accessories— TB/ALL___  40.10-40 

General— TB/ALL 40.10-1 

Hose,  cargo— TB/ALL 40.10-75 

How   propylene   oxide   may   be   carried — TB/ 

ALL 40.10-5 

Installation  of  cargo  tanks— TB/ALL 40.10-20 

Liquid  level  gaging  devices— TB/ALL 40.10-45 

Piping,    cargo — TB/ALL 40.10-55 

Relief  valves,  safety— TB/ALL 40.10-60 

Safety  relief  valves— TB/ALL 40.10-60 

Special    cargo    handling    requirements — TB/ 

ALL 40.10-83 

Tank  vessel  certification  and  other  cargoes — 

TB/ALL   40.10-2 

Tests  and  inspection— TB/ALL 40.10-87 

Valves,  fittings,  and  accessories — TB/ALL 40.10-40 

Valves,  safety  relief  —TB/ALL 40.10-60 

Venting— TB/ALL 40.10-69 

Ventilation— TB/ALL 40.10-73 

Warning   signs   and   information    cards — TB/ 

ALL 40.10-85 

Protection  for  personnel 36.05-10 

Provisions,  lifeboat  equipment 33.15-1,  33.15-10 

Pumprooms : 

Controls    39.15-10 

Electrical  installations 32.60-20 

Fire  extinguishing  systems  for 34.05-5 

Illustration  of Page  134, 135,  and  136 

Lighting    32.60-20 

Location  of 32.60-20,  32.65-20 

Requirements  for 32.70-15.  32.70-20 

Ventilation 32.60-20,  36.20-5 

Pumps,  bilge 32.52-1 

Pumps,    cargo 32.50 

Quarters,  living 32.60-25.  32.65-25 

Radio  apparatus  for  lifeboats— T/OC 35.10-20 

Radio  room  warning  sign 35.30-1 

Radio  direction  finder 32.15-25 

Radioactive  material,  nuclear  energy,  and  nuclear 

vessel 30.10-44 


Subpart  or 
Section 

Radiotelegraph  apparatus,  portable 33.15-25 

Radiotelegraph    and    radiotelephone 32.15-20 

Rails   32.01-10 

Reckless   or   negligent   operation    prohibited   by 

law "_  35.01-30 

Recognized  classification  society 30.10-57 

Refrigerated   systems 38.05-25 

Registers    regarding   shipboard    cargo    gear 31.10-16, 

31.37,  Page  128 
Regulations : 

Application  of 30.01-5 

Authority  vested  in  Commandant 30.01-1 

Effective  date 30.01-15 

Explanation  of  vessel  description 30.01-5 

Governing  alterations  and  repairs 30.01-10 

Liquefied  flammable  gas Part  38 

Liquids  having  lethal  characteristics Part  39 

Scope  of 36.01-1 

Reid  vapor  pressure 30.10-59 

Reinspection 31.10-17 

Release,    Hydraulic— TB/ALL 33.20-20 

Relief  valves : 

Cargo  pump 36.10-1 

Cargo  pump,  testing  of 35.35-70 

Cargo  tanks 38.10-15,  39.10-10 

Repairs : 

Application  of  regulations 30.01-10 

Firefighting  equipment 35.01-35 

In  other  ports 31.10-35 

Inspection  before  making 35.01-1 

Involving  hot  work 35.01-1 

Lifesaving  appliances 33.01-20 

Reports  of  engineers 35.25-5 

Required  equipment  for  lifeboats— TB/ALL 33.15-5 

Requirements  for  life  preservers 33.35-15 

Right  of  appeal 30.20-50 

Rivers,  definition  of 30.10-61 

Rowlocks : 

Lifeboat  equipment 33.15-1,  33.15-5,  33.15-10 

Liferaft    equipment 33.15-20 

Rudder : 

Indicators 35.40-35 

Lifeboat  equipment 33.15-1,33.15-5.33.15-10 

Rules  of  the  Road 30.10-62 

Safety  requirements : 

Guards  at  dangerous  places 32.01-15 

Lifelines  32.01-5 

Means  of  escape .32.01-1 

Rails    32.01-10 

Safety  relief  valves  for  cargo  tanks 38.10-15,  38.10-16, 

39.10-10 

Safety  rules 35.30 

Safety  valve  seal,  breaking  of 35.25-20 

Sand 34.05-15,  34.55 

Sanitary  inspection  by  master  and  chief  engineer.     35.01-5 

Scantlings,  material  and  workmanship 32.60-1,  32.65-5 

Scuppers,  closing  of 35.35-10 

Sea  anchor,  lifeboat  equipment 33.15-1,  33.15-5, 

33.15-10,  33.15-15 

Sea  anchor,  liferaft  equipment 33.15-20 

Sea  chests,  examination  of 31.10-20 

Sea  strainers,  examination  of 31.10-20 

Sea  valves,  closing  of 35.35-10 

Segregation  of  cargo 32.60-10,  32.60-15 

Segregation  of  cargo,  illustration  of Page  134 

Segregation  of  spaces  containing  the  emergency 

source  of  electric  power— TB/ALL 32.60-45 

Shapes  and  Lights,  Navigation— TB/ALL 32.15-3 

Shipboard  cargo  gear,  certificates  or  registers 31.10-16, 

31.37,  page  128 

Shipping  papers  required 35.01-10 

Signaling  lamp 33.50-1 

Signaling  mirrors,  lifeboat  equipment 33.15-1,  33.15-10 
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Subpart  or 
Section 

Signals,  distress 33.4ij-l 

Skates,  lifeboat  lauuching 33.20-1 

Sleeping  quarters 32.40-1 

Smoking,  safety  rules 3.5.30-5 

Sounding  machines 32.1.5-10 

Spark   arrester 30.10-63 

Spark  producing  devices 35.30-3.5 

Spray    nozzles 34.10-10 

Specifications,   material 31.30 

Special  construction,  arrangement,  and  other  pro- 
visions  for   carrying   certain    flammable   or 

combustible  dangerous  cargoes  in  bulk Part  40 

Application,    general 40.01-1 

Cargo  hose 40.0.5-75 

Cargo  piping 40.0.5-55 

Cooling   systems 40.05-35 

Design,  construction,  and  arrangement  of  cargo 

tanks   40.0.5-10 

Effective  date 40.01-5 

Electrical  bonding 40.0.5-80 

Ethylene  oxide 40.05 

Filling  and  discharge  pipes 40.0.5-.50 

Filling   density 40.05-65 

How  ethylene  oxide  may  be  carried 40.0.5-5 

Information  board 40.05-85 

Installation  of  cargo  tanks 40.05-20 

Insulation    40.05-.30 

Liquid  level  gaging  devices 40.0.5-45 

Safety  relief  valves 40.05-60 

Special  cargo  handling  requirements 40.05-83 

Tank  vessel  certification  and  other  cargoes 40.0.5-2 

Tests  and  inspections 40.05-87 

Valves,  fittings,  and  accessories 40.0.5-40 

Venting 40.0.5-69 

Ventilation 40.0.5-73 

Special  operating  requirement.s 35.01 

Si)ecial    construction,    arrangement,    and    other 

provisions  for  nuclear  vessels Part  37 

SiJecial  operating  requirements  for  tank  barges 
c-arrving    certain    dangerous    bulk    cargoes — 

B/ALL    3.5.01-50 

Stability  requirements 31.10-.30,  31._10-35 

Station  bills  retiuired .35.10-1 

Steam  fire  extinguishing  sy.stems 35.40-10 

Steel  hull  tank  ve.s.sels ^^2.70 

Steiun,  carrying  of  excess 35.2.5-1.5 

Steam  smothering  system 34.13 

Steering  apparatus  on  tank  vessel — TB/ALL 32.:5.5-10 

Steering  gear,  instruction  for  changing 35.40-:50 

St<HTinK  gear  test ?5-^^^~^2 

Steering  orders 3.5.20-1.5 

StJ-ering  ordfTs.   marking 35.40-35 

Stonn  oil,  lifeboat  equipment--  33.15-1,  33.15-5,  33.1.5-10 

Stonn  oil,  lifenift  equipment .33.1.5-20 

SUiwage  of  distress  signals 33.45-10 

Stowage  of  i>a(kage  and  general  cargo 35.3.5-55 

Stowage  of  lifeboat  eipiipment .■{3.15-.5, 

33.1.5-10,  .3.3.1.5-1 5 

Subdivision  of  cargo  spaces .''>2.fM)  5,  32.6.5-10 

Subfrtitution    of    inJUitjil>le    liferafts    for    other 
liferaftM,  lifi'floatH,  and  buoyant  apparatus  on 
certain  veHH«'ls  not  on  an  international  voyage.         .''.■'.07 
Sur»-fy,  tallshaft 61.15-15 

TallHhaft,  examination  of 61.15-15 

Tank  barge : 

Carrying  bulk  cnrgws  having  dangerous 
<liarafferiMticH  in  additU)n  to  flaniniablllty  or 
coriibnstlt)ility  ."il.l."  6 

I>ifel(r>!it   e<inipnient 33.1.5-15 

VV'atfJunari    for .'55.0.5-15 

Tankennaii.  fleflnltion  of .30.10  71 

TjinkHhip: 

I>eflnltlf/Ti   of — .'S0.10  67 


Subpart  or 
Tankshii) — ^Continued  Section 

1/ieensed  officers  and  crew 35.0.5-1 

Lifeboat  equipment  for 33.1.5-1, 

33.1.5-5,  .33.1.5-10,  33.1.5-15 

Liferaft  equipment  for 33.1-5-20,  33.15-25 

Mas'ter    35.0.5-5 

Pilot    35.0.5-10 

Tank  vessel : 

Definition  of .30.10-69 

Laid  up  or  dismantled 31.01-1 

Telegraph    systems .32.30-10 

Telephone  equipment .32..30-1 

Test,  weight,  of  lifeboat  installations 33.01-27 

Testing  of  firefighting  equipment 31.10-19 

Toilet  facilities 32.40-1 

Towing  ve.s.sels .31.15-10,  35.-3.5-45 

Trial  trip  inspection 31.10-40 

Ullage  holes,  safety  rules  regarding 35.30-10 

Valves : 

Back  pressure  check  type .38.10-1,  38.10-5 

Excess  flow 38.10-1,  38.10-5 

Liquefied  flammable  gas 38.10-1,  .38.10-5 

Pressure-vacuum  relief 30.10-55,  32.20-5 

Relief    3.5..35-70, 

38.10-1,  38.10-10,  38.10-15,  39.10-10 

Shutoff .38.10-1,  39.10-1 

Ventilation  and  venting : 

Cargo  tanks 32.-55 

Cargo  tanks  equipped  with  inert  gas  system 32.55-40 

Cargo  tanks,  independent .38.20,  39.20 

Cofferdams .32..55 

Flame    screen 36.20-1 

Pumproom    .36.20-5 

Ve.ssels  coming  alongside 35.3-5-42 

Ves.sels  converted  to  tank  vessels 31.10-10 

Vessel's  name  on  equipment 35.40-40 

Ve.ssel's  name 32.0.5-10,  32.05-15 

Ves.sel,  nuclear,  nuclear  energy,  and  radioactive 

material    30.10-44 

Voice  tubes 32.30-1 

Warning  signs 35..30-1,  39.15-1 

Warning  signs  and  infonnation  cards  for  those 
barges  carrying  bulk  cargoes  having  dangerous 
characteristics  in  addition  to  flammabilitv  or 

combustibility— B/ALL    35.01-.55 

Warning  sigiials  and  signs 3.5.30-1 

Washing    facilities 32.40-1 

Watchman  for  tank  barge 35.0.5-15 

Water  light,  liferaft  equipment 33.15-20 

Water  sjiray  extinguishing  systems,  details 34.25 

Application 34.2.5-1 

Capacity  and  arrangement .34.2.5-5 

Controls :}4.2.5-10 

Installations  contracted  for  prior  to  January  1, 

1964 34.2.5-90 

Piping   34.2.5-15 

Spray   nozzles 34.2.5-20 

Water  s))ray  sy.stems 35.40-18 

Waters,   travel   permitted  on 31.20 

Welding  i-epairs .'55.01-1 

Weight  test  of  lifeboat  inHtullati«n.s ;5.'101-27 

Whistles   .'52.1.5-5 

Whistle  signals  for  drills .3.5.10-5 

Whistling,    nrineces.sary 35.20 -.'55 

Winches,  lifeboat :5;5.10-5 

Work  vest,H : 

.\ltplication  of .'55.0.'!  1 

Approved  unicellular  plastic  foam .'55.0:5  5 

IlH('    .35.0:5  10 

Shipboard    .stowage ;55.0:!   15 

Shiphojinl    inspection .'55.0:5  20 

Workniiinship,  niiiteriiil,  !mi(1  Hcantilngs 32.60-1,  32.65  5 
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